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PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and copies 
mailed as soon as stocks are received. It is not possible to estimate the lapse 
of time before the publications will actually appear. All information in regard 
to title, series, classification, distribution, and price given in these listings is 
preliminary and subject to change when the publications actually come from 
the press. Those so marked will be sent to depository libraries providing, that 
at the time of going to press, the libraries were on list to receive the items 
under which these publications will be distributed. 


Annual report of Farm Credit Administration, 1959-60. [Also issued as H. doc. 


18, 87th Cong., ist sess.] 40c. ® FCA 1.1: 960 
Annual report of Federal Trade Commission, fiscal year 1960. [Also issued as 
H. doc. 7, 87th Cong., ist sess.] 45c. @ FT 1.1: 960 
Annual report of Secretary of Interior, 1960. $1.50. @ 11.1: 960 
Bibliography of North American geology, 1958. (Geological Survey, Bulletin 
1115.) $2.00. @ 119.3: 1115 
Bibliography of temperature measurement, Jan. 1953 to June 1960. (National 
Bureau of Standards, Monograph 27.) 15¢c. @ C 13.44: 27 
Blue Ridge Parkway, Va. and N.C. [Revised.] (National Park Service.) 
10c. @ I 29.6: B 62/3/961 


Careers in mental health: As a clinical psychologist. (National Institutes of 
Health, Public Health Service publication 27, revised.) 15c. 
FS 2.22 : M 52/12/960 
Careers in mental health: As a psychiatric social worker. (National Institutes 
of Health, Public Health Service publication 28, revised.) 15c. @ 
FS 2.22: M 52/13/960 
Carlsbad Caverns National Park, N. Mex. [Revised.] (National Park Service.) 
15e. @ I 29.6: C 19/3/961 


Chemical control of brush and trees. (Agriculture Department, Farmers’ bul- 
letin 2158, Agricultural Research Service.) 15¢c. @ A1.9: 2158 
Cherry leaf spot and its control. (Agriculture Department, Leaflet 489.) 5c. @ 
A 1.35: 489 

Cobalt deficiency in soils and forages, how it affects cattle and sheep. (Agri- 
culture Department, Leaflet 488.) 5c. @ A 1.35: 488 
Control and rehabilitation of the narcotic addict. (Narcotics Bureau.) 20c. @ 
T 56.2:N16/5 

Cost ascertainment report, cost of carrying and handling several classes of mail 
matter and of performing special services for fiscal year 1960. (Post Office 


Department.) $1.00. @ P 4.6: 960 
Defense against radioactive fallout on the farm. (Agriculture Department, 
Farmers’ bulletin 2107, revised.) 10c. @ A1.9: 2107/4 
Earned degrees conferred 1958-59, bachelor’s and higher degrees. (Education 
Office, OE-54013.) $1.50. @ FS 5.254 : 540138 


Education of adult migrant. (Education Office, OE-13012.) 50c. @ 
FS 5.213: 13012 
Forest Service engineer. (Agriculture Department, Miscellaneous publication 


841.) 30c. @ A 1.38: 841 
Graduate study in public administration. (Education Office, OE-56004.) 
$1.25 ©@ FS 5.256 : 56004 


im 











GOVERNMENT PUBLICATIONS 


IV 


Index of patents issued from Patent Office, 1960. (Patent Office.) $6.00. @ 
C 21.5/2 : 960 

It’s good business to know your men. (National Institutes of Health, Public 
Health Service publication 379, revised 1961.) 15¢c. @ FS 2.22: M 52/9/961 
List of publications of National Bureau of Standards, July 1, 1957-June 30, 1960. 
(National Bureau of Standards, Miscellaneous publication 240.) $2.25. © 
C 13.10: 240 

A look at agriculture cooperatives in India. (Farmer Cooperative Service, FCS 
circular 28.) 20c. A 89.4: 28 
National defense student loan program, two-year report. (Education Office, 
OE-55019.) 35c. @ FS 5.255 : 55019 
Newly independent nations, Nigeria. (State Department, African series 6, 
Publications 7121.) 10c. $ 1.116:6 
North Korea, case study in techniques of takeover. (State Department, Far 
eastern series 103, publication 7118.) 60c. @ S 1.38: 108 
Patent laws, Jan. 3, 1961. (Patent Office.) 30c. © C 21.7: 961 


Pension plans under collective bargaining, normal retirement, early and dis- 


ability retirement, fall 1959. (Labor Statistics Bureau, Bulletin 1284.) 40c. 
® L 2.3 : 1284 


Research and technologic work on explosives, explosions, and flames, fiscal year 
1957-58. (Mine Bureau, Information circular 7999.) 25¢c. @ 128.27: 7999 
Residential property conservation standards. (Housing and Home Finance 
Agency, Technical guide 6.) 15c. HH 7.6/2: 6 
Rural renaissance, revitalizing small high schools. (Education Office, OE- 
86008.) 25c. @ FS 5.236 : 36003 
Russian drug index. (National Library of Medicine, Public Health Service 
publication 814.) 60c. FS 2.202: R 92/2 
Self-feeding fences for cattle, farm building plan no. 5872. (Agriculture De- 
partment, Miscellaneous publication 846.) 5c. @ A 1.38 : 846 
Standard specifications for construction of roads and bridges on Federal high- 
way projects. (Public Roads Bureau.) $2.25. C 87.6: R 53/961 
Summary of mining and petroleum laws of world. (Mines Bureau, Information 
circular 8017.) $1.00. @ I 28.27 : 8017 
Tips on selecting fruits and vegetables. (Agriculture Department, Marketing 
bulletin 13.) 20c. A 1.95: 13 
Trends in engineering education, 1949-59. (Education Office, OE-56003.) 5c. 


FS 5.256 : 56008 


Verification of Weather Bureau’s 30-day outlook. (Weather Bureau, Technical 
paper 39.) 40c. 
White Sands National Monument, N. Mex. |[Revised.] (National Park Serv- 
ice.) 5c. @ 


C 30.28 : 39 


I 29.21: W 58/3/961 
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Abbreviations 





amdt., amdts__~---. amendment, amend-]no., nos__----~- _nhumber, numbers. 
ments. Ee .page, pages. 

eee ee epee — appendixes. i, Pee pages of plates. 

a apter, chapters. aS es paragraph, paragraphs. 

(| 3 See Congress. eta ees pcree sem ece plate, plates. 

SS MSE ee Department. SO eee portrait, portraits. 

| Se document. = aa part, parts. 

DPPO ee District Printing and | rp__-------------- report. 

Publications SS 2 5 eee Recruiting Publicity 

Potomac River Naval Center. 

Command. a ne Senate, Senate bill. 
ee ee octavo. Se et a Senate concurrent reso- 
tod 1 Ee Sa ee folio. lution. 

ST eae facsimile, facsimiles. er Senate document. 
ii etetiiensndestanaeieaall quarto. ss f ae Senate executive docu- 
OS 7 Greenwich hour angle. ment. 
ne nee aceaplll House. S. J. Res___-______-Senate joint resolution. 
ee House concurrent reso-| 8S. Res___--------- Senate resolution. 
lution. i ee Senate report. 
a House document. | es section, sections. 
eS a House executive docu- | sess___-_--__-_--~-~--. session, sessions. 
ment. | Eee sixteenmo. 
Re ere House _ resolution. a Ae Statutes at large. 
hi alee House bill eS. supplement. 
CORLL. dao mee House resolution. 1 ee ae table, tables. 
i ieee House report. Eee thirty-twomo. 
_ (Esai SRS: illustration, to ES fie Tae Treasury. 

tions. | pes REST SE twelvemo. 

cepa inch, inches. | *L ree twenty-fourmo. 

/) ae Se latitude. ee Oe OFS | volume, volumes. 

| ee S Bae rere: = > © hermes te versus. 
sah atch ical eet cnekenesiel mile. WP: AP Diack soepnisigccsuiaias Wright-Patterson Air 
Pe ihcnsdubede gavel Mississippi River Com- Force Base. 

mission. 2 = ie (Reese apie: Weather Record Proc- 
le | no date. . essing Center. 
Te Re 4 ea no place. 





Common abbreviations for the names of States, months, ete., are also used. 
Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] are given for information, but do 
not appear on the title pages of the publications cataloged. Place and printer are 
not given for publications printed at the United States Government Printing 
Office, Washington, D.C. Size is not given for octavo publications. Size of maps 
is approximate, measurement being made from outer edge of border, excluding 
margin. The dates given with Senate and House documents and reports are the 
dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

The word “processed” as used in this catalog indicates publications which are 
reproduced by duplicating processes other than ordinary printing, e.g., mimeo- 
graph, multigraph, planograph, rotaprint, multilith. Processed publications are 
not obtainable from the Superintendent of Documents. Requests for them, if they 
are available, should be addressed to the issuing office or to the Office of Technical 
Services, as indicated by the distribution symbol. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations are entered in the Monthly Catalog. However, administrative and confi- 
dential (or restricted) publications are omitted. 

The L.C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 
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General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
]D).C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance 
of payment. 

PRICE LIST 

There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on 
application, by subject or subjects concerning which information is desired. It 
will also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 

In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent 
of Documents. Each list is arranged alphabetically by subjects, with annota- 
tions and prices, and may be obtained free upon application to the Superintendent 
of Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 

More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
hot priced the only possible source would be from your Congressman. 


VII 





HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Office of Technical Services, Commerce Department, are indicated by a farad 
(#) preceding the price. A black dot (@) indicates that the publication has been 
or will be sent to depository libraries. A dagger (7) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (+) indicates that the document is printed for official use and is 
not obtainable. Whenever additional information concerning the method of 
procuring a document seems necessary, it will be found under the name of the 
bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the extreme 
right; order the congressional documents and reports by the title, together with 
the document or report number and the Congress, e.g., H. doc. 108, 82d Congress. 

Do not use the L.C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U.S. Government Printing Office, Washington 25, 
1).C., by coupon, postal money order, express order, or check. Publications can- 
not be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5c 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from this office. Address order 
to Superintendent of Documents, Government Printing Office, Washington 25, D.C. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, and certain Central and 
South American countries. To other countries the regular rate of postage is 
charged, and remittances must cover such postage. In computing foreign post- 
age, add one-fourth of the price of the publication. 


LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used as 
a catalog number for sales stock of this office. The shilling mark (/) separates 
what would ordinarily be superior or inferior numbers or letters, as it is not 
practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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New Classification Numbers 


C 3.24/15: date/nos____-_-__-. 


CCO2.G/8: date... <20.-. 406-05 
D 2002/23 DOB. . 6 cane 


1p. Le Ce © |r 
D 301.45/12-2: nos____---_--- 


PAA 120: datenccs 3-22. -s 


VN Be IS 0 | a eo a 
FAA 4.12: nos____-- pe SP Scions 


Ne 1106/6: Gate... 2 =e 


Dts 2.00/70 : GOR onc 


FS 3.13/2 


ee 
DAW oe Sete tener suas: 


Pr 34.761/6: Reserved 

ee i Se) : 
Prkx 4.1: date____- Seah es a al 
PrEx 4.2: CT_ 


PrEx 4.3 :-9: Reserved 
Pres 4.10: CT... 2s. 


PrEx 4.11: Reserved 
PrEx 4.12: CT_-_-_- x 


17.22/72 * Gate... 


oe Us Ly! (ee et Ce 


Census Bureau. 
Census of manufactures: 
ports. 
Federal Communications Commission. 
Rules and regulations vy. 8. 
Yarus and Docks Bureau (Navy). 
U.S. Naval Civil Engineering Laboratory, Port 
Hueneme, Calif.: Technical reports. 
Naval Weapons Bureau. 
Handbooks, manuals, guides. 
Air Force Department. 
Klectronics Research Directorate: 
note ERD-TN (series). 
Federal Aviation Agency. 
Aircraft instrument approaches, fiscal year. 
Facilities and Materiel Bureau. 
Handbooks, manuals, guides. 
Planning series. 


Note.—Some of the publications carry 
Planning guide. 


Health, Education, and Welfare Department. 
Grants-in-aid and other financial assistance 
programs administered by Departinent of 
Health, Education, and Welfare. (annual). 
Notre.—Supplement to Handbook on programs 
of Department of Health, Education, and Welfare. 
Public Health Service. 
Municipal water facilities inventory. 
Public Assistance Bureau. 
[Public assistance information] PAi-(series). 
Labor Department. 
Handbooks, manuals, guides. 
Civil and Defense Mobilization Office. 


Supplementary re- 


Technical 


title 


Student manual, SM (series). 
Annual reports. 

Nore.—See, for earlier class, Pr 
os area gon 


384.701: (date). 


—See, for earlier classes, Pr 34.702: (CT) 
«al Pr: 34.752: (CT). 
Addresses. 
NotTge.—See, for earlier class, Pr 34.710: (CT). 
Hi Ne manuals, guides. 
NotTr.—See, for earlier class, Pr 34.761: (CT). 


International Cooperation Administration. 
Annual report of Advisory Committee on Volun- 
tary Foreign Aid covering relief shipments 
made by voluntary agencies to countries and 
areas participating in Overseas freight sub- 
sidy program, fiscal year. 
National Museum. 
Bibliographies and lists of publications. 
Tariff Commission. 


IX 





x GovERNMENT PUBLICATIONS 


mao aay es Oe. Special and administrative provisions of Tariff 
act of 1930, as amended. 
Advisory Commission on Intergovernmental Re- 


lations. 
Y 3.Ad 9/8: 1/date_______-____ Reports. 
CLM et 6; are General publications. 
Atomic Energy Commission. 
Y 3.At 7: 28-3/nos___________. AEC technical information bulletin. 


NotTre.—Replaces AEC depository library bulle- 
tin, Y 3.At 7: 47/(date) and Technical information 
bulletin, Y 3.At 7 : 28-2/(nos.) 


Corrections for Previous Monthly Catalogs 


Apr. 1959. Entry 4400, Directives, publications and reports index; Jan. 1, 1959, 
cumulative edition. Correct class to read T 47.50: 959. 

June 1959. Entry 8127, Mount Locust on Natchez Trace Parkway in Mississippi. 
Correct class te read I 29.2: M 86 1/959. 

Dec. 1959. Entry 17304, Directives, publications and reports index; July 1, 
1959, cumulative edition. Correct class to read T 47.50 : 959-2. 

Page xxv, Take out note following line reading T 47.50: date—Directives, 
publications, and reports index. 

—— Page 316, 1st column, change the second entry number for Maps and charts: 
Hydrographic Office—nautical charts, index catalog, monthly corrections, from 
11027 to 11207. 

July 1960. Entry 9618, Defense production act extension, 1960, hearing before 
subcommittee, 86th Congress, 2d session, on S. 3472, June 7, 1960. Correct class 
to read Y 4.B 22/3: D 36/3/960. 

Nov. 1960. Entries 16501-16504, Air Force manual AFM (series). Correct class 
to read D 301.7: nos. . 

—— Entry 16503, Air Force manual AFM 95-11, handbook for photo lab proc- 
essing ; [Apr. 1, 1960]. Correct price to read *Fabrikoid, $4.75. 

—— Page 112, 1st column, take out lines reading Army-Air Force Wage Board, 
report, 1959—1700. 
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Classified List of Government Authors 


Beginning 























entry 
Administrative Office of United States Courts_.....__..._.___________ 5171 
Advisory Commission on Intergovernmental Relations___._____._.______ 5172 
mercuture Department... et ee eee peor. . §245 
Agricultural Marketing Service__.......-.._..-..-_.-.-----__.____ 5173 
Agracwivural esearch Service®... eee ee cee 214 
Commodity Exchange Authority...._..................._---______ 5551 
Commodity Stabilization Service...._...............-.--__._--.____ 5552 
wermer Cooperative: Servyiesisiecin esol st 2 sleesd cc tcc dn. 5959 
Farmers Home Administration___.....___....._-____-_-_--__-- 5962 
Federal Extension Service_.._.__.___._______-___---____--_______-___ 5992 
Poreign Agricultural Servicescu <2 nc sick ee kee 6071 
By menu = i apes 9 terete (eg. ede ee eh as Se ee 6096 
Rural Electrification Administration_____.__________----_-_--___---_ 6523 
oe. (OMBerVRUIOn - MervI0G: = 25 ee ee ee ee 6549 
mtemic Tinergy Commission. .oun wisest Li ssnndt ne cece uueee ~~ 5336 
Blind-Made Products, Committee on Purchases of____------------------ 5411 
OT BR Cf 2's): | ee ec eee eee Sees 5431 
RORE: DR PTITEON (ERONIN x oo is econ cine ceed emnmemndbaten se 5506 
RULWE) PROS, CORIO ee oa ate acnmcinebnamunenunein genie 5515 
Commerce Department Sen ero ee ee TE Ree ee 5545 
Business and Defense Services Administration________-._-_-------- 5414 
ENE OEE ae SS el ean aa mapas 5432 
NDORED, BHU EOUOUIG ONVOY. ouo0~ <n nnn nes 5533 
Mederaly Mamie Boers. os nnn nna nena 5997 
ores Commerce Mureku..... 222 2=--.=--.-<. 5. ..-..-- 6078 
NALORA) BUreRd OL BUnmMUONTOs- «=~ 5 S22 oo eae 6416 
CO RO Se ee ae a ee ee ee a ie SESE ey eT Ji. ae 
PUG OR ee UN sc cckcecceewneneeensnenducn dnc ssubded . 6513 
ae eee eee el ae OF ay SPEER BL weer 6611 
DORN eR O eee nAReiiann chant Suis. tonite ids eee)... 5555 
Atomic Energy Joint Committee___.__.-__-_------_---------------- 5560 
Economic Joint Committee__.__.__-__--.---------------------- ee aes 5564 
Hionse..ot WMepresentaulyves........ ow ee dnentemcnasiannsene 5565 
Agriculture. Committee... ..... ~~ sass d-ndisesisnebsii--.- 5729 
Appropriations Committee..._...- ~~~ -n0.02.02204-155.-------- 57381 
Armed Services Committee..............~....------._.---~--- 5735 
Banking and Currency Committee__.__.--.------..--------- .. 8789 
District of Columbia Committee_.___..-----~- LO ee 
Education and Labor Committee__.......-.------------------. 5742 
Foreign. Aaiws Commitee....................~.-.-...-...-<- 5744 
Government Operations Committee_._____.._---.----------.--. 5746 
Interior and Insular Affairs Committee____~-_-~_- cic suas ape Magnetics 5747 

Interstate and Foreign Commerce Committee__._--......-.---- 575 

Post Office and Civil Service Committee___-__-._----- 5751 


xI 





XII GoveRNMENT PUBLICATIONS 





Congress—Continued enentes 
House of Representatives—Continued entry 
Pupic Works Committee... -...........-....-..........-... 5753 
Science and Astronautics Committee____________--_--__---_-__-____ 5754 
Ways and Means Committee_____._.._.____-_---___-__-____ _. 5758 
Internal Revenue Taxation Joint Committee______.___-______________ 5759 
Printamg gomt wWommivves.. 2. Se eke 5760 
Ng bee meceackceudecueca 5761 
Aeronautical and Space Sciences Committee___________________ 5841 
Agriculture and Forestry Committee___.__-__--_-__--__-__-__- 5842 
Appropriations Committee__.....-.-----_-._----------------_- 5846 
Armed Services Committee__.--.--.___-_____-_----------_-___ 5847 
Banking and Currency Committee__._____________--___________ 5849 
SETS CE UL PN 0 LR CL at oo aes ees ne Ree ie era eee 5855 
Foreign Relations Committee_____________-__--_---------_--_- 5858 
Government Operations Committee___._________________--______ 5869 
Interior and Insular Affairs Committee___.__._______-___--____-__ 5871 
Interstate and Foreign Commerce Committee____-_____________ 5873 
Sesmery MeOmmMbnee sa xt te ete kkk ce keus 5882 
Labor and Public Welfare Committee__________________________ 5895 
National Water Resources, Select Committee on________________ 5899 
Post Office and Civil Service Committee____________-___________ 5900 
Public: Works ‘Committee... 2-* = ose ek kek 5904 
Small Business, Select Committee on___----__--__-____________ 5907 
Spemetiee men verasnone. oot See) coe eben lee ok e ee 5912 
Pia ore PRONG ooo a nee eek _ 5286 
Oe SO OO eee eek ye eee 5285 
Armed Forces Information and Education Office_____-_-_____-__._ 5321 
TCU L112 1 Re a al AS ge eg ee eo ee 5323 
ELL, Eke C1711 Sy aie RR ee er 5943 
LEP NC TT ER I SS ee ea 2 6269 
Military History, Office of Chief of__.___-______-_-_-_________- 6270 
EC COS SES a ae a eee eee ae ne ae 6479 
IS a ate a . 6539 
CSR Clo Ce ea ee ~ 6597 
EN a a ke eed supped . 6228 
Sy eo emanennnanbeecmebabewn 6471 
apousirinl momiuons Omce.................--.-.--<-<8<.s8s 6205 
UR a ee ter) tod ee 6267 
Medicine and Surgery Bureau_________-__- uiink Jou). sbees Ae 
Naval Operations Office 
Hydrographic Office_.....-...._--_____________ E 6193 
Naval pservatory.- 22 cses 2 oon. CRS 
Naval Personnel Bureau____--------_-.--__-_-__________- 6456 
Naval Research Office.......2_..-...._--__.__.___- . 6460 
Naval Weapons Bureau____.------__.-_- se 4 6464 
it) 1... ee es Soa ae ee su eitcnre 6535 
Supplies and Accounts Bureau___________- tees elect ae een) 
Yards and Docks Bureau______--_- ie Lae aae pias a ahaha 
[Executive Office of the President 
Civil and Defense Mobilization Office... ,--.. 510 
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Aprit 1961 XIII 
Beginning 
entry 
ning Peeeral AVINUON “A PONnOl scees ose oe - ++ kk Oe 
ms Facilities and Materiel Bureau_______-_--------------------------. 5955 
tte Research and Development Bureau___---~~------------------------ 6522 
fo Federal Communications Commission____-~--~-- ibstot Fal oom 0 Boe) Le 
dena Federal Deposit Insurance Corporation___-----__------~--- sok OO 
ve Federal Home Loan Bank Board___--------------- PSs s Sok SiS See 
toes Federal Mediation and Conciliation Service_-_._-__.__--------.._---.--. 6001 
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ADMINISTRATIVE OFFICE OF UNITED STATES COURTS 


Annual report of proceedings of the Judicial Conference of United States, 
Washington, D.C., Sept. 21-23, 1960. [1961.] v+59 p. [Also issued 
as H. doc. 78, 87th Cong., Ist sess.] + @ Item 729 
L.C. card 41-18702 Ju 10.10: 960 


ADVISORY COMMISSION ON INTERGOVERNMENTAL RELATIONS 


Notr.—The Advisory Commission on Intergovernmental Relations was estab- 
lished by Public law 380, 86th Congress, 1st session (73 Stat. 703). 


Commission report, coordination of State and Federal inheritance, estate, 
and gift taxes. Jan. 1961. [1]+x+134 p. il. 7 @ Item 1049-D 
L.C. card 61-60768 Y 3.Ad 9/8:2T19 


AGRICULTURAL MARKETING SERVICE, Agriculture Dept. 


Acreage marketing guides AMG (series). ~f @ Item 18-D 
A 88.26/4 : (nos. ) 


18. 1961 acreage-marketing guides: Summer and fall or for fresh market, 
summer melons, sweetpotatoes. Feb. 1961. 74p.iL 4 
L.C. card 54-61489 

19. 1961 acreage-marketing guides. Feb. 1961. 38-+-[1] p. il. 4° 

20. 1961 acreage-marketing guides: Summer potatoes, fall potatoes. Mar. 1961. 
, o 


4 p. il. 4 


AMS (series). 7+ A 88.40 : (nos. ) 
78. Tobacco, inspection, market news, and demonstration services [class 3(a), 
light air cured], type 31, burley. July 1960 istightiy revised Jan. 1961]. 

(1961.] 20p.il.4° (1 Tobacco Division.) @ Item 19—-A 

79. Molasses, feed and industriel. a a market yy «Wy [prepared by 
Grain Division}. neue 2p.il.4° @ Item 19—. 

L.C. card 55-604 

221. Key to market, Dairy and Poultry Market News Service. [Slightly revised.] 
{1961.] [2] p. il. oblong 12° folded into narrow 12° size. [Processed.] 

422. Wheat strength and sedimentation test [with bibliography] ; by Lawrence 
Zeleny. Nov. 1960. 4p.4° [Processed.] 

L.C. eard Agr 61-61 

425. Food fat consumption trends; by George W. Kromer. [1960.] p. 22-36 4° 
(Processed. Reprinted from Fats and oils situation, FOS— 501, Mar. 1960, 
by Agricultural Economics Division, Dec. 1960. ] 

427. Fresh fruit and vegetable unloads in eastern cities, by commodities, States 
and months, calendar year 1960. Mar. 1961. 213 p. 4° (Fruit and 
Vegetable Division, Market News Branch.) @ Item 19-A 

428. Fresh fruit and vegetable unloads in western cities, VA commodities, States 
and months, calendar year 1960. Mar. 1961. a ay 4° (Fruit and 
Vegetable Division, Market News Branch.) @ rune 19-A 

29. Inedible wt and grease output to continue upward, by George W. Kromer. 
{1961.] 21- 25, 4° eae Reprinted from Fats and oils situa- 
tion, i BOG, Jan. i961, 

482, Glamorizing vegetables. (1961. }) [4] p.il. 4° [Processed.] 

L.C, card Agr 61-139 

433. Effects of delayed initial  palting on transit temperatures of California lettuce 
shipped by rail; [by K. Stewart]. [1961.] 8 p. il. 4° [Processed.] 
L.C. card Agr 61-141 
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As we go into the ’60’s, summary of comments by Oris V. Wells, adminis- 
trator, Agricultural Marketing Service, before Market Development Con- 
ference, Latin America, Foreign Agricultural Service, Lima, Peru, Dec. 
5, 1960. [1960.] 4 p. 4° [Processed.] 7 A 88.22: W 46/7 


Building store volume, how to increase customer count, by Hugh M. Smith, 
Market Development Research Division, Agricultural Marketing Serv- 
ice, for presentation to Food Retailers Conference, Kansas State Uni- 
versity, Manhattan, Kan., Oct. 4, 1960. [1960.] 27 p. il. 4° [Proc- 
essed.] 7 A 88.22: Sm 5 


Calf crop report, 1960. Feb. 23, 1961. [2] p. f° [Processed. Issued 
jointly by Agricultural Marketing Service and Louisiana Crop Report- 
ing Service, Louisiana State University, Department of Agricultural 
Economics.] + Office of Agricultural Statistician, P.O. Box 1426, Alex- 
andria, La. A 88.16/10-2 : 960-2 


Carcass cutability as grade factor, remarks by David M. Pettus, director, 
Livestock Division, AMS, before Industry-wide Beef Grading Confer- 
ence, Kansas City, Mo., Nov. 14, 1960. [1960.1 6p.4° [Processed.] 7 

A 88.22: P 45/5 

Changes in milk processing and distribution, talk by A. G. Mathis, agricul- 
tural economist, Marketing Economics Research Division at University 
of Maryland Dairy Technology Conference, Washington, D.C., Nov. 9, 
1960. [1960.] 11 p. 4° [Processed.] 7 A 88.22 : M 42/3 


Crop production, prospective plantings for 1961. Mar. 17, 1961. 34 p. 4° 
(CrPr 24 (3-61) ; Crop Reporting Board.) + ® Item 20-B 

} A 88.24/4 : 961 

Crop production: Winter wheat and rye, Dec. 1, 1960. Dec. 20, 1960. 6 


p.4° (CrPr 2-3 (60) ; Crop Reporting Board.) [Processed.] 7 
A 88.18/11 : 960 


Crop values, season average prices received by farmers and value of pro- 
duction, 1959 and 1960, by States. Dec. 16,1960. cover title, p. 3-84, 4° 
(CrPr 2-1-1 (60) ; Crop Reporting Board.) [Processed. Text on p. 2 
of cover.] + 
L.C. card 57-60666 A 88.24/5 : 959-60 

Flue-cured tobacco market review, 1960 crop. Mar. 1961. 57 p. il. 4° 
(TOB-FL-4; Tobacco Division.) [Includes list of publications of To- 
bacco Division.] + @ Item 24-D 
L.C. card 52-61480 A 88.34/6 : 960 


Livestock and poultry inventory, Jan. 1, [1961], number, value, and classes. 
Feb. 13, 1961. 30p.4° (LvGn1 (61) ; Crop Reporting Board.)  [Proc- 
essed.] f 
L.C. card 56-60751 A 88.16/14 : 961 


Market potential for superconcentrated apple juice, address presented by 
Philip B. Dowskin, agricultural economist, and Margaret H. Weiden- 
hamer, social science analyst, at annual meeting of Michigan State 
Horticultural Society, Dec. 6, 1960. [1961.] 14 p. il. 4° [Processed.] 7 

A 88.22: D 97/2 


Milk production. Mar. 18, 1961. 16 p.4° (Da 1-1 (3-61) ; Crop Report- 
ing Board.) [Processed. Special in this issue: Concentrate rations 
fed to milk cows 1960.] + A 88.14/72 : 961/38 


Milk production and dairy products, annual statistical summary, 1960: 
[prepared in Dairy Statistics Branch]. Feb. 1961. 32 p. il. 4° (Da 3 
(61) ; Crop Reporting Board.) + @ Item 24—-F 
.C. card 61-60917 A 88.14/7 : 960 
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New ready market for South Carolina grapes; by J. E. Youngblood and 
Art Susott. [1961.] [2] p. il. 4° [Processed. Reprinted from Agri- 
cultural marketing, Dec. 1960.] 7 A 88.26/3a : G 767 


Outlook for eggs and poultry in 1961, talk by Edward Karpoff, Agricul- 
tural Economics Division, at 38th annual Agricultural Outlook Con- 
ference, Washington, D.C., Nov. 16, 1960. [1960.] 2 p. 4° [Proc- 
essed.] 7 A 88.22: K 14/2/961 

Outlook for fruits and tree nuts in 1961, statement by Ben H. Pubols, agri- 
cultural economic statistician, at 38th annual Agricultural Outlook Con- 
ference, Washington, D.C., Nov. 17, 1960. [1960.] 4 p.4° [Processed. 
Represents highlights of 1961 Outlook issue of Fruit situation for Oct. 
1960.) 7 A 88.22: P 96/960 

Outlook for meat animals in 1961, talk by Earl E. Miller, Agricultural 
Economics Division, at 38th annual Agricultural Outlook Conference, 
Washington, D.C., Nov. 15, 1960. [1960.] 3 p. 4° [Processed.] 7 

A 88.22: M 61/2/961 

Outlook for vegetables and potatoes in 1961, talk by Will M. Simmons, 
Agricultural Economies Division, at 38th annual Agricultural Outlook 
Conference, Washington, D.C., Nov. 16, 1960. [1960.] 4 p. 4° [Proe- 
essed.] Tf A 88.22: Si 4/2/961 


Research findings on transportation of grain, talk by Robert C. Haldeman, 
transportation economist, Transportation and Facilities Research Divi- 
sion, at 1960 National Marketing Service Workshop, Biloxi, Miss., 
Noy. 16, 1960. [1961.] 11 p. 4° [Processed.] 7 A 88.22: H 12/2 

Salable [and total] receipts of livestock at public markets, in order of 
volume, 1960 based on reports submitted by stockyard, companies. 
[1961.] [2] p. oblong 8° (Livestock Division; [LS-SY-48 (supple- 
ment)].) [Processed.] 7 A 88.16/15 : 960 

Seed crops, 1960 annual summary, acreage, yield, production, season 
average price and value of production by States with comparisons. 
Dec. 20, 1960. 29 p. 4° (Crop Reporting Board; SeHy 1-3(60).) 


[Processed.] + 
L.C. card 58—-60568 A 88.30/3 : 960 


Shipping point packaging trends, talk by Donald R. Stokes, Agricultural 
Marketing Service, Department of Agriculture, presented at New Jersey 
Marketing Institute, Nov. 7, 1960, Princeton, N.J. [1960.] 5 p. 4° 
[Processed.] 7 A 88.22: St 6/8 

Some previews of population changes in low-income farming area, talk 
by Gladys K. Bowles, Agricultural Economics Division, at 38th annual 
Agricultural Outlook Conference, Washington, D.C., Nov. 16, 1960. 


[1960.] 14+-4 p. 4° [Processed.] 7 A 88.22: B 68/5 
Stocks of hops, Mar. 1, 1961. Mar. 20, 1961. 1 p. 4° (SpCr 2 (3-61); 
Crop Reporting Board.) [Processed.] + A 88.44: 961 


Sugar situation, SUS-7. Mar. 1961. 386 p. 4° }~ @ Item 21-J 
A 88.36: 7 


Summary of regional cold storage holdings, 1960. Mar. 1961. 19 p. il. 4° 
(Crop Reporting Board; CoSt 8-61.) + ® Item 24-G A 88.20/2: 960 


Trade barriers in fluid milk marketing, address by Louis F. Herrmann, 
chief, Animal Products Branch, Marketing Economics Research Division, 
before conference on prices for market milk, Montana State College, 
Nov. 17, 1960. [1960.] 6 p. 4° [Processed.] 7+ A 88.22: H 43/9 

United States standards for grades of frozen spinach, effective Mar. 7, 


1961. 6th issue. [1961.] [Processed. Supersedes standards which 
have been in effect since Oct. 26, 1961.] + A 88.6/2: Sp 4 
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AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 


5214 Agricultural outlook in 1960’s [statement], prepared for discussion at 38th 


5215 


5216 


5218 
5219 


5220 


5221 


§222 


5223 


5224 


5225 


5226 


5227 


5228 


5229 


5230 


annual national Agricultural Outlook Conference, Washington, D.C., 
Noy. 14, 1960, by Sherman E. Johnson, in cooperation with representa- 
tives from ARS, AMS, FAS, and FES. [1960.] 20 p. 8 p. of pl. 4° 
[Processed.] 7 A 77.10: J 63/7 


ARS (series). 7 A 77.15: (nos.) 


22-65. Deeates aren ee eer prontene agricultural technique. Jan. 
1. 4° (ARS special report.) @ Item 25-B 
i C card Agr 61. 


43-134. Farm-mortgage caliiae experience of 21 life insurance companies, Federal 
land banks, and Farmers Home Administration, Apr.-June 1960 ; pre- 
ared in Farm Economics Research Division. Nov. 1960. 19 D. 4° 

Processed. ] 

43-137. Farm-mortgage lending experience of 21 life insurance companies, Federal 
land banks, and Farmers Home Administration, July—Sept. 1960; 
prepared in Farm Economics Research Division. Dec. 1960. 18 p. 4° 
{Processed. ] 

43-138. Current developments in farm real estate market, July—Nov. 1960. Feb. 
1961. 22p.il.4° (CD-57.) © Item 25-B 

44-3. Tables on hatchery and flock participation in national poultry improve- 
ment plan by States and divisions, 1958-59 and 1959-60 and U.S. 
summary, 1954-55 to date; [compiled by Animal Husbandry Research 
Division]. [1961.] [4]  p. 4° [Processed.] 

44-4. Tables on hatchery and flock participation in national turkey a or ov’ 
ment plan by States and Divisions, 1958-59 and 1959-60 a U.S. 
summary 1954-55 to date. Revised Dec. 1960. [1961.] [4] p. 4° 
{ Processed. ] 

44-6. Hatcheries and dealers » wariicipoting in national poultry improvement 
ylan; [compiled by Animal sbandry Research Division]. Revised 

far.'1961. [1961.] 80 p. 4° @ Item 25-B 

71-3. Publications and patents of Northern Utilization Research and Develop- 
ment Division, Peoria, Ill., supp. 12; Jan.June 1960. Nov. 1960. 
cover title, 14 p. 4° [ Processed. Text on p. 2 of cover.) 

71-16. Production of kojic acid with Aspergillus flavus [with list of literature 
cited ; prepared by Robert A. Ss he: and Richard W. Jackson]. Oct. 
1960. "hse title, 12+ [9] p. il. 4° [Processed. Text on p. 2 of 
cover. 

L.C. card Agr 61-88 

73-29. Shut-off device oo automatic amino acid analyzers; [by Eugene A. 
Talley and William L. Porter]. Sept. 1960. 4 p. il. [Report on 
work done at Eastern Utilization Research and Development Division, 
Philadelphia 18, Pa.] [Processed.] 

L.C. card Agr 61-127 

74-21. Conference on frozen food quality held at Albany, Calif., Nov. 4—5, 1960 
{report ; prepared in Western Regional Research Laboratory]. [1961.] 
cover title, 84 p. il. 4° 
L.C. card Agr 61-147 

91-7-1. — for identification of calves er. vaccinated against brucellosis ; 

[prepared by Animal Disease Eradication Division]. Dec. 1960. cov er 
title, 7 p. [Text on p. 2 and 3 of cover.] 


Cooperative economic insect report: Insects not known to occur in United 
States; issued by Plant Pest Control Division. [1960.] cover title, 
52 p. il. 4° [Processed. At head of title: v. 10, 1960. Includes indexes 
of foreign insect species listed in v. 7-10.] 7 A 77.324: 10/supp. 


Cooperative State-Federal brucellosis eradication program, charts and 
maps, fiscal year 1960. [1961.] cover title, [21] leaves, il. 4° (Animal 
Eradication Division.) [Processed. Some of the illustrations are 
colored.] 7 A 77.212/6-2 : 960 


Entomological contributions to human welfare through pest control, paper 
presented by E. D. Burgess, director, Plant Pest Control Division, Agri- 
cultural Research Service, Department of Agriculture, Washington, 
D.C., at meeting of Entomological Society of America in Atlantic City, 
N.J., Nov. 28-Dec. 1, 1960. [1961.] 6 p. 4° [Processed.] 7 

A 77.321: B 91 


List of publications & patents, with abstracts, Jan.-June 1960. [1961.] 
11 p. 4° (Western Utilization Research and Development Division ; list 
no. 10.) f A 7717/2: 10 
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5237 


5238 


5239 


5240 


5241 


Apri 1961 


List of publications of Pesticide Chemicals Research Branch, July 1-Dec. 
31, 1960. [1961.] 3 leaves, 4° (Entomology Research Division, Belts- 
ville, Md.) [Processed.] + A 77.318 : 960-2 


Philosophy of USDA on Federal grants to agricultural experiment stations, 
talk by B. T. Shaw, administrator, Agricultural Research Service, De- 
partment of Agriculture, before annual meeting of Experiment Station 
Section, American Association of Land-Grant Colleges and State Uni- 
versities, Washington, D.C., Nov. 15, 1960. [1960.] 3 leaves, 4° 
[Processed.] 7 A 77.10: Sh 2/83 


Plant quarantine contributions to human welfare, talk by Horace S. Dean, 
assistant director, Plant Quarantine Division, Agricultural Research 
Service, before Control Extension, and Regulatory Entomology Section 
of Entomological Society of America, Nov. 28, 1960, Atlantic City, N.J. 
[1960.] 6 leaves, 4° [Processed.] 7 A 77.321: D 34 


Present day research findings and their implications for extension, talk 
by B. T. Shaw, administrator, Agricultural Research Service, Depart- 
ment of Agriculture, before annual conference of Agricultural Extension 
Service, Baton Rouge, La., Dec. 7, 1960. [1960.] 7 p. 4° [Processed.] 
T A 77.10: Sh 2/85 

Prospective world production and distribution of feod, address by Byron 
T. Shaw, administrator, Agricultural Research Service, Department of 
Agriculture, before 5th International Congress on Nutrition, Washing- 
ton, D.C., Sept. 6, 1960. [1960.] 9 p. 4° [Processed.] 7 

A 77.10: Sh 2/82 

Publications and patents, Eastern Utilization Research and Development 

Division, Jan.June 1960. [Feb. 1961.] 43 p. 4° 7 A 77.17/4: 960 


Report and recommendations of 18th meeting of Sugar Research and 
Marketing Advisory Committee, Dec. 14-16, 1960, Washington, D.C. 
[1960.] 7 p. 4° (Office of Administrator.) [Processed.] 7 

A7%7.2: Sul 

Report of National Plans Conference, June 21-23, 1960, in Athens, Ga. 
{called for purpose of considering changes in provisions of National 
poultry improvement plan and National turkey improvement plan]. 
[Dec. 1960.] cover title, [2]+37 p. il. 4° (Animal Husbandry Re- 
search Division.) [Processed.] tT A 77.202 : N 21/960 


Research needs in agricultural economics, talk by Byron T. Shaw, admin- 
istrator, Agricultural Research Service, Department of Agriculture, be- 
fore seminar program of Department of Agricultural Economics, Louisi- 
ana State University, Baton Rouge, La., Dec. 7, 1960. [1960.] 6 p. 4° 
[Processed.] + A 77.10: Sh 2/84 


Research policy and procedure development by State agricultural experi- 
ment stations. [1961.] 19 leaves, 4° [Processed. Talk given on Nov. 
15, 1960, by H. C. Knoblauch, director, State Experiment Stations Divi- 
sion, Agricultural Research Service, before Experiment Station Section, 
74th annual convention, American Association of Land-Grant Colleges 
and State Universities, Washington, D.C.] + A 77.407: K 75/2 

Safety of our foods; by M. R. Clarkson, associate administrator, Agricul- 
tural Research Service, Department of Agriculture. [1960.] 6 p. 4° 
[Processed. Talk before annual convention of Association of Military 
Surgeons, Veterinary Section, Washington, D.C., Nov. 1, 1960.] ¢ 

A 77.10: C 56/18 


U.S.D.A. summary of registered agricultural pesticide chemical uses. Mar. 
1961. [1]+-iii+682 p. 4° (Pesticides Regulation Branch, Plant Pest 
Control Division.) [Issued in loose-leaf form. Replaces Summary of 
certain pesticide chemical uses 1957, including additions and revisions 
added since then.] * Paper, $2.75. @ Item 44 
L.C. card 61-60934 A 77.302: P 48/4 
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5243 Watershed organization appraisal, East Willow Creek pilot project in 


5244 Western Utilization Research & Development Division. [Jan. 1961.] 


Minnesota; [by William J. Coleman]. [Oct. 1960.] 18 p. il. 4° 
({Farm Economics Research Division.]) [Processed.] 7; 
A 77.2: Ea 7/2 
cover title, [24] p. il. +f A 77.2: W 52/961 
AGRICULTURE DEPARTMENT 


5245 [Address by Secretary of Agriculture Ezra Taft Benson before Michigan 


State Grange, Michigan State University, East Lansing, Mich., Oct. 19, 
1960.] [1960.] [1]+16 p. 4° (USDA _ 3039-60.) [Processed. In- 
cludes highlights of talk.] 7 A 1.40: B 44/294 


5246 [Address by Secretary of Agriculture Ezra Taft Benson before Poultry 


Producers Association annual meeting, Versailles, Ohio, Nov. 4, 1960]. 
(1960.] [1]+14 p. 4° (USDA 3201-60.) [Processed. Includes high- 
lights of talk]. 7 A 1.40: B 44/297 


#247 [Address by Secretary of Agriculture Ezra Taft Benson before Washing- 


ton, D.C. Rotary Club, Dec. 14, 1960.] [1960.] [1]+18 p. 4° (USDA 
3644-60.) [Processed. Includes highlights of talk.] 7 


A 1.40: B 44/299 
5248 Agricultural statistics, 1960. 1961. ix+633 p. * Paper, $1.75. @ Item 1 
L.C. card Agr 36-465 A 1.47: 960 
Agriculture handbooks. ® Item 3 A 1.76: (nos. ) 
5249 120. Insecticide recommendations vf Entomology Research Division for control 
of insects attacking crops and livestock for 1961 [with list of publica- 
tions]. [Revised Mar. 1961.] [1961.] cover title, 188 p. oblong 8° 
(Agricultural Research Service.) [Text on p. 2 and 8 of cover.] * Paper, 
65c. 

L.C. card Agr 56-202 

5250 179. Seed cleaning and handling; by Jesse E. Harmond, Leonard M. Klein, and 


N. Robert Brandenburg. [Feb. 1961.] [2]+88 p. il. 4° (Agricultural 
Research Service.) * Paper, 30c. 
L.C. card Agr 61-115 


5251 Areas can become more prosperous, [by] True D. Morse, Under Secretary 


of Agriculture and chairman, Committee for Rural Development Pro- 
gram, notes used in address before Suwannee County Rural Develop- 
ment Committee and State leaders, Live Oak, Fla., Oct. 18, 1960. [1960.] 
4 p.4° (USDA 3027-60.) [Processed.] + A 1.40: M 838/125 


5252 Dynamic capitalism in farming, [by] True D. Morse, Under Secretary of 


Agriculture and President, Commodity Credit Corporation, notes used 
in discussion before Public Relations Seminar, Harvard Graduate School 
of Business Administration, Boston, Mass., Nov. 1, 1960. [1960.] 2 p. 4° 


({USDA 3168-60.]) [Processed.] 7 A 1.40: M 83/123 
- Farmers’ bulletins. @ Item 9 A 1.9:(nos.) 
5253 1028. Strawberry culture: Eastern United States; [prepared by Crops Research 
Division, Agricultural Research Service.] [Revised Mar. 1961.] 
{1961.] 20p.il. * Paper, 10c. 
L.C. card Agr 61-148 
5254 1263. Breeds of swine; [by John H. Zeller]. [Revised Oct. 1955, slightly re- 
vised Feb. 1961.] [1961.] [2]+13 p. il. * Paper, 10c. 
5255 1422. Udder diseases of dairy cows; [by Richard W. Brown and W. D. Pounden]. 
{Slightly revised Jan. 1961.] [1961.] 1i+18 p. il. * Paper, 15c. 
5256 2155. Using crop residues on soils of humid area; [by W. LE. Larson and O. W. 
Beale]. (Mar. 1961.] [2]-+14 p. il. (Agricultural Research Service.) 
* Paper, 10c. 
L.C, card Agr 61-117 
*For Sale by Superintendent of Documents 
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5257 


5258 


5259 


5260 


5262 


5263 


5264 


5269 


Apri 1961 


2156. Safe use and storage of flammable liquids and gases on farm; [by Merrill 
S. Timmins, jr.]. [Feb. 1961.] 16 p. il. | Supersedes Farmers’ bulletin 
> ae Safe use and storage of gasoline and kerosene on farm.] * Paper, 


L.C. card Agr 61-65 

2157. Muscadine grapes fruit for south; as ar by Crops Research Division, 
Agricultural Research Service]. , 1961.] 16 p. il. [Supersedes 
Farmers bulletin 1785, poten grapes.] * Paper, 10e. 
L.C. card Agr 61-126 

2159. Irrigating tobacco; [prepared by Soil and Water Conservation Research 
Division and Crops Research Division, Agricultural Research Service]. 
{Mar.1961.] 12p.il. * Paper, 10c. 
L.C. card Agr 61-138 


Increasing farm family incomes, [by] True D. Morse, Under Secretary 
of Agriculture and chairman, Committee for Rural Development Pro- 
gram, notes used before joint annual meeting of Rural Development 
Committee of Latimer County Chamber of Commerce, and other county 
and State representatives, Eastern Oklahoma A & M College, Wilburton, 
Okla., Noy. 2, 1960. [1960.] 4 p.4° (USDA 3168-60.) [Processed.] 7 

A 1.40: M 83/124 


Leaflet. @ Item 12 


487. Planting: ao walnut for timber; [by Arthur G. Chapman]. [Feb. 1961.] 
(2)+6 il. ({Division of Pocest Management Research, Central States 
Forest Experiment Station, Forest Service.]) [ Supersedes leaflet 84.] 
* Paper, 5c. 
L.C. ecard Agr 61-123 A 1.35: 487 


Let’s take high road [address by Assistant Secretary of Agriculture, C. M. 
Ferguson, before Extension Section meeting of American Association of 
Land-Grant Colleges and State Universities, Nov. 14, 1960, Washington, 
D.C.]. [1961.] 9 p. 4° [Processed.] + A140: F3s8 


[Luncheon address by Secretary of Agriculture Ezra Taft Benson at Sao 
Paulo, Brazil, Oct. 25, 1960.) [1960.] 10 p. 4° (USDA 3075-60.) 
[Processed.] + A 1.40: B 44/295 


Marketing bulletin. 


16. How do your hogs grade? U.S. 1-3, medium, cull [prepared by Livestock 
Division, Agricultural Marketing Service]. [Mar. 1961.] 8 p. il. {Super 
sedes AMS 412.] * Paper, 5c. @ Item 13-G A1.95:16 


Marketing research reports. ~ @ Item 13-B A 1.82: (nos.) 


340. Income and household size, their effects on food consumption, errata. Feb. 
1961. [6] p. 4° [Processed.] 
436. Improving methods and facilities for cattle slaughtering plants in South- 
west; [by Donald R. Hammons and Jarvis E. Miller]. Feb. 1961. vii-+- 
52 p. il. 4° (Agricultural Marketing Service, Transportation and Fa 
cilities Research Division.) 
L.C, eard Agr 61-118 
450. Marketing margins for fall potatoes ie list of literature cited; by John 
K. Hanes]. [Feb. 1961.] eo il. 4° (Agricultural Marketing Service, 
Marketing Economies Research Diy ision. ) 
L.C. card Agr 61-125 
457. Effectiveness of special promotional campaign for frozen concentrated orange 
juice; [by Peter L. Henderson and Sidney E. Brown]. [Mar. 1961.] 
15 p. il. 4° (Agricultural Marketing Service, Market Development Re- 
search Division, ) 
L.C. eard Agr 61-135 
2. Class 3 milk in New York milkshed: 5, Processors’ decisions on utilization 
[with list of literature cited; by Louis F. Herrmann, Donald B. Agnew, 
and D, A, Clarke, jr.]. (Mar. 1961.) 28 p. 4° (Agricultural Marketing 
Service, Marketing Economics Research Division.) + 
L.C, card 61-—60198 


» 
tS 


Miscellaneous publications. @ Item 13-A A 1.88: (nos. ) 

727. Career op vortunities for veterinarians in Agricultural Research Service. 

{Ieb, 1957, slightly revised Mar. 1961.] [1961.] cover title, 16 p. fl. 

{T ext on p. 2 and 8 of cover. Supersedes Agriculture information bulletin 

75, Career opportunities for graduate veterinarians in Bureau of Animal 
Industry.] * Paper, 15c. 
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5281 


5282 


5283 


5284 


GOVERNMENT PUBLICATIONS 


Miscellaneous publications—Continued 

797. Geographical guide to floras of World, annotated list with special reference 
to useful plants and common plant a a 2, Western Europe, Fin- 
land, Sweden, Norway, Dermark, Iceland, Great Britain with Ireland, 
Netherlands, Belgium, Luxembourg, France, Spain, Portugal, Andorra, 
Monaco, Italy, San Marino, and Switzerland; by S. ¥. Blake. Feb. 1961. 
{1]+742 p. * Cloth, $2.75. 

L.C. card Agr 42-353 

835. Drying and storage shed. Mar. 1961. [2] p. il. 4° (Cooperative farm 
building plan exchange; plan no. 5869.) * Paper, 5c. 

840. Seasonal variation in farm food prices and price spreads; [by Hazen F, 
Gale]. [Jan. 1961.] 47 p. il. 4° (Agricultural Marketing Service, 
Marketing Economics Research Division.) Paper, 25c. 

L.C. card Agr 61-119 

843. Job with Forest Service, guide to nonprofessional employment. [Mar. 
1961. {2]+13 p. il. (Forest Service.) * Paper, 10c. 

L.C. card Agr 61-146 

847. Law school students and graduates, make your legal training count, con- 
sider your opportunity as lawyer in Department of Agriculture. [Mar. 
1961.] 4p. il. narrow 8° (Office of General Counsel.) 


New rural America, opportunities unlimited, [by] True D. Morse, Under 
Secretary of Agriculture and chairman, Committee for Rural Develop- 
ment Program, notes used in address before Regional Rural Develop- 
ment Conference, Alabama, Florida, Georgia, Mississippi, Puerto Rico 
and South Carolina, Birmingham, Ala., Oct. 19, 1960. [1960.] 4 p. 4° 
(USDA 3040-60.) [Processed.] + A 1.40: M 83/126 


PA series. A 1.68 : (nos. ) 

428. Making news stories work for you, guide for extension workers; [by Bryan 
Phifer and James H. White]. [Nov. 1960.] 20 p. il. 4° (Federal Ex- 
tension Service.) * Paper, 15c. 
L.C. ecard Agr 61-151 

437. Quantity recipes using dried whole egg solids; [prepared by Poultry Divi- 
sion, AMS, from recipes and instructions developed by Human Nutrition 
Research Division, ARS]. Jan. 1961. [2]+30 p. il. oblong 24° [Super- 
sedes, AMS-194, School lunch recipes using dried whole egg solids, re- 
vised June 1959, Food Distribution Division, AMS.] * Paper, 15c. 
L.C. card Agr 61-150 


[Partial text of address by Secretary of Agriculture Ezra Taft Benson 
before National Association of County Agricultural Agents annual meet- 
ing, Miami Beach, Fla., Nov. 3, 1960]. [1960.] [1]+11 p. 4° (USDA 
3185-60.) [Processed. Includes highlights of talk. ] 

A 1.40: B 44/296 


[Remarks by Secretary of Agriculture Ezra Taft Benson, Manila, Republic 
of Philippines, Nov. 18, 1960]. [1960.] 10 p. 4° (USDA 3280-60.) 
[Processed.] 7 A1.40: B 44/298 


Rural development pays big dividends, [by] True D. Morse, Under Sec- 
retary of Agriculture and chairman, Committee for Rural Development 
Program, notes used in address before Delaware, Maryland and Vir- 
ginia Rural Electric Cooperatives, Old Point Comfort, Va., Oct. 25, 1960. 
[1960.] 4 p. 4° (USDA 3038-60.) [Processed.] ~ A1.40: M 83/127 


Summary of notes used by Marvin L. McLain, Assistant Secretary of Agri- 
culture, at annual meeting of Utah State Farm Bureau Federation, Salt 
Lake City, Nov. 18,1960. [1961.] 10p.4° [Processed.] 7 

A 1.40: M 22/16 


Technical bulletins. © Item 16 A 1.36: (nos.) 


1224. Classification of barley varieties grown in United States and Canada in 

1958 [with list of literature cited; by G. A. Wiebe and David A. Reid]. 
[Feb. 1961.] iv+234 p. il. (Agricultural Research Service.) [Super- 
sedes Technical bulletin 907, Classification of barley varieties grown in 
United States and Canada in 1945.] * Paper, $1.00. 
L.C. card Agr 61-133 

1240. Dairy type, its importance in breeding and management [with list of litera- 
ture cited: by N. D. Bayley and others]. [Mar. 1961.] 26 P. il. 
({Animal Husbandry Research Division, Agricultural Research Service.]) 
* Paper, 15c. 
L.C. card Agr 61-116 
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5300 


Apri 1961 


AIR FORCE ACADEMY, Colorado, Defense Dept. 


Harmon memorial lectures in military history. ;{(Available to colleges, 
universities, and libraries). 


3. Pa SOT tal. 1 oon. in interservice relations; [by] Louis Morton. 1961. 
L.C. card 61 ogi4 D 305.10: 3 


AIR FORCE DEPARTMENT, Defense Dept. 


AFCRC technical reports TR (series). (Air Force Cambridge Research 
Center, Air Research and Development Command. ) 


60-235. See, below, Instrumentation for geophysics and astrophysics no. 13. 
60-262. See, below, Instrumentation for geophysics and astrophysics no. 14. 


AFCRL technical reports TR (series). (Air Force Cambridge Research 
Laboratories, Air Research and Development Command.) 
60-279. See, below, Geophysical research papers 70. 


Air Force pamphlet AFP (series). 
34-1-17. ot ae Forces Information and Education Office, DOD pamphlet 


Air Force register. 1961. ([{Air Force pamphlet 36-1-1]; Office of Di- 
rectorate of Administrative Services.) [Also issued as H. doe. 67, 
87th Cong., 2d sess.] @ Item 426 
L.C. card 49-46275 D 3038.7 : 961/v. (nos.) 


v.1. Active lists; Jan. 1, 1961. vi+869 p. 4° * Paper, $4.50 
v. 2. Retired lists; Jan. 1, 1961. v+144 p. 4° * Paper, $1.00 


[Air University], School of Aviation Medicine: [Publications]. [Proc- 
essed.] f D 301.26/13-2: (nos.) 
60-70. Development, dosimetry, and use of micro-beams of x-rays for simulating 

micro-lesions produced in animal tissues by heavy cosmic ray primaries 
with list of references; by] William E. Straile, Herman B. Chase. 
ct. 1960. [1]+9 p. il. 4° (Aerospace Medical Center (ATC), Brooks 
Air Force Base, Tex.) 
60-75. Cortical activity and —_ Spastionies [with peioamnvaes by Laverne 
Johnson [and others]. Oct. 1960. [1]+14 p. il. 4° (Aerospace 
Medical Center CATC), Brooks Air Force Base, Tex. ) 
L.C. card 61-60729 

60-86. Effect of central nervous system et on enzyme activity of rat brain; 
[by] Harry G. Albaum. Nov. 1960. [1]+8 p. il 4° (Aerospace 
Medical Center are). Brooks Air Force Base, Tex.) 

L.C. card 61-6084 

61-6. Incidence of loss ae in 1,980 Air Force pomenes [with list 
of references, by] ; Lawrence E. Lamb [and others]. Oct. 1960. [1]+ 
in B 4° (Aerospace Medical Center (ATC), Brooks Air Force Base, 

ex. 

61-7. Physiologic effects of intravascular antifoam A [with list of references; 
by] John B. Fitzgerald, William G. Malette. Oct. 1960. [1]+5 Pp: il. 
4° (Aerospace Medical Center (ATC), Brooks Air Force Base, ‘Tex.) 

61-11. Correlation of skeletal growth and epiphyseal ossification with age of 
monkeys [with list of references; by] Donald B. ana Stephen G. 
Wilson, jr., Gerrit L. Hekhuis. Nov. 1960. [1]+3 p. il. 4° (Aero- 
space Medical — (ATC), Brooks Air Force Base, ay ) 

L.C. card 61-6078 
61-16. ag volume eta for regional perfusion [with list of references; 
Prue John B. Fitzgerald, [and] Ewald Koegel. 
ov. 1960. 4p. il, 4° 
Lc. card 61- Bide 
61-22. Isolation and characterization of filamentous mutant of Escherichia coli 
B/R resistant to hexachlorophene [with list of references; by] James 
E. Moyer [and] Orville Wyss. Nov. 1960. [1]+9p.il. 4° (Aerospace 
Medical Center (ATC), Brooks Air Force Base, Tex.) 
61-26. Cross-resistance and filament reversal studies of hexachlorophene- 
resistant mutant of Escherichia coli B/R [with list of references; by] 
James E. Moyer, Orville Wyss. Nov. 1960. [1]+4 p. 4° (Aerospace 
Medical Center (ATC), Brooks Air Force Base, Tex.) 
61-27. Effect of chemical and p phy sical agents on hexachlorophene-resistant mutant 
of Kxcherichia coli B/r [with list of references ; by] James E. Moyer, 
Carey Wyss. Nov. 1960. [1]+5 p. il. 4° (Aerospace Medical Center 
(ATC), Brooks Air Force Base, Tex. 
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[Air University], School of Aviation Medicine: [Publications ]—Continued 


5301 61-64. Outbreak of infectious hepatitis among chimpanzee handlers at United 
States air force base [with list of references; by] William D. Hillis. 
Feb. 1961. [1]+12 p. 4° (Aerospace Medical Center (ATC), Brooks 


Air Force Base, Tex.) 
Electronics Research Directorate; Technical note, ERD-TN (series). 
(Air Force Cambridge Research Laboratories, Air Force Research 
Division, Air Research and Development Command, Bedford, Mass.) 


[Processed.] 
60-768. Survey of literature on use of organometallic comporeads o 2 prepar ation 


5302 
of ultra-pure metals pe we of references; by] W. Graham. 
ad 15, 1960. v+38 f . 4° (Arthur D. Little, Inc., ‘Camus 
Mass. ; ‘Scientific Lana g fe Contract AF 19(604)— 4975.) + Paper, 
D 301.45/12-2 : 60-768 


$1.25 (PB 171097). 


Geophysical research papers. (Geophysics Research Directorate, AF 
Cambridge Research Laboratories, Air Force Research Division 
(ARDC), Bedford, Mass.) [Processed.] (Price upon application). 


5303 70. Problems of dynamical theory in statistical physics [with al of references, 
by] N. N. Bogoliubov, translated from Russian by E. K. Gora, Providence 
College, Providence, R.I. Sept. 1960. [152] p. 40 AFORLA TR. 60-279; 
are 7670, task 76703 ; Thermal Radiation Laboratory.) 
C. card 61-60779 D 301.45/2: 70 


GRD technical note TN (series). (Geophysics Research Directorate, AF 
Cambridge Research Laboratories, Air Force Research Division 
(ARDC), Bedford, Mass.) [Processed.] (Price upon application). 


5304 60-603. earners equilibrium algorithm for semi-infinite atmospheres; by Jean 
F. King. [1960.] vi+-17 p. 4° (Guenter Loeser Memorial Lee- 


cae, 1955.) (Price upon application). 
L.C. card 61-60915 D 301.45/16-2 : 60-603 
5304A Handbook for hydrogen sanitinn equipment [with lists of references; 
articles by] B. M. Bailey [and others]. Feb. 1960. iv-+584 p. il. 4° 
(Aeronautical Accessories Laboratory, contract AF33(616)-5641, proj- 
ect 8(78-8119), task 60196; Wright Air Development Division, Air Re- 
search and Development Command, Wright-Patterson Air Force Base, 
Ohio.) [Processed.] # Paper, $7.00 (PB 161835). D 301.45: H99 


Instrumentation for geophysics and astrophysics (series). (Geophysics 
Research Directorate, Air Force Cambridge Research Center, Air Re- 
search and Development Command.) [Processed. The pages in 
brackets in each collation include detachable card catalog entries.] 
(Price upon application). D 301.45/10 : (nos.) 
1%. Evaluation of visual distance computer CP-384/GMQ(XD-1) [with os g 


references ; by] Philip I. Hershberg. Apr. 1960. vii+31+[5] p. 
(AFCRC-TR-234 ; Project 7694, Meteorological Development Laboratory.) 
5306 14. Hypsometer for constant level balloon va list of references; by] W alter = 

agner. June 1960. x+30+ [4] 1p 3 . 4° (AFCRC-TR-60-262 ; Proj- 
ect 6665, task 66652, Space Flight Physics Laboratory.) 


On-the-job training package. 


5307 J?77150-S. Air policeman (sentry dog handler supplement) ; prepared by Lack- 
land Military See enter, Tex., Air Training Command. Oct. 
i 


1960. x-+[123] p.il.4° * Paper, $1.25. 
. D 301.38/5 : JP 77150-S 


Translations. [Prepared under auspices of Liaison Office, Technical In- 
formation Center, Wright-Patterson AFB, Ohio. ] 


5308 ITandbook for foundry worker, shape ne of aluminum and magnesium alloys; 
by I. F. Kolobney, F. F. Krymov and A. P. Polyanskly. Apr. 1960. 2 pts. 

(F-TS- mi ip fA [Processed. ] 
hg D 301.64 : F 82/pt. (nos.) 


L.C. card 61-60 

pt. 1. cover title, [3]+v+1- weak ft 4° Paper, $3.50 (60—-21972). 

pt. 2. cover title, os. ~407 p. il. 4° [Includes list of literature.] & Paper, 
$3.00 (60- 21973 
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5310 


5312 


5313 


5314 


5315 


5316 


5318 


5319 


5320 


53821 


5322 


Aprit 1961 


WADC technical reports. (Wright Air Development Center, Air Research 
and Development Command, Wright-Patterson Air Force Base, Ohio.) 
(Processed. ] D 801.45/5 : (nos. ) 


58-13, pt. 3. High-temperature insulation for wire; [by] J. N. Harris, J. D. 
Walton, jr., Engineering a Station of | a ae Institute of 
T echnology, Atlanta, Ga. ay Be . Vvwi+33 p. il. 4° (Contract AF 

33 (616)-3994, project 7371, Materials Eabeckters.) # Paper, $1.00 
(PB 161788). 

59-29, pt. 1. Investigation of intermetallic comprand | for very high temperature 
applications [with list of references; by] Robert M. Paine, = James 
Stonehouse, bara + W. Beaver, Brush Beryllium Pe | Jan. 
1960. [1]+x+236 p. il. 4° (Delivery order 33 (616) 6-12, roj- 
ect 7308; Materials Laboratory, Wright-Patterson Air Force Base, 
Ohio.) ©# Paper, $3.50 (PB 161683). 

59-155. Candidate materials for high bibliographies temperature fabrics [with 
bibliographies ; by] Arthur D. Little, Inc. Sept. 1959. x-+146 p. il. 4° 
(Contract AF 33(616 5 project 7320; Materials Laboratory.) 
+ Paper, $3.00 (Pp 161411). 

59-264. Design study of aircraft cargo-handling system for high-floor aircraft 
iby) i ; Douglas Aircraft rie Ine., Long Beach Division. June 5, 
19 vi+72 p. il. 4° (AD—216085; Aeronautical Accessories Lab- 
pow contract AF tee cconay project 6126, task 61014.) [Proc- 
essed.] ® Paper, $2.50 (PB 161294). 

59-429. Model 16 automatic blood pressure measuring instrument; [by] Rich- 
ard A. Johnson, Systems Research Laboratories, Inc. Dee. 1959. 
v+45 p. il. 4° (Contract AF 33(616)-5829, project 7164, task 71832, 
acoueal report (16-4F) ; Aerospace Medical Laboratory, Wright Air 
Development Division.) & Paper, $1.50 (PB 161707). 


WADD technical notes. (Wright Air Development Division, Air Research 
and Development Command.) [Processed.] D 301.45/18 : (nos. ) 
60-214. Suggested compe? of airman classification instruments [with list 

of references] ; Leland D. Brokaw. Aug. 1960. iv+48+[4] p. 
il. 4° (Project aT task 87002; Personnel Laboratory, Lackland 
Air Force Base, Tex.) (Price upon application). 

. Reliability of job evaluation ratings as function of number of raters 
and length of job Ceocr pons [with list of references] ; by Raymond 
E. Christal, — M. Madden [and] Francis D. Harding. Oct. 1960. 
iii+23+4 [4 '] p. il. 4° (Project 7734, task 17015; Personnel Lab- 
oratory, Lackland Air Force Base, Tex. (Price upon application). 

60 259. Predicting achievement of cadets in their Ist year at Air Force Academy, 

class of 1962 [with list of wate + 3; by Robert E. Miller, John A. 
Creager. Oct. 1960. 1i+8+[4] p. 4° (Project 7717, task 87003; 
Personnel Laboratory, Lackland Air Force Base, Tex.) © (Price upon 
application). 

60-262. Comparison of 3 methods of rating-scale construction [with list of refer- 
ences] : by Joseph M. Madden. Nov. 1960. iii+-15-+-[4] p. 4° (Proj- 
ect 7734, task 17015; Personnel Laboratory, Lackland Air Force 
Base, Tex. ) (Price upon application). 

Kiffect of degree of familiarity in job evaluation [with list of references] ; 
by Raymond E. Christal [and] Joseph M. Madden. Nov. 1960. ii+ 
5-+[4] p. 4° (Project 7734, task 17013; Personnel Laboratory, Lack- 
land Air Force Base, Tex.) & (Price upon application). 

60-264. Appraisal of educational cee for airman ee fyith list 

of references]; by Chester J. Judy. Dec. 1960. ii+14+14] p. 4° 
(Project 7734, task 17018 ; Personnel Laboratory, Lack and Air Force 
Base, Tex.) PY (Price upon application). 


60 


— 


60-263. 


| ‘This entry number not used. ] 


ARMED FORCES INFORMATION AND EDUCATION OFFICE, 
Defense Dept. 


DOD pamphlets. @ Item 312-A D 2.14: (nos.) 

1-20. Armed Forces officer [with list of suggested reading]. [1961.] cover 
title, 11i1+251 p. 16° porns Dept.] NAVPERS 15923A; [Marine 
Corps] NAVMC 2563.) 
L.C, card 61—60800 

6 18. Tables of percentage reduction of wit of per and conversion tables under 
Contingency option act of 1953 secs. 1431-44); Jan. 1, 
1961, [1961.] cover title wet 4 4° Dept.] DA pamphlet 
600-6; [Navy Dept.] siete ve 15945; [Air Force Dept.] AFP 34-1— 
17; [Marine Cor rs] MCO 1800.4 ; [Coast ‘inne CG 354; TPubtic Health 
Service] PHS-OM-1383.) : yoni $1.2 
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5339 


5340 


GOVERNMENT PUBLICATIONS 


ARMY DEPARTMENT, Defense Dept. 


Pamphlets. @ Item 327 D 101.22: (nos.) 
27-101-65. Judge “io lege) service ; Feb. 15, 1961. [1960, published 1961.] 
19 p Prepared by Judge Advocate General’s School. Issued in 

leoue: leet form.] 

27-101-66. Judge Advocate legal service; Mar. 1, 1961. [1961.] 11 p. [Pre- 
mang by Judge Advocate General’s School. Issued in loose-leaf 
orm. 

27-101-67. Judge Fg tage legal service; Mar. 8, 1961. [1961.] 14 p. [Pre- 
pared by Judge Advocate General’s School. Issued with perfora- 


tions.] ¢ 
340-1. Form and guide letters, how to design and use them; Feb. 1961. 
{1961.] cover title, 29 p. il. [Contains copyright material.] { 
600-6. See Armed Forces Information and Education Office, DOD pamphlet 


6-18. 

7115-50-71, Procurement legal service ; Ng Sa 1961. [1961.] 11 p. [Issued 
with perforations.] * Paper 

7715-50-72. Procurement legal service; vob. °S; 1961. [1961.] 14 p._ [Issued 
with perforations.] * Paper, 10c. 


Technical manual TM (series). D 101.11: (nos.) 


5—241-17. Latitude functions, Hayford spheroid (international spheroid) 
natural values of meridional are A, B, C, D, E, and F factors, 
radii of curvature, R and N; Dec. 1960. {1961.] cover 
title, 1i+-273 p. 4° [Reprint of AMS technical manual 67.] 
t @ Item 329 

5241-20. Latitude functions, Clarke 1880 spheroid, natural values of 
meridional are A, B, C, D, 4 and F factors agg wi curvature, 
RK and N; Dee. 1960. {1961.] cover title, ii-+273 p. 4° 
{Reprint of AMS Secmadnat manual 81.] t @ Item 329 
L.C. card 61-60806 


11-665. C-w and a-m radio transmitters and receivers, Changes 2; July 
22, 1960. [1961.] 16 p. il. 4° [Supersedes change a; Apr. 
16, 1958.) 

11-681. Electrical fundamentals {a ES peregst). Changes 3; 
Jan. 18, 1961. 1961. ‘aper, 5c. 


11-5895-—258-20. Organizational maintenance Veestint « dreant- to-slant converter 
or operations central An/MSQ-18 and coder-decoder group 
OA-1593/MSQ-18 [with list of references]; Nov. 1960. 
{1960.] cover title, 131 il. 86 pl. 4° —— with perf- 
orations. Text on p. 2 0 “eover.] t @ Item 329 


U.S. Army register: v. 3, Officers’ honorary retired list; Jan. 1, 1961. 
(1961.] [2]+4 p. [Also issued as H. doc. 25, pt. 3, 87th Cong., Ist 
sess.] *Paper,5c. @ Item 332 
L.C. card 4-18250 D 102.9: 961/v.3 


ATOMIC ENERGY COMMISSION 


AEC research reports. Y 3.At7 : 22/ (letters-nos.) 
AEC-—tr-4068. Magnetoacoustic resonance in plasma [with bibliography]; 
by A. P. Akhmatov [and others]. [Jan. 1961. cover 


title, tlitis p. il. 4° [Processed. Translated by Joint 
Publications Research Service.] Paper, 50c. 

AEC-—tr-4136. Isotopic water analysis [with lists of literature]; by A. 
Shatenshtein [and others]. 2d edition. [Oct. 19604 
cover title, ix+295 p. il. 4° [Processed. Translated by 
L & § Technical Literature Service, Columbus, Ohio.] 
® Paper, $3.00. 


AEC-tr—4284. Data on reactions of human central nervous system to 
ionizing or, ie bibliography]; by Yu. G. 
Grigor’ev. [Dec. cover title, 33 p. il. 4° 


[ Processed. ley ts Joint Publications Research 
Service.] & Paper, $2.50. 

APAE-72. Welded transition joint between 2% Cr-Mo steel and type 
316 stainless steel, sodium components design project 
research and development program, final report [with 
eoenaner). Aug. 15, 1960. cover title, ar Dp. 
il. 4° (Alco Products, inc., Schenectady, N.Y.) Proc- 
essed. ]_ # Paper, $1. 75. 

APAE-73. Welding 2%,% Cr-1% Mo steel tubes to 24% Cr-1% Mo 
steel tubesheets, sodium components design project re- 
search and ceracpenset, —— final report. Aug 15, 
1960. cover “ te 4° (Alco Products, Inc., 

Schenectady, N.Y. st Rs Paper, $1.25. 
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5341 


5342 


5343 


5344 


5346 


5347 


5348 


§351 


5354 


APDA-133. 


CEND-88. 


CEND-93. 


CEX-58.8. 


GA-1038. 


GEAP-3108 (pt. 


GEAP-3287 


GEAP-3290. 


GEAP-3476. 


#EAP-3508. 


GEAP-3530. 


GEAP-3558. 


HASL-105. 


ISC—1175. 


MATT-—29. 


2). 


Aprit 1961 


Fast reactor design FF aiproccag study one sat of Paar 
ences]. Mar. cover title, fi+313 p. 
(Atomic am, 5 aaietin. Ine., Detroit 
Mich.) [Processed. Includes Errata, dated Nov. ‘be 
1960.] © Paper, $4.00. 

Development and testing of UO, fuel element system, sum- 
mary report for period May 14, 1959-May 31, 1960. 
June 1, 1960. cover title, [104] p. il. 4° (Nuclear 
Division, Combustion Engineering, Inc., Windsor, Conn.) 
[Processed.] # Paper, $2.25. 

Program to study feasibility of and develop apparatus for 
ultrasonic roll bonding of fuel plates, summary report 
June 15, 1959-Aug. 15, 1960 [with list of references]. 
Dec. 1960. cover title, 129 p. il. 4° (Combustion Engi- 
neering, Inc. Windsor, Conn., and Aeroprojects, Inc. West 
Chester, Pa.) [Processed. Includes final report.] 
® Paper, $2.50. 

Comparative nuclear effects of biomedical interest [with 
bibliography ; by] Clayton S. White [and others]. Jan. 
12, 196 cover title, p. 3-83, il. 4° (Civil effects study, 
Civil Effects Test Operations; [Lovelace Foundation for 
Medical Education and Research, Albuquerque, N. Mex.]) 
{Processed.] & Paper, $1.00 

Thermodynamic and transport properties of gaseous carbon 
dioxide [with list of references]; by L. H. Chen. Aug. 
10, 1959. cover title, [1] +v-vi+157 p. il. 4° (Electric 
Boat Division, General Dynamics Corporation, Groton, 
Conn.) [Processed.] Paper, $2.75. 

Irradiation and examination of vibratory packed UO, high 
burnup program fuel elements technical report; by T. J. 
Slosek, B. Weidenbaum. Feb. 26, 1960. cover title, 
{1]+v-vii+53 p. il. 4° (Vallecitos Atomic Laboratory, 
General Electric Company, Pleasanton, Calif.) [Proc- 
essed.] © Paper, $1.50. 

Fast oxide breeder, reactor physics, pt. 1, Parametric study 
of 300(e) MW reactor core [with list of references] ; by 
P. Greebler, P. Aline, J. Sueoka. Nov. 15, 1959. cover 
title, v-+55 p. il. 4° (Atomic Power Equipment Depart- 
ment, General Electric pneens. San Jose, Calif.) 
[Processed.] # Paper, $1.5 

Nuclear TP ee “a quarterly progress report 
July—Sept. 1959 R. T. Pennington. Dec. 1, 1959. 
cover title, akc P, il. a (Atomie Power Equipment 
Department, Genera meecune sou. San Jose, Calif.) 
[Processed.] & Paper, $ 

Summary design report, ae trap eare for marine boiling 
water reactor in T7 tanker; by . Birle. July 15, 
1960. cover title, vi+ [22] p. il. 4° (Atomic Power 
Desippeen> Department, General Electric Company, San 
Jose, Calif.) [Processed.] # Paper, $2.50. 

Neutron and parallel flow channel coupling effects on T-7 
flux trap reactor; by J. M. Case. Aug. 15, 1960. cover 
title, [1]+41 p. il. 4° (Atomic Power Equipment De- 
partment, Genaees Electric Company, San Jose, Calif.) 
[Processed.] # Paper, $1.00 

Metallurgical stability of several boride dispersion systems, 
technical A [with list of yee ge py &. C. 
ese” W Cummings. Sept. 20, 1960. cover title, 
iii+-2 4° (Atomic Power ‘Equipment Depart- 
ment, Pw Electric Company, Pleasanton, Calif.) 
[Processed.] & Paper, 75c. 

Fuel cycle program, boiling water reactor research and 
development rogram, Ist quarterly report, Aug.—Sept. 
1960; by W. H. Cook. Oct. 10, 1960. cover title, v-+50 
». il. 4° (Atomic Power Equipment Department, General 
tlectric Company, San Jose, Calif.) & Paper, $1.50. 

Fallout program, quarterly summary report, (Sept. 1—Dec. 
. 0) [with list of references]; prepared by Edward 

P. Hardy, jr, en Rivera, Robert Frankel. Jan. 9, 

1961. vi+182 p. il. 4° [Processed. Includes list of 
recent publications related to fallout.] <> Paper, $2.75. 

Ton source for molecular effusion studies [with list of lit- 
erature cited]; by Don Merrill Jackson, D. E. Hudson. 
May 1959. cover title, iii-v-+82 p. il. 4° (Ames Labora- 
tory, Ames, Iowa.) [Processed.] & Paper, $2.00. 

Discharge clean up in Etude stellarator [with list of refer- 
ences}; by M. 8S. Jones, jr., L. G. Smith. Mar. 1960. 
cover title, [1]-+-55 p. il. 4° (Project Matterhorn, Prince- 
en Princeton, N.J.) [Processed.] # Paper, 
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AEC research reports—Continued 
5356 MATT-— 53. Stability of non-linear traveling waves in cold plasma [with 
list of references]; by E. Atlee Jackson. Oct. 1960. 
cover title, ange S p. 4° (Project Matterhorn, Prince- 
ton University, Princeton, N.J.) [Processed.] Paper, 


50c. 

5357 MATT-—Q—12. Quarterly report covering period July 1-Sept. 30, 1960 
{with “" yi nore and publications]. Oct. 1960. 
v+34 Project Matterhorn, Princeton Univer- 


Dp. 

sity, Pitacsten. No} [Processed.] # Paper, $1.00. 

5358 MND-M-1914. PM-1 nuclear power plant program controls and instru 
mentation report. Feb. 1960. cover title, iv-+[197] 
p. il. 4° (Nuclear Division, xin Company, Baltimore, 

Md.) [Processed.] & Paper, $2. 

5359 MND-P-2309. SNAP 1 mercury boiler development, Jan. 1957-June 1959 
[with list of references] ; by John Jicha, James J. Kennan. 
June 1960. cover title, [1] --v—ix+-102 p. il. 4° (Nuclear 
Division, Martin Company, Baltimore, Md.) [Processed. 
Includes pemerneey, of applicable Martin documented 
internal wn weet ] Paper, $2.25. 

5360 MND-—P-2342. 100-watt curium-242 fueled thermoelectric seoneeters, ~ 
ceptual design, SNAP subtask 5.7 final report: 

Weddell, Justin Bloom. May 1960. wees +738] Dp. 
il. 4° (Nuclear sae Martin Company, Baltimore, 
Md.) [Processed.] Paper, $2.00. 

5361 MND-P-2350. SNAP 1 radioisotope-  eueled turboelectric power conversion 
system summary, Jan. 1957 to June 1959 [with list = 
references]; by Paul J. Dick. June 1960. ix+-55 2? 
4° (Nuclear Division, Martin Company, Baltimore, Md. ) 
[Processed.] # Paper, $1.50. 

5362 MND-P-2356. Preliminary operational safety report for task 5.6 thermo- 
electric generator [with list of references]; by Daniel 
Knighton. May 1960. cover title, ix-+41-+-Al0 p. il. 4° 
(Nuclear Division, Martin Company, Baltimore, Md.) 
[Processed.] & Paper, $1.50. 

5363 MND-P-2364. Final safety analysis report, ~—_ J 3 thermoelectric gener- 
ator [with bibliography]; by W. Hagis, Sa al P. Dix. 
June 1960.- cover title, v-ix+[65] Ba" 1. 4° (Nuclear 
Division, Martin Company, Baltimore, fd.) [{Processed.] 
# Paper, $1.75. 

5364 MND-P-2369. Conceptual design of snap 3 type generator fueled with 
cerium-144 [with list of references] ; by Robert J. Wilson. 
June 1960. cover title, v—ix + [49] i il. 4° (Nuclear 
Division, Martin Company, Baltimore, d.) [Processed.] 
® Paper, $1.25. 

5365 MND-—P-2396. Final a evaluation of plutonium processing to be per- 
formed in heavy element processing facility [with list of 
references]; by John Watcher. ept. 1960. ix-+56 p. 
il. 4° (Nuclear Division, Martin Company, Baltimore, 
Md.) ([Processed.] Paper, $1.50. 

5366 MND-P-3009-1. SNAP programs, quarterly progress report no. 1, tasks 3, 
5 and 6, Oct. 22—Dec. 31, 1959 [with list of references]. 
Nov. 1960. cover title, a p. il. 4° (Nu- 
clear Division, Martin Company, Baltimore, Md.)  [Proc- 
essed.] & Paper, $3.50. 

5367 NAA-SR-5688. eens of organic cooled reactor forum, Oct. 6-7, 1960 
wie x Py! references]. Dec. 1960. cover title, 306 

Atomics International Division North Ameri- 
hy M eatin Inc., Canoga Park, Calif.) [Processed.] 
# Paper, $4 00. 

5368 NAS-—NS-3015. Nuclear science series: Radiochemistry of zine [with list 
of references; by Harry G. Hicks]. [June 1960.] cover 
title, vi+58 p. il. (National Academy of Sciences, Na- 
tional Research Council.) [Processed. ® Paper, 75c. 

5369 NAS—NS-3016. Nuclear science series: Radiochemistry of gion 
[with list of pre yoga | by H. W. Kirby]. [Dec. 1959.) 
cover title, vi-+80 p. il. [Processed.] & Paper, Pe 00. 

5370 NAS-NS-3017. Nuclear science series : Radiochemistry of iron [with list of 
references; by J. M. Nielsen]. [Aug. 1960.] cover title, 
v+42 p. (National Academy of Sciences, National Re- 
search Council.) [Processed.] # Paper, 50c. 

5371 NAS-NS-3018. Nuclear science series: Radiochemistry of manganese [with 
list of references; by G. W. Leddicotte] Oct. 1960.] 
cover title, vi+22 p. (National Academy of Sciences, 
National Research Council.) [Processed.] # Paper, 50c. 

5372 NAS-NS-3019. Nuclear science series: Radiochemistry of Te nitrogen, 
and Ke ie {with list of a by J. Hudi 8]. [ Dee. 
1960.) cover aoe v+20 p. il. (National Academy of 
Sciences, National hoscereh Council.) [Processed.] 
+ Paper, 50c 
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5381 


5382 
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5386 
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6388 


NBL-165. 


NMI-1218. 


NMI-1232. 


NYO-2706. 


NYO-9060. 


NYO-9376. 


NYO-9466. 


RME-94. 


RME-1067 (rev.). 


SCNC-312. 


TEI-761. 


TID--3072 (rev. 1). 


TID-3078, 


TID-—3552 (rev.). 


TID-3702. 


TID-3708. 


Apri 1961 


AEC research and development report, semi-annual progress 
report, Jan.—_June 1960 [with lists of references, articles]. 
Jan. 1961. cover title, 67 p. il. 4° (New Brunswick 
Laboratory.) [Processed.] # Paper, $1.75. 

Stability of high tomporsture beta phase in beryllium and 

yong - alloys ie h 10 of 'e wee Saad S. H. Gelles, 
J. Pickett. 1960. 43 p. il. 4° (Nuclear 
Metals, ng hacek ” Mass.) (Pesccssed. 1 ® Paper, 


Isotopic interchange in dispersion fuels [with lists of ref- 
erences] ; by D. S. Kneppel. Oct. 20, 1960. cover title, 
3-41+A7_p. il. 4° (Nuclear Le Ine., Concord, 
Mass. [Processed.] # Paper, $1.0 

Fuel element development program rea ‘pebble pe reactor, 
Botan 1, progress report for May 1—Oct. 31, 1959. Nov 

. cover title, oir . il. 4° go od 
and ‘Porter, New York, N.Y.] rocessed.] & Paper, 


Fuel element development program for pebble bed reactor, 
pe ato report on subsurface coatings for fuel graphite 
eres [with list of references]. June 30, 1960. cover 
title, lii+11 p. il. 4° (Sanderson and Porter, New York, 
Y.) [Processed.] # Paper, 50c. 

Evaluation of time-dependent, materials information for 
purposes of pressure vessel design and analysis, final 
report, phase 1, task 2 [with list of references] ; by L. U. 
Rastrelli. July 1, 1960. cover title, xi+233 p. il. 4° 
(Southwest Research Institute, San Antonio, Tex.) 
[Processed.] # Paper, $3.00. 

or of nuclear fallout debris, annual report [with 

list of references] ; by Arthur R. Schulert [and others]. 
Oct. 1, 1960. cover title, [3] +178 p: il. 4° (Lamont 
Geological Observatory, Columbia University, Palisades, 
N.Y.) [Processed.] & Paper, $2.75. 

Reconnaissance for uranium in Uinta Basin of Colorado 
and Utah [with list of references] ; by E. A. Noble, E. C. 
Annes, jr. Jan. 1957. cover title, 22 p. il. 4° (Explora- 
tion Division, Grand Junction Operations Office, AEC, 
Grand Junction, Colo.) [Processed.] # Paper, 50c. 

Diamond drilling in southern Black Hills, Fall River County, 

. [with list of selected references] ; by Ronald C. 
Bartley. Oct. 1955. 29 p. il. 4° (Production Evalua- 
oe Division, Denver Section.) [Processed.] Paper, 

¢. 

Isostatic pressing of UO, in high temperature metals; by 
. Sheinhartz, J. Fugardi. Sept. 1960. cover title, [1]+ 
5-17 Z fl. 4° (Sylvania-Corning Nuclear Corporation, 
Bayside, New York.) [Processed.] # Paper, 50c. 

Seismic measurements by Geological alt during Pre- 
Gnome high-ex — test near Carlsbad, N. Mex., final 
report [with list of references cited]; by P. Edward 
Byerly, S. W. Stewart, J. C. Roller. Apr. 1960. cover 
$1.00. 1-7c, 8—-15a, 16-40 p. il. 4° [Processed.] # Paper, 


Controlled thermonuclear reactions, selective bibliography ; 

3a by wages Ot F, Lanier, Raymond L. Scott, Thomas 
eott. Jan cover title, 1i-+182 p. 4° [Proc- 
essed.] # Paper, $2. 75. 

Radioisotopes in agriculture, animal husbandry, fertilizer 
uptake, plant physiology, a og pa and entomology, 
selected auee Ie phy, comp — . J. A. McCormick, in- 
dexed by H oress. 1960. cover title, ii+ 
35 4° (Processed. ME, TID 3516, supp. 1.] 
 ( tice upon application). 

Shipping, handling and ators e « radioactive materials, 
literature search ; compil Theodore F. Davis. Jan. 
1961. cover title, 45 p. e [Processed.] # Paper, $1.00. 

Informal listing of bibliographies of atomic energy eaagage? > 
bibliographies issued or in progress, Oct.-Nov. 1960. 
ey corer . (2]+26 p. 4° ([{Informal supple- 

to 043, rev. 1, supp.] ; Office of Technical 
Information bp ate ys TProcessed.! t 

Informal listings of bibliographies of atomic energy Iitera- 
ture, bibliographies issued or in progress, Dee. [1960]— 
Jan. 1961. [1961.] cover title, [2]+25 p. 4° ({In- 
formal supplement 8 to TID 3043, rev. 1, supp. 1] ; Office 
of Technical Information Extension.) [Processed.] 
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5892 TID-6611. 
5393 TID-66138. 
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5395 TID-6947. 
5396 TID-8200 (3d rev.). 
5397 TID-8518. 
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AEC research reports—Continued 


TID-4100 (1st rev., supp, | ait Supplemental insert sheets for ee es 


s list. Jan. 1961. cover title, [61] p. 4° Troe- 
pe ig Issued in loose-leaf form.}]  ¢ AEC Technical 
Information Service Extension, Oak Ridge, Tenn. 

Practical ds a of space nuclear power in 1960's; by 
J. tech, H. M. Dieckamp [and] G. M. Anderson. 
Feb. 1901, cover title, 50 p. il. 4° (Atomics International 
Division, North American Aviation, Inc., Canoga Park, 
Calif.) [Processed. Paper prepared for International 
Astronautical Congress, Stockholm, Sweden, Aug. 15-20, 
1960.] & Paper, $1.25 

Summaries of fuels and materials development programs. 
Aug. 1960. cover title, vi+103 p. 4° [Processed.] 
® Paper, $2.25. 

Effects of dissolved gas evolution at surfaces of heated 
vertical cylinders (thesis) [with list of literature cited] ; 
by Jerry R. Peterson. Sept. 25, 1960. cover title, vi-+ 
[48 p. il. 4° (Hngineering Research Laboratories, Co- 
lumbia University, New York, N.Y.) [ Processed. ] 
Paper, $1.25. 

Radioisotopes in world industry, abstracts of selected for- 
eign literature. Jan. 1961. cover title, fii+141 p. 4° 
ord of Isotopes Development.) [Processed.] # Paper, 


Basic experimental studies on boiling fluid flow and heat 
transfer at elevated pressures for month of Sept. 1960, 
monthly progress report. Sept. 30, 1960. cover title, 
33 p. il. 4° (Engineering Research Laboratories YY 
 eaanaa New York, N.Y.) ([Processed.] & Paper, 

5¢. 


i _—— of United States Government in aguante radio- 
activity ; by George T. Anton. Nov. 7, 1960. cover title, 
14 p. il. 4° [Processed.] & Paper, 50c. 

Nuclear reactors built, preing or planned in patted a 
as of Dec. 31, P > a {1961.] cover title, 6 p. 
{Processed.] +0. fice of Technical italien oN 
sion, Atomic Energy Commission, Oak Ridge, Tenn. 

Civilian power reactor program, index to 10-year civilian 
power reactor program (TID—8518 series). [1961.] 
{1]+13 p. 4° * Paper, 15c. @ Item 1051-C 

Costs of nuclear power; [prepared by Milton F. Searl and 
others]. Jan. 1961. vi+39 p. il. 4° (Office of Opera- 
tions Analysis and Forecasting.) [Processed. Replaces 
TID—-8506, July 1959.] Paper, 50c. 

Nuclear fuels and materials development. Feb. 1961. 
cover title, 171 p. il. 4° (Division of Reactor Develop- 
ment.) [Processed.] & Paper, $2.75. 

Quarterly metallurgical progress report, no. 9, Oct. 1—Dec. 

; prepared by Department of Interior, Bureau of 
Mines, Albany Metallurgy Research Center, Region 1. 
ya vi-+-24 leaves, il. 4° [Processed.] & Paper, 


Thermoelectric nuclear fuel element quarterly progress re- 
port, July-Sept. 1960; by G. R. Kil and others]. 
Oct. 10, 1960. cover title, v+50 p fl. 4° (Westing- 
house Electric Corporation, Pittsburgh, Pa.) [Proc- 
essed] & Paper, $1.25. 

Operation Plumbbob, Nevada test site, May—Oct. 1957 Le 
4 to test director] civil effects test group: projec 
3.4, Missile studies with biological target {with list of 
references; by V. C. rey and others] Jan. 23, 
1961. cover title, p. 3-64, il. 4° (Lovelace Founda- 
tion eg eer: Education a Research, Albuquerque, 

Apr. 1960.) [Processed.] Paper, $1.50. 

Opeckiien: "Plumbbob, Nevada test site, May—Oct. 1957 [re- 
port to test director] civil effects test group: Project 
30.5b, Instrumentation of French underground shelters 
(project 30.6) [with one reference; by J. J. Meszaros 
and J. G. Schmidt]. Jan. 24, 1961. cover title, p. 3- 
126, il. 4° (Terminal Ballistics Laboratory, Ballistic 
Research Laboratories, Aberdeen Proving Ground, Md.) 
[Processed.] & Paper, $2.50. 


AEC technical information bulletin, no. 1; Nov. 1960. [1960.] [1]+ 
10 p. 4° (Office of Technical Information.) [Processed.] + 


Y 3.At 7: 28-3/1 


*For Sale by Superintendent of Documents 
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Annual report to Congress of Atomic Energy Commission for 1960. Jan. 
1961. xiv+544 p. il. [Also issued as S. doe. 1, 87th Cong., 1st sess.] 
@ Item 1053 
L.C. card 47-3223 Y 3.At 7: 1/960 

NotTe.—The annual report is sold by the Superintendent of Documents at 
acaba under title, Major activities in atomic energy programs, for which see 
e, e 

Atomic energy rules and regulations [new and revised pages]; Dec. 20, 
1960. [1961.] [49] p. 4° [Issued in loose-leaf form. Includes trans- 
mittal sheet 6.] * Paper, $6.00 (including basic manual and supple- 
mentary material), $1.50 additional for foreign mailing. 

Y 3.At 7: 6-2/958/trans.6 

Interim report on SL-1 [stationary low power reactor no. 1] incident, 
Jan. 3, 1961, [at National Reactor Testing Station near Idaho Falls, 
Idaho ; prepared by General Manager’s Board of Investigation]. Jan. 27, 
1961. [8]-++-17 leaves, 4° [Processed.] + Yoaatts25C2 


Major activities in atomic energy programs, Jan—Dec. 1960. Jan. 1961. 
xiv+544 p. il. [Text same as annual report of Atomic Energy Com- 
mission, for which see above.] * Paper, $1.75. 

L.C. card 51-61705 Y 3.At 7: 2P 94/2/960 


Making of creative scientist, remarks by Glenn T. Seaborg, chairman, 
Atomic Energy Commission, prepared for delivery at Westinghouse Sci- 
ence Talent Search Dinner, Washington, D.C., Mar. 6, 1961. [1961.] 9 
leaves, 4° [Processed.] 7+ Y 3.At7:34Se1 


1960 nuclear data tables. (Nuclear data project, National Academy of 
Sciences, National Research Council.) @ Item 1051-A 
L.C. card 58-61215 Y 3.At 7: 16-4/960/pt.3 
pt. 3. Nuclear reaction graphs; [by] J. B. Marion, University of Maryland, 


College Park, Md. Aug. 1960. xi+181 p. il. 4° [References in foot- 
notes. Text on p. 2 of cover.] * Paper, $1.25. 


BLIND-MADE PRODUCTS, COMMITTEE ON PURCHASES OF 


Revision to Jan. 1961 Schedule of blind-made products, Apr. 1, 1961. 
[1961.] 1 p. 4° [Processed.] tf Y 3.B 61: 8/961/rev.sh. 


BONNEVILE POWER ADMINISTRATION, Interior Dept. 


Generation and sales statistics, calendar year 1960. [Feb. 17, 1961.] 7 p. 
il. 4° ([{Branch of Consumer Service and Power Requirements.]) 
[Processed. Some of the pages are issued as leaves. Issued with 
perforations.] f 
L.C. card 54-61687 I 44.8 : 960/2 


BUDGET BUREAU, President of United States 


Directory of projects, management research and improvement; compiled 
by : Interagency Management Analysis Conference, Washington chapter, 
Society for Advancement of Management, Washington chapter, American 
Society for Public Administration. Nov. 1960. [1]-+vii+83 p. 4° 
L.C. card 61-60551 Pr 34.102: P 94 


BUSINESS AND DEFENSE SERVICES ADMINISTRATION 
Commerce Dept. 


Air conditioning and refrigeration equipment, production, consumption, 
trade, Bolivia, Ecuador, Greece, New Zealand, and Uruguay. [Mar. 
1961.] 6 p. 4° (General Industrial Equipment and Components 
Division.) [Processed.] 7 Paper, 10c. C 41.2: Ai 7/2 


*For Sale by Superintendent of Documents 
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5415 Atomic Energy Commission research reports for sale by Office of Technical 


5416 


5417 


5418 
5419 


5420 


5421 


5422 


5428 


5429 


5430 





[1961.] 64 p. 4° [Supersedes all 
C 41.29 : 35 


(Technical Services Office.) 


Services, price list 35; Jan. 1961. 
previous price lists.] { 


Catalog of technical reports CTR (series). 
(Processed. ] 

340. Semi-conductors, 1933-58. [Apr. 1958.] 4 p.4° [For supplement to this 

publication see, below, OTS selective bibliography 435.] Paper, 10¢c. 

C 41.21/3 : 340 

Commercial standard CS (series). (Office of Technical Services, Com- 

modity Standards Division.) [Prepared with cooperation of National 

Bureau of Standards.] @ Item 243 C 41.25: (nos.) 


143-60. Perforated vitrified clay pipe (standard and extra strength), recorded 

voluntary standard of trade — by Department of Commerce. 
960.] 6p. [Effective June 1, 1959.] * Paper, 5c. 

197-60. Flexible polyethylene plastic pipe, recorded voluntary standard of trade 
[effective Sept. 1, 1960]. [1961.] 15 p. * Paper, 15c 

224-60. Vitrified clay sewer pipe (standard and extra stren ngth), recorded volun- 
tary standard of trade. [1961.] 7+ [2] p. [Effective June 1, 1959.] 
* Paper, 10c. 

233-60. Laminated hardwood block flooring, recorded voluntary standard of trade. 
{1961.] 10p. [Effective Dec. 30, 1960.] * Paper, 10c. 


Inventories in textile cycle [with bibliography; prepared by William H. 
Miernyk and Manuel Zymelman assisted by Nadine P. Rodwin]. [1961.] 
viii+67 p. il. 4° ([Textiles and Clothing Division.]) * Paper, 4c. 
@ Item 215 
L.C. card 61-60875 C 41.2: In8 


Leisure and work clothing, trends and outlook; [by Jerold V. Matthews]. 
(1961.] v+29 p. il. 4° ([{Textiles and Clothing Division].) * Paper, 
25c. @ Item 215 
L.C. card 61-60866 C 41.2: C 62 

OTS selective bibliography SB (series). (Office of Technical Services.) 
[Processed.] Bibliographies of reports listed in U.S. Government re- 
search reports and Technical translations. C 41.21/38: (nos.) 
435. Semiconductors (supplement to CTR 340). [Sept. 1960.] 20 p. 4° 


® Paper, 10c. 
442, — mainland science and technology. [Dec. 1960.] 18 p.4° # Paper, 


449. Cooling and age for electrical and electronic equipment, turbines and 
reactors. [Jan.1961.] 17p.4° # Paper, 10c. 
450. Heat transfer and heat exchangers. [Feb. 1961.] 33 p. 4° Paper, 10c. 
Review of Soviet airglow and auroral literature. [Dec. 30, 1958.] cover 
title, [1]+ii+200 p. 4° (Office of Technical Services.) # Paper, $3.50 
(61-11121). 
L.C. card 61-60898 


Simplified practice recommendation R (series). [Issued by Office of Tech- 
nical Services, Commodity Standards Division, with cooperation of Na- 
tional Bureau of Standards.] ® Item 249 C 41.20: (nos.) 


3-60. Metal lath (expanded and sheet) and metal plastering accessories, re- 
corded voluntary recommendation of trade. [1961.] 9 p. [Effee- 
tive Dec. 7,1960.] * Paper, 10c. 

262-60. Acoustical material, recorded voluntary recommendation of trade pub- 
lished by Department of Commerce. [1961.] 11 p. [Effective Oct. 


1960.] * Paper, 10c 
U.S. industrial outlook for 1961, 91 selected industries, prospects for 1961, 
review of 1960, background data, statistics. [1961.] cover title, vi+262 
p. il. 4° * Paper, $1.75. © Item 215-L 
L.C. card 60—-60662 C 41.42/38 : 961 


C 41.22: Ai7 


*For Sale by Superintendent of Documents 
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CANAL ZONE GOVERNMENT 


Rules and regulations governing navigation of Panama Canal and adjacent 
waters, 1952 edition [revised pages]. Feb. 10, 1961. [23] p. [Proc- 
essed. Issued in loose-leaf form. Accompanied by Transmittal sheet 
88, 1 p.] t Panama Canal Company, Balboa Heights, Canal Zone or 
Washington, D.C. 

L.C. card 15-9968 CZ 1.6: N 22/rev.pages-—20 


CENSUS BUREAU, Commerce Dept. 


Announcement and order form, 1958 census of business, subject reports, 
retail trade, wholesale trade, selected services. [Feb. 21, 1961.] [2] p. 
oblong 8° folded into narrow 8° size. (Form 3-124.) [Processed.] + 

C 3.202/14 : 958-4 


1958 census of business: Central business district statistics [standard 
metropolitan statistical area report] BC58-CBD (series). [Processed.] 
C 3.202/13 : 958/ (nos. ) 


2. Albany-Schenectady-Troy, N.Y., area. [1961.] 20 p. il. 4° [Processed.] 
+ Paper, 25c. 
. Atlanta, Ga., area. [1961.] 19 p. il. 4° [Processed.] + Paper, 25c. 
6. Cincinnati, Ohio-Kentucky, area. [1961.] 20 p. il. 4° 7+ Paper, 25ce. 
8. Columbus, Ohio, area. [1961.] 21 p.il.4° 7 Paper, 25e. 
22. Denver, Colo., area. [1961.] 21 p.il.4° f Paper, 25c. 
25. El Paso, Tex., area. [1961.] 18 p. il.4° ‘+ Paper, 25c. 
26. Erie, Pa., area. [1961.] 17 p.il.4° + Paper, 25c. 
29. Flint, Mich.,area. [1961.] 19 p.il.4° + Paper, 25c. 
30. Fort Wayne, Ind., area. [1961.] 18 p.il.4° ‘¢ Paper, 25c. 
34. Grand Rapids, Mich., area. [1961.] 18p.il.4° + Paper, 25c. 
88. Indianapolis, Ind., area. [1961.] 18 p. il. 4° [Processed.] + Paper, 25c. 
40. Kansas City, Mo.-Kans., area. [1961.] 25 p.il.4° ‘| Paper, 25c. 
45. Memphis, Tenn., area. [1961.] 20 p.{l.4° + Paper, 25c. 
46. Miami, Fla., area. [1961.] 20 p.il. 4° + Paper, 25c. 
47. Milwaukee, Wis., area. [1961.] 21 p. il. 4° [Processed.] + Paper, 25c. 
59. Omaha, Nebr.-Ilowa, area. [1961.] 18 p.il. 4° } Paper, 25c. 
68. Richmond, Va., area. [1961.] 19p.il. 4° + Paper, 25c. 
88. Toledo, Ohio, area. [1961.] 20 p.il.4° + Paper, 25c. 
3. Waterbury, Conn., area. [1961.] 18p. il. 4° 7 Paper, 25c. 





Selected services [area reports] BC58-SA (series). [Preprint from 
v. 6, Selected service trades, area statistics]. 


14. Indiana, errata sheet. Feb. 21, 1961. [2] p. 4° [Processed.] + © Item 
132-A-17 C 3.202/4 : 958/SA 14/errata 


1958 census of manufactures: [Industry report] MC (series). [Preprint 
from vy. 2, Industry statistics]. @ Item 1386 (C3.24/4:958/MC-(nos.) 


20A. Meat products: Meat packing plants, prepared meats, poultry dressing 
plants; [prepared by Edward A. Robinson with assistance of Robert T. 
O’Reagan}. [1961.] viii+20 p. il. 4° * Paper, 35c. 

20C. Canned and frozen foods: Canned and cured seafoods, canned specialties, 
canned fruits and vegetables, dehydrated fruits and vegetables, pickles and 
sauces, fresh or frozen packaged fish, frozen fruits and vegetables; [pre- 
pared by Edward A. Robinson, with assistance of Martin Bloom]. [1961.] 
vili+28 p. il.4° * Paper, 40c. 

20G. Beverages: Malt liquors, malt, wines and brandy, distilled Mquor except 
brandy, bottled and canned soft drinks, flavorings; [prepared by Edward 
A. Robinson, with assistance of Robert T. O’Reagan]. f1961.] vili+19 
p. il. 4° * Paper, 30c. 

22B. Knitting mills: Full-fashioned hosiery mills, seamless hosiery mills, knit 
outerwear mills, knit underwear mills, knit fabric mills, knitting mills, 
n.e.c.; [prepared by Shirley Kallek, with assistance of Robert J. Nealon]. 
(1961.] vili+33 p. il. 4° * Paper, 40c. 

22C. Dyeing and finishing textiles, except wool fabrics and knit goods: Finishing 

lants, cotton, finishing plants, synthetics, finishing plants, n.e.c.: 

Prepared by Milton Fisen, with assistance of Evelyn O. Denny]. [1961.] 
vili+14 p. il. 4° * Paper, 35c. 

°8B. Women’s and misses’ outerwear, blouses, dresses, women’s suits, coats and 
skirts, women’s outerwear, n.e.c.; [prepared by Shirley Kallek with 
asistance of Richard F, Going, jr.].. [1961.] vill+27 p. il. 4° * Paper, 
35e. 
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1958 census of manufactures: Industry report MC (series)—Continued 
23C. Women’s and children’s undergarments, millinery, children’s outerwear: 


27A. 


27B. 
28A. 


28F. G 


32D. 


33C. 


33D. 


34A, 
34B. 


34C. 
84D. 


36E. 


39B. 


39E. 


iS 


-~ [Supplementary report] MC58(S) series. 
ing section of U.S. Census of manufactures, 1958, v. 1-3.] 


Women’s and children’s underwear, corsets and allied garments, millinery, 
hats and caps, children’s dresses, children’s coats, children’s outerwear, 
Tiber [prepared by Shirley Kallek, with assistance of Hazel A. Beatly]. 


1961.] viii+32 p. il. 4° * A ng 35e. 
Pulp mills, paper mills, except building, 


6A. Pulp, paper, and board mills: 


paperboard mills, building paper and board mills; [prepared by Edward 
D. Gruen, with assistance of Paul E. Zerby]. [1961.] viii+24 p. 4° 
* Paper, 35c. 

Newspapers, periodicals, books and miscellaneous publishing: Newspapers, 
periodicals, books, publishing and printing. book printing, miscellaneous 
ery {prepared by Edward D. Gruen with assistance of Laurence 

. La Moure]. [1961.] viii+32 p. il. 4° * Paper, 30c. 

Commercial printing and manifold business forms, change sheet. Mar. 1961. 
1p.4° [Processed.] 

Industrial inorganic and organic chemicals: Alkalies and chlorine, industrial 
gases, cyclic (coal tar) crudes, intermediate coal tar products, inorganic 

pigments, organic chemicals, n.e.c., inorganic chemicals, n.e.c.; [pre- 

pared by Reese R. Morgan, with assistance of Joanne P. Morgan]. [1961.] 

viii+30 p. il.4° * Paper, 30c. 

um and wood chemicals and agricultural chemicals: Gum and wood chem- 

icals, fertilizers, fertilizers, mixing only, . yo pesticides, agricul- 

tural chemicals, n.e.c.; [prepared by Reese R. Morgan, with assistance of 

Joanne P. Morgan]. [1961.] xviii+19 p. il. 4° * hg 30c. : 

Concrete, gypsum, stone, and plaster products: Concrete block and brick, 

concrete products, ready-mixed concrete, lime, gypsum prodacts, cut stone 

and stone products; [prepared by Elmer S. Biles]. [1961.] viii+18 p. 
il. 4° * Paper, 25c. 

Smelting and refining of nonferrous metals and alloys: Primary copper, 
primary lead, primary zine, primary aluminum, primary nonferrous 
metals, n.e.c., secondary nonferrous metals ; tore? by Paul F. Berard, 
with assistance of Jerome Deitch]. [1961.] vili+22 p. il. 4° * Paper, 


25ce. 

Nonferrous metal mill and foundry products: Copper rolling and drawing, 
aluminum rolling and drawing, rolling and drawing, n.e.c., nonferrous 
wire drawing, etc., aluminum castings, brass, bronze, copper castings, 
nonferrous castings, n.e.c.; [prepared by Paul F. Berard with assistance 

of Jerome Deitch]. [(1964.] viii+31 p. il. 4° * Paper, 30c. 


. Metal cans, cutlery, hand tools, and general hardware: Metal cans, cutlery, 


edge tools, hand saws and saw blades, hardware, n.e.c.; [prepared by 
Paul F. Berard, with assistance of Alan I. Blum]. [1961.] ix 23 p. il. 
4° * Paper, 30c. 

Metal cans, cutlery, hand tools, and general hardware, change sheet. Mar. 
1961. 1p.4° [Processed.] 

Heating apparatus, except electric, and plumbing fixtures: Plumbing fixtures, 

lumbing fittings, brass goods, nonelectric heating equipment; [prepared 
y Paul F. Berard, with assistance of Malcolm EH. Bernhardt]. [1961.] 
ix+19 p.il. 4° * Paper, 30c. 

Fabricated structural metal products, change sheet. Mar. 1961. 1 p. 4° 
[ Processed. ] 

Screw machine products, bolts, metal stampings, and metal services: Screw 
machine products, bolts, nuts, washers, and rivets, metal stampings, 

olishing, metal coating engraving, etc., (prepared by Paul 


gp and 
k ix-+25 p. il. 4° 


Berard, with assistance of Jerome Deitch]. [1961 
* Paper, 30c. 

Miscellaneous electrical machinery, equipment and supplies: Storage bat- 
teries, primary batteries, dry and wet, X-ray and therapeutic apparatus, 
engine electrical equipment, electrical products, n.e.c.; [prepared by 
Bernard P. Bernsten, with assistance of Malcolm KE. Bernhardt]. [1961.] 


viii+18 p.il.4° * Paper, 30c. 


. Photographic equipment, clocks, watches and watchcases: Photographic 


equipment, watches and clocks, watchcases; [prepared by Bernard P. 
Bernsten, with assistance of Conrad J. Jacob]. [1961.] vili+416 p. il 
4° * Paper, 25c. 

Musical instruments and parts, toys, and sporting and athletic goods, musical 
instruments and parts, games and toys, n.e.c., dolls, children’s vehicles, 
sporting and athletic goods, n.e.c.; [prepared b William R. Gray with 
assistance of Alan I. lum]. [1961. vili+15 p. il. 4° * Paper, 30c. 

Miscellaneous manufacturing industries, pt. 2: Furs, dressed and dyed, 
signed and advertising displays, umbrellas, parasols, and canes, miscel- 
een eta n.e.c., complete guided missiles, ammunition, n.e.c., small 
arms, 80 mm and under, small arms ammunition, other ordnance and 
accessories ; [prepared by Bernard P. Bernsten, with assistance of Conrad 
J. Jacob]. [1961.] viii+20 p.il. 4° * Paper, 30c. 

[Preprint of correspond- 

@ Item 135 

ared by Evelyn 


1. Manufacturing activity in Government establishments ; (prepared M5 sai 
3.24/15 : 95: 
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W, Colburn]. [1961.] [2]4+5 p. 4° * Paper, 10¢e., 


*For Sale by Superintendent of Documents 
{Distribution Made by Issuing Office 
{Official Use. Not Available 


Mailing Address for All Agencies Listed Oe aaa 25, D.C., 


Unless Otherwise Indica’ 








547 


548( 


5481 


5482 


5483 


5484 


5485 _ 


5486 


5487 


5488 
5489 





XUM 





rew 





Aprit 1961 


1958 census of mineral industries: [Industry report] MIC—(series). [Pre- 
print from v. 1, Summary and industry statistics.] @ Item 158 
C 3.216 : 958/ (nos. ) 

5478 13B. Crude petroleum and natural gas; [prepared by C. H. Wallace Sedgewick, 
= assistance of Evelyn O. Denny]. [1961.] viii+-68 p. il. 4° * Paper, 

5e. 

5479 14F. Nonmetallic minerals (except fuels) services and miscellaneous nonmetallic 
minerals: Nonmetallic minerals stripping services, nonmetallic minerals 
services, n.e.c., gypsum, mica, native asphalt and bitumens, pumice and 
pumicite, tale, soapstone, pyrophyllite, natural abrasives, except sand, 
peat, nonmetallic minerals, n.e.c.; [prepared by George R. Hopkins]. 
{1961.] viii+28 p. il. 4° * Paper, 40c. 


5480 Changes in schedule A, Statistical classification of commodities imported 
into United States, Jan. 1, 1960 edition. Feb. 1961. [36] p. 4° (Public 
bulletin A-1.) [Prepared under supervision of J. Edward Ely, chief, 
Foreign Trade Division. Issued in loose-leaf form.] @ Item 148 

C 3.150: A/960/ch.1 
Note.—Schedule A, Statistical classification of commodities imported into 
United States with rates of duty and tariff paragraphs and code classification 
for countries (Schedule C), United States Customs districts and ports (Schedule 
D), and flag of vessel registry (Schedule J), including supplementary service for 
an indefinite period, is sold by Superintendent of Documents, Government Print- 
ing Office, Washington 25, D.C., at subscription price of $4.00 domestic, $1.00 
additional for foreign mailing. 





5481 Current industrial reports: Cotton, man-made fiber staple, and linters, 
summary for cotton season 1959-60; prepared by Industry Division, 
Textiles. Feb. 20, 1961. 5p. 4° (Series M22P (60)-13.) [Processed.] 
t Paper, 10c. C 3.158 : M 22 P(60)-13 

5482 Fats and oils, production, consumption, and factory and warehouse 


stocks, summary for 1959; prepared by Industry Division. Mar. 23, 1961. 
[2]+14p.4° (Series M20k(59)-13.) + Paper, 25c. 
C 3.158: M 20k (59)-13 


5483. ——_ Fluorescent lamp ballasts, summary for 1960; prepared by Industry 
Division, Machinery and Equipment. 2 p. 4° (Series M36C(60)-5.) 
[Processed. Includes statistics for 1959.] + Paper, 10c. 

C 3.158 : M 86 C(60)-5 


5484 -__ Pulp, paper, and board, summary for 1960, preliminary; prepared by 
Industry Division, Paper, Printing, and Publishing. Feb. 20, 1961. 
[2] p.4° (Series M26A(60-13).) 7 Paper, 10c. C 3.158: M 26 A(60)-13 


485 Typewriters, summary for 1960; prepared by Industry Division, Ma- 
chinery and Equipment. Feb. 27,1961. 4 p. 4° (Series M35C(60)-13.) 
t Paper, 10c. C 3.158: M 35 C(60)-13 


Current population reports: Population estimates, series P-25. [Proc- 
essed. ] 


5486 225. Estimates of population of United States, Jan. 1, 1950—-Feb. 1, 1961. Mar. 
17, 1961. 2 p. 4° 710¢. C 3.186 : P—25/225 





Special censuses, series P-—28 ) 3.186 : P-28/ (nos. ) 

5487 1276. —— of special censuses and 1960 population of areas annexed to 
municipalities after decennial census, Apr. 1—Dec. 31, 1960. Mar. 1, 
1961. 2p.4° + Paper, 10c. 

5488 1277. Special census of El Centro, Calif., Jan. 24, 1961. Mar. 10, 1961. 1 p. 4° 
{ Paper, 10c. 

5489 1277, a | — census of El Centro, Calif., Jan. 24, 1961. Mar. 23, 1961. 

p. 4° 


Government employment : 1960, G-GE60 (series). [Processed.] 


5490 2. City employment in 1960. Feb. 23,1961. 15p.il.4° (Government Division.) 
f Paper, 25e. C 3.140 : 960/2 


491 Summary of United States exports and imports of gold and silver, calendar 
year 1960; prepared in Foreign Trade Division. Mar. 3, 1961. [5] p. 4° 
(FT 2402-annual.) [Processed.] + Paper, 10c. 
L.C. card 53-60811 } 3.196/3 : 960 
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U.S. census of agriculture, 1959: Final report, v. 1, Counties, farms, farm 
characteristics, livestock and products, crops, fruits, values, pt. [Pre- 
pared under supervision of Ray Hurley, chief, Agriculture Division. 
Supersedes series AC 59-1 and AC 59-2, preliminary reports.] @ Item 
152-A-1 
L.C. card A 60-9482 


3. Vermont. [1961.] xxv+139 p.il.4° * Paper, $1.00. 
C 3.31/4 : 959/v.1/pt.3 


U.S. census of population, 1960: General population characteristics, data 
on age, race, household relationship, sex, marital status, final report 
PC(1)-B (series). [Prepared under supervision of Howard G. Bruns- 
man, chief, Population Division.] C 3.223/6: 960/(nos.) 
28B. Montana. [1960.] xii+17-S0 p. il. 4° [Data in this report will be re- 
issued as chapter in pt. 28 of bound edition of v. 1.] * Paper, 55c. 
@ Item 159—A-28 

52B. Wyoming. [1961.] xli+13-48 p. il. 4° [Data in this report will be re- 
issued as —t in pt. 52 of bound edition of v. 1.]. * Paper, 45c. 
@ Item 159-A-53 


~—— Number of inhabitants, totals for cities, SMSA’s, counties, urban & 
rural, etc., final report PC(1)-A (series). [Prepared under supervi- 

sion of Howard G. Brunsman, chief, Population Division.] 
C 3.223/5 : 960/ (nos.) 


5A. Arkansas. [1961.] vili+24 p. il. 4° [Data in this report will be re- 
issued as E omegy 3 in — pts. A and 5 of bound edition of v. 1.] * Paper, 
85c. @ Item 159—A-5 

7A. Colorado. [1961.] viii+16 p. il. 4° [Data in this report will be re 
issued as chapter in both pts. A and 7 of bound edition of v.1.] * Paper, 
30c. @ Item 159—-A-7 

10A. District of Columbia. [1961.] viii-+-7 p. il. 4° [Data in this report will 
be cea as chapter in both pts. A and 10 of bound edition of v. 1.] 
* Paper, 25c. @ Item 159-A-1 

11A., Wirkde "1961.] viii+-24 p. il. 4° [Data in this report will be reissued 
as chapter in both pts. A and 11 of bound edition of vy. 1.] * Paper, 35¢, 
@ Item 159-A-11 

183A. Hawaii. [1961.] viii+11 p. il. 4° [Data in this report will be reissued 
as chapter in both pts. A and 13 of bound edition of v.1.] * Paper, 25c, 
@ Item 159-A-13 

18A. Kansas. [1961.] viii+31p.il.4° [Data in this report will be reissued as 
chapter in both pts. A and 18 of bound edition of v. 1.] * Paper, 40¢. 
@ Item 159-A-18 

27A. Missouri. [1961.] viii+35 p. il. 4° [Data in this report will be reissued 
as chapter in both pts. A and 27 of bound edition of v.1.]  * Paper, 45c. 
@ Item 159-A-27 

35A. North Carolina. [1961.] viii+27 p. il. 4° [Data in this report will be 
reissued as chapter in both pts. A and 35 of bound edition of vy. 1.] 
* Paper, 40c. @ Item 159-A 

38A. Oklahoma. [1961.] viii+24 p. il. 4° [Data in this report will be re- 
issued as chapter in both pts. A and 88 of bound edition of v. 1.] 
* Paper, 35¢e. @ Item 159-A-38 

41A. Rhode Island. [1961.] viii+11 p. il. 4° [Data in this report will be 
reissued as cher Ly ey pts. A and 41 of bound edition of v. 1.] 
* Paper, 25c. 9—-A—42 

51A. Wisceasia’ ‘iget) tem Psi p. jl. 4° {Data in this report will be re 
issued as chapter in both pts. A and 51 of bound edition of v. 1.] * Paper, 
35¢c. @ Item 159—A—52 


CIVIL AERONAUTICS BOARD 


Address by Alan S. Boyd, chairman, Civil Aeronautics Board, at Aero 
Club of Washington, Washington, D.C., Feb. 28, 1961. [1961.] 6 p. 4° 
[Processed.] 7 C 81.215: B 69/5 


Address by Alan 8S. Boyd, chairman, Civil Aeronautics Board before Balti- 
more Association of Commerce, Baltimore, Md., Mar. 6, 1961. [1961.] 
6 p. 4° [Processed.] 7 C 31.215: B 69/4 


Address by Alan S. Boyd, chairman, Civil Aeronautics Board, before Or- 
lando Junior Chamber of Commerce on occasion of Aviation Day, Or 
lando, Fla., Mar. 18,1961. [1961.] 4p.4° [Processed.] f 

C 31.215 : B 69/1 
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Aircraft accident report: Johnson and Johnson, Learstar, N 37500, near 
Woonsocket, R.I., Dec. 15, 1958, adopted Feb. 14, 1961. Feb. 20, 1961. 
18 p. 4° (File no. 2-0107.) [Processed. Includes supplemental data.] 
T C 31.213 : W 888/2/961 


CIVIL AND DEFENSE MOBILIZATION OFFICE, 
Executive Office of the President 


Address by Frank B. Ellis, director, Office of Civil and Defense Mobiliza- 
tion before joint meeting of National Association of State Civil Defense 
Directors and U.S. Civil Defense Council, Washington, D.C., Feb. 21, 
1961. Mar. 14,1961. 2p.4° (Information bulletin 285.) 

PrEx 4.10: El 59 


Annual report of Office of Civil and Defense Mobilization for fiscal year 
1960. [1961.] vii+66p.il. * Paper, 30c. © Item 857—D 
L.C. card 60-61955 Pr 34.701 : 960 


[Leaflet] L (series). 
6. CONELRAD 640 [or] 1240 on your radio. [1960.] [6] p. il. narrow 8° + 
Pr 34.758 : 6 
Nuclear weapons, phenomena and characteristics, for operation alert 1961 
use only [with lists of sources; prepared by] Plans and Operations, Fed- 
eral, State, and Local Plans, Operational Analysis Office. Mar. 1961. 
cover title, iv-+-[290] p. il.4° [Draft. Material may be expanded, mod- 
ified, or withdrawn. Issued in loose-leaf form.] + @ Item 857—D-8 
L.C. card 61-60936 PrEx 4.12: W 37 


Student manual SM (series). 


3-11. Personal preparedness in nuclear age. Dec. 1960. vi+68 p. il. f 
@ Special offer 
L.C. card 61-60967 Pr 34.761/7 : 3-11 


CIVIL SERVICE COMMISSION 


Amendment to announcements 114B and 160B, physical therapist, occupa- 
tional therapist, $4,345, $5,355, and $5,885 a year (grades GS-5, GS-7, 
and GS-8). Mar. 21,1961. 1p. oblong 24° [Processed.] 7 

CS 1.26: 957/114B,160B/amat. 


Amendment to announcement 152B, coal mine inspector, $6,485 to $8,955 a 
year (grades GS-9 through GS-12). Mar. 14, 1961. 1 p. oblong 48° 
[Processed.] + OS 1.26 : 958/152B/amat. 


Announcing examination for economist in following specialized fields, busi- 
ness, international trade and development, fiscal and financial, trans- 
portation, labor, general, salaries, grade GS-9 to GS-15, $6,435—-$13,730, 
announcement 255. Mar. 14, 1961. 4 p. 4° (X-118 modified.) [No 
closing date.] + @ Item 292 CS 1.26 : 961/255 


77th annual report, fiscal year June 30, 1960. [1961.] v+90p. il. [Also 
issued as H. doc. 13, 87th Cong. 1st sess.] * Paper, 35c. @ Item 290 
L.C. card 4-18119 CS 1.1: 960 


Board of U.S. Civil Service Examiners, U.S. Naval Training Device Center, 
Port Washington, N.Y., training officer (military sciences), GS-11, 
$7,560-GS-12, $8,955, closing amendment to announcement no. 2-6-3 
(1958). Mar. 14,1961. 1p. oblong 48° [Processed.] 

CS 1.26/4 : 958/2-6-3/amdt.2 


Current Federal examination announcements, AN 2279 supp. B to issue 
140, Jan._Feb. 1961. [1961.] 1p. oblong48 [Processed.] + 
CS 1.28 : 2279/140/supp.B 
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Discontinuance notice for announcement 5-118-4(58), training instructor 
(electronics), $4,345 and $5,355 a year (grades GS-5 and GS-7), for 
duty at Keesler Air Force Base, Biloxi, Miss. Mar. 21, 1961. 1 p. ob- 
long 48° [Processed.] 7 CS 1.26/4 : 958/5-118—4/notice 


Discontinuance notice for announcement 9-14—2(57), education assistant. 
Mar. 20, 1961. 1p. oblong 48° [Processed.] 

CS 1.26/4 : 957/9-14—2/notice 

Discontinuance notice for announcement 37, economist, $6,435-$13,730 a 


year (grades GS-9 through GS-15). Mar. 31, 1961. 1 p. oblong 48° 
[Processed.] 7 CS 1.26: 955/37/notice 


Current Federal examination announcements, AN 2279, issue 140; Mar 
Apr. 1961. [1961.] [2] p. f° folded into narrow 8° size. + @ Item 292 
CS 1.28 : 2279/140 


—— economist, $6,485 to $13,730, jobs are in Washington, D.C. area, an- 
nouncement 255, AN 2279 supplement A to issue 140, Jan.-Feb. 1961. 
[1961.] 1 p. oblong 48° f @ Item 292 CS 1.28 : 2279/140/supp.A 


Federal career service at your service, Federal personnel and pay systems, 
introduction for new executives, 1961. [1960.] cover title, [24] p. il. 4° 
* Paper, 25c. @ Item 295 CS 1.2: C 18/4/961 


Local and regional civil service examinations offering best job opportuni- 
ties, AN 2280 [issue 89], Mar.-Apr. 1961. [1961.] 2 p. oblong f° folded 


into narrow 8° size. ~ @ Item 292 CS 1.28 : 2280/89 

Pamphlets. CS 1.48: (nos.) 

35. Federal careers for women; Jan. 1961. [1961.] 12 p. il. narrow 8° } 
Item 299 


L.C. card 48-47178 
59-1. Occupations of Federal blie-collar workers; Oct. 31, 1958. Nov. 1960. 
cover title, [1]-+74 p. il. 4° (Employment Statistics Office.) 7 


[Personnel methods series] PMS no. @ Item 300-B 


11. Basie training course in position classification [with source material inter- 
spersed ; prepared in Program Planning Division of Bureau of Programs 
and Standards]. {Issued with perforations. | 
L.C. card 61-60782 CS 1.58 : 11/pt.(nos.) 
pt. 1. ic yaad and Federal plan. Mar. 1961. v+46 p. il. * Paper, 


pt. 2. Classification process. Mar. 1961. v-+43 p. il. * Paper, 25c. 
pt. 3. Administration and operations. Mar. 1961. v+48 p. * Paper, 25c. 
pt. 4. Notes to instructors. Mar. 1961. v+28 p. * Paper, 20c. 
Teachers needed in fields of general education, industrial arts, related 
trades, vocational agriculture, $5,355 and $5,485 a year (grades GS-7 
and GS-9), for duty in Federal penal and correctional institutions, De- 
partment of Justice, and institutions of Department of Corrections, Dis- 
trict of Columbia Government, announcement 9-14-1 (61). Mar. 21, 
1961. 6p. il. 4° (Board of Civil Service Examiners, U.S. Penitentiary, 
Leavenworth, Kans.) [No closing date.] ¢~ @ Item 292 
CS 1.26/4 : 961/9-14-1 


1st United States Civil Service Region, Board of United States Civil Serv- 
ice Examiners, U.S. Navy Underwater Sound Laboratory, Fort Trum- 
bull, New London, Conn., and Air Force Command and Control Develop- 
ment Division, L. G. Hanscom Field, Bedford, Mass., electronic scientist, 
electronic engineer, physicist, GS-5—GS-14 ($5,835 to $12,210 per an- 
nun), amendment 3 to ann. no. 1-7-1 (56), and supplements. Mar. 6, 
1961. 1 p. 4° [Processed.] + CS 1.26/4 : 956/1-7-1/amdt.3 


COAST AND GEODETIC SURVEY, Commerce Dept. 


Publication. @ Item 193 
65-1, pt. 50. Plane coordinate intersection tables (24-minute), Alaska, zones 2-9. 


1960 [published 1961]. xi-++-211 p. il. 4° * Paper, $1.50. 
L.C. ecard 53-61216 C 4.19/2 : 65—1/pt.50 
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ist supplement to United States coast pilot 4, Atlantic Coast, Cape Henry 
to Key West, 6th (Sept. 12, 1959) edition; Jan. 7, 1961. [1961.] 7 p. 4° 
[Changes reported to C&GS from date of edition through Notice to 
mariners 1 of Jan. 7, 1961.] + @ Item 203 
L.C. card 48-47176 C 4.6/1: 4/6/supp.1 


United States coast pilot 2, Atlantic Coast, Cape Cod to Sandy Hook; 
Sept. 10, 1960. 6th (1960) edition. 1961. v+228 p. il. 4° + Cloth, $2.50. 
@ Item 203 
L.C. card 51-60800 C 4.6/1: 2/6 


United States coast pilot 5, Gulf Coast, Puerto Rico, and Virgin Islands, 
4th (Mar. 22, 1958) edition, 3d supplement; Jan. 7, 1961. [1961.] 
17 p.4° [Changes reported to C&GS from date of edition through Notice 
to mariners 1 of Jan. 7, 1961.] 7 @ Item 204 
L.C. card 50—-60257 C 4.6/4: 5/4/supp.3 


United States coast pilot 7, Pacific Coast, California, Oregon, Washington, 
and Hawaii, 8th (Feb. 21, 1959) edition, 2d supplement; Jan. 7, 1961. 
(1961.] 15 p. 4° [Changes reported to C&GS from date of edition to 
Notice to mariners 1 of Jan. 7,1961.] ft @ Item 206 
L.C. card 52-61157 C 4.7/1: 7/8/supp.2 


United States coast pilot 8, southeast Alaska, Dixon entrance to Yakutat 
Bay, 10th (Aug. 30, 1952) edition, 9th supplement, Jan. 7, 1961. [1961.] 
41 p. [Changes reported to C&GS from date of edition through Notice 
to mariners 1 of Jan. 7,1961.] ~ @ Item 201 
L.C. card 1-4162 C 4.7/2 : 952/supp.9 


United States coast pilot 9, Alaska, Cape Spencer to Arctic Ocean, 6th 
(Nov. 6, 1954) edition, 6th supplement; Jan. 7, 1961. [1961.] 33 p. 
[Changes reported to C&GS from date of edition through Notice to mari- 
ners 1 of Jan. 7,1961.] + @ Item 202 
L.C. card 16-26486 C 4.7/3 : 9/supp.6 


COAST GUARD, Treasury Dept. 


Aircraft emergency procedures over water, amdt.1. [1961.] [389] p. il. 4° 
(CG-306.) [Issued in loose-leaf form.]  * @ Item 930-A 
T 47.32/2 : 955/amdt.1 


List of lights and other marine aids: v. 3, Pacific Coast and Pacific Islands, 
1ith, 12th, 18th, 14th, and 17th, Coast Guard districts, Dec. 10, 1960 
(including N.M. no. 50 of 1960). 1961. xx+316+12 p. il. map, 4° 
(CG-—162.) [Some illustrations are colored. Some pages are left blank 
te be used for notes.] * Paper, $2.25. @ Item 940 
L.C. card 14-30372 T 47.52: v.3/961 


——v. 4, Great Lakes, United States and Canada, 9th Coast Guard dis- 
trict ; corrected to Mar. 1, 1961. 1961. xvi-+232-++8 p. il. map, 4° (CG-— 
159.) [Another map on p. 2 of cover. Some of the illustrations are 
colored.] * Paper, $1.75. ©@ Item 937 
L.C. card 12-29082 T 47.52: v.4/961 


——v. 5, Mississippi River system of United States, 2d Coast Guard dis- 
trict; corrected to Jan. 1, 1961. 1961. xviii-+-270 p. il. 4° (CG—161.) 
[Map on p. 2 of cover. Some illustrations are colored.] * Paper, $1.75. 
@ Item 939 
L.C. card 12-29023 T 47.52: v.5/961 


Look at Coast Guard Reserve! [1961.] [16] p. il. 4° + @ Item 934 
T 47.2: R31/3 
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COMMERCE DEPARTMENT 


Address by Rowland Burnstan, Assistant Secretary of Commerce for In- 
ternational Affairs, to 44th annual convention, International Executives 
Association, Inc., New York City, Mar. 22,1961. [1961.] 6p.4° [Proc- 
essed.] 7 C1.18: B93 


Address by United Secretary of Commerce Edward Gudeman at luncheon 
of annual New York conference of Associated Business Publications, 
New York, Mar. 2, 1961. [1961.] 8 p.4° [Processed.] f C1.18: G98 


Confidence in growing America, remarks by Secretary of Commerce Lu- 
ther H. Hodges at Advertising Council News Conference, Mar. 2, 1961, 
Washington, D.C. [1961.] 2leaves,4° [Processed.] 7 

C 1.18: H 66/3 


Pioneers for new frontier, text of address by Secretary of Commerce 
Luther H. Hodges before Associated General Contractors of America, 
Inc., Feb. 27, 1961, Boston, Mass. [1961.] 8 p. 4° [Processed.] + 

C 1.18: H 66/2 


Remarks by Secretary of Commerce Luther H. Hodges, at formal opening 
of Chemical and Synthetics Industries Patent Exhibit, Department of 
Commerce, Feb. 14, 1961. [1961.] 4 p. 4° [Processed.] 7 

C 1.18: H 66 


Summary of remarks by Secretary of Commerce Luther H. Hodges at 
National Industrial Conference Board, Washington, D.C., Feb. 13, 1961. 
[1961.] 3 p. 4° [Processed.] 7 C 1.18: H 66/4 


COMMODITY EXCHANGE AUTHORITY, Agriculture Dept. 


Maine potato futures, Oct. 28, 1960. [Jan. 1961.] cover title, [1]+-17 p. 4° 
[Processed.] + A 85.2: P 84/3 


COMMODITY STABILIZATION SERVICE, Agriculture Dept. 


Acreage allotment and marketing quota summary; [prepared by John F. 
Marsh, Arlen D. Keeling, and Betty J. Munn]. Nov. 1960. [3]+ 
47 p. 4° (Price Division.) [Processed. Revises edition of Sept. 
1955.] fF A 82.2: Ac 7/960 

New sugar bowls, address by Lawrence Myers, director, Sugar Division, 
Commodity Stabilization Service, Department of Agriculture, before 
Cuban Chamber of Commerce in United States, New York City, Nov. 15, 
1960. [1960.] 14 p. 4° [Processed.] 7 A 82.24: M 99/6 


COMPTROLLER OF CURRENCY, Treasury Dept. 


Abstract of reports of condition of active national and nonnational banks 
in District of Columbia at close of business on Dec. 31, 1960, Oct. 3, 
1960, and Dec. 31, 1959; abstract no. 121. Mar. 1, 1961. [2] leaves, 
oblong 8° [Processed.] 7+ T 12.5/2: 121 


CONGRESS 


Notge.—All reports, appropriation bills, etc., recorded under Congress and both 
houses of Congress are for the fiscal year unless otherwise noted. 

Congressional record, proceedings and debates of 86th Congress, 2d session, 
v. 106, pt. 1, Jan. 6-Jan. 26, 1960. [Permanent edition.] 1960. 1-1368 
p.4° * Cloth, $4.50. @ Item 993 
L.C. card 12-364288 X.86/2 : 106/pt.1 

—-v. 106, pt. 2, Jan. 27-Feb. 16, 1960. [Permanent edition.] 1960. 
[1] +1369-2708 p. 4° * Cloth, $4.25 @ Item 9938 
L.C. card 12-86438 X.86/2 : 106/pt.2 
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5557 ——-y. 106, pt. 3, Feb. 17-Mar. 1, 1960. [Permanent edition.] 1960. 
[1]+2709-4080 p. 4° * Cloth, $4.50. @ Item 993 
In- L.C. card 12-36438 X.86/2 : 106/pt.3 
ives Note.—In the permanent bound edition, the paging differs from that of the 
roe. daily numbers, the text being revised, rearranged, and printed without break. 
Extraneous matter appearing in the Appendix is omitted from the permanent 
3 93 form of the Congressional record. 
~ Congressional serial set 
? 
sé 
+93 Note.—At the end of each session of Congress the House and Senate documents 
Lu- and reports are accumulated into bound volumes comprising the Congressional 
serial set. No catalog entry is made for the volumes of the Serial set since the 
961, documents and reports contained therein have been previously listed in the 
Monthly catalog. ; : 
6/3 The following bound volumes were sent to depository libraries during the period 
of this catalog. 
vig 5558 House documents: 
’ 


no. 424, 86th Congress, 2d session, San Juan-Chama and Navajo Indian projects 
{Serial 12276]. @ Item 995-G 

36/2 no. 459, 86th Congress, 2d session, Rules and manual, United States House of 

x Representatives, 1961, Constitution of the United States [Serial 12281]. 

ling @ Item 1029 


t of 5559 Senate documents: 
no. 111, 85th Congress, 2d session, Water developments and potentialities of Texas 
I 66 [Serial 12091]. @ Item 995-G 
no. 2, 87th Congress, Ist session, Rules and manual, United States Senate, 1961, 
3 at Constitution of the United States. @ Item 1048 
961. no. 8, 87th Congress, 1st session, Report of the Secretary of the Senate, 1960. 
36/4 @ Item 995-M 
ATOMIC ENERGY JOINT COMMITTEE 
p. 4° 5560 Agreement for cooperation with Italy four mutual defense purposes hear- 
24/3 ing, 87th Congress, 1st.session, on proposed agreement for cooperation 
on uses of atomic energy for mutual defense purposes with Government 
of Italy, Mar. 9,1961. 1961. iii+27p. 7 @ Item 999 
L.C. card 61-60842 Y4AtvT/2: itl 
a 5561 Atomic energy legislation through 86th Congress, 2d session; Dec. 1960. 
: 1961. vi+253 p. (Joint committee print, 86th Congress, 2d session.) 
sept. * Pp Se 
960 Paper, 65c. 
Qa L.C. card 57-61363 Y 4.At 7/2: L52/2/960 
we 9562, Improving AEC regulatory process [prepared by committee staff]; Mar. 
15 1961. 2 v. (Joint Committee print, 87th Congress, 1st session.) 
99/6 L.C. ecard 61-60912 Y 4.At 7/2: R 26/v. (nos. ) 
v. 1. [Detailed examination of AEC regulatory process, including analysis of case 
oo histories in reactor licensing, materials licensing, and rulemaking]. 
xii+75 p. 1961. * Paper, 30c. 
v. 2. Appendix [with Selected bibliography on AEC regulatory process]. 1961. 
anks v+600 p. il. 6 pl. 1 tab. * Paper, $2.75. 
t. 3, 5563 [This entry number not used. ] 
Lves, 
: 121 ECONOMIC JOINT COMMITTEE 
5564 Government price statistics, hearings before subcommittee on economics 
both statistics, 87th Congress, Ist session, pursuant to sec. 5(a) of Public 
law 304 (79th Congress). @ Item 1000 
sion, L.C. card 61-60694 Y 4. Ec 7: P 93/8/pt.1 
1368 pt.1. Jan. 24,1961. 1961, 114+526p. il. * Paper, $1.50. 
/pt.l HOUSE OF REPRESENTATIVES 
/ . 
1960. 5565 Journal of House of Representatives, 86th Congress, 2d session begun and 
held at City of Washington, Jan. 6—[Aug. 31] 1960. 1961. [1]+1310 
5/pt.2 p. 4° { @ Item 1030 XJH : 86-2 
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House bills 


Notse.—The following iist includes all public bills and resolutions introduced 
during the period of this catalog. Amendments are not listed. 

For information concerning bills, see (1) House calendar, (2) Congressional rec- 
ord index, or (3) Digest of public general bills, prepared by the Legislative Ref- 


erence Service, Library of Congress. 

Depository libraries should consult the depository shipping lists for a complete 

list of the bills and resolutions sent to them by the Superintendent of Documents, 
5566 H.R. 145, 424, 882, 922, 1117, 1244, 2041, 2047, 2070, 2451, 2875, 29838, 3027, 

3150, 3154, 3158, 3172-73, 3180, 3456, 3656, 3662, 3812, 4152, 4299, 4569-71, 

4574-93, 4595-4601, 4603-07, 4609-27, 4658-85, 4687-99, 4700-03, 4721-50, 

4752-65, 4768-92, 4806-61, 4863, 4884-94, 4896-99, 4900-13, 4915, 4917-20, 

4922-34, 4936, 4938-41, 4943-45, 4970-79, 4986-99, 5000-23, 5025-31, 5033- 

49, 5075-99, 5100-01, 5103-30, 5143-44, 5146-73, 5188-99, 5200-03, 5205- 

07, 5209-18, 5215-36, 5250-61, 5264-74, 5276-99, 5300-06, 5308-09, 5337-44, 

5346-63, 5365-77, 5388-99, 5400-16, 5418-49, 5463-98, 5513-14, 5516-52, 

5560-68, 5570-99, 5600-05, 5614-29, 5631-38, 5654-84, 5697-99, 5700-25, 

5736-92, 5800-10, 5821-56, 5867-99, 5900-07, 5917-19, 5921-26, 5929-30, 

5932-33, 5935-44, 5954-66, H.J. Res. 48, 80, 90, 94, 104, 183, 246-248, 250- 

266, 268-345, H. Con. Res. 28, 166-195, 197-208, H. Res. 91, 94, 175-226, 

227-238. 87th Congress. @ Item 1006. 

Notr.—As far as content is concerned H.R. 4403 is identical with H.R. 5, H.R. 
4447 is identical with H.R. 4222, H.R. 4474 is identical with H.R. 3416, H.R. 4534 
is identical with H.R. 4222, H. R. 4547 is identical with H.R. 4036, H.R. 4594 is 
identical with H.R. 4036, H.R. 4608 is identical with H.R. 2289, H.R. 4686 is 
identical with H.R. 989, H.R 4895, 4914, 4916, 4935 and 4937 are identical with 
H.R. 4886, H.R. 4921 is identical with H.R. . 4222, H.R. 4942 is identical with H.R. 

4571 HR. 4980, 4981, 4982, 4983, 7s 4, ‘and | 4985 are identical = H.R. 4979, 


H.R. 5024 is identical with ELR. 50, H R. 5032 is identical with H.R. 3416, H.R. 
5102 is identical with H.R. 2289, H.R. ‘5145 is identical with H.R. 10, H.R. 5204 
is identical with H.R. oe H.R. 5208 is identical with H.R. 4036, H. R. 5214 is 


identical with H.R. 10, =: so tf. 5307 are identical with H.R. H.R. 5345 
and 5364 are identical iti H.R R. 5417 is identical with H.R. 16, H.R. 5499 
is identical with H.R. 3416, TLR 5515 is identical with H.R. 10, H.R. 5680 is 


identical with H.R. 10, H.R. 5793 to 5799 are identical with H.R. 5792, H.R. 5819 
and 5820 are identical with H. a “7s H.R. 5920 is identical with H.R. 5786, H.R. 
5927 is identical with H.R. 4036, H.R. 5928 is identical with H.R. 50, H.R. 5931 
is — with H.R. 2289. Thovetore by order of the Joint Committee on Printing 

ome s H.R. 4403, 4447, 4474, 4547, 4594, 4686, 4895, 4914, 4916, 4935, 4937, 4921, 
4942 , 4980 to 4985, 5024, 5082, 5102, 5145, 5204, 5208, 5214, 5263, 5307, 5417, 
5499, 5515, 5630, 5793 to 5799, 5819, 5820, 5920, 5927, 5928, 5931, will ‘not be 
printed for distribution to depository libraries. 


House documents 


Note.—All House documents, entries for which are followed by a t, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 86th Congress. 
5567 459. Constitution, Jefferson’s manual and Rules of House of ce ie 
Congress; by Lewis Deschler. [Revised edition.] 1961. xi+727 p. 
* Paper, $2. 00. (To be sent to depository libraries in Serial set tending ) 
L.C. card 6—17027 


House documents, 87th Congress. 

5568 3. Annual report of Secretary of Treasury on state of finances, fiscal year 
June 30, 1960. [1961.] xvi+755 p. il. ([Treas. Dept. doc. 3218.]) 
* (Available in departmental edition, $2.25, T’ 1.1:960, and sent to de- 
positories in thatform. See Entry no. 6600.) 

5569 5. Anne "y ort of Librarian of Congress for fiscal year 1960. 1961. xv+ 
156 large 8° *(Available in departmental ‘edition, cloth, $2.00, LC 
1.1 $60, and sent to depositories in that form. See Entry no. 6264.) 

5570 &, Annual report, administrator of veterans affairs [fiscal year] 1960. 1961. 
1i1i+342 p. il. *(Available in cperceereas edition, $1.25, VA 1.1 :960 
and sent to depositories in that form. See Entry no. 6605.) 

5571 9, pt. 2. United States National Museum, annual report for year ended June 30, 
1960. [1960.] vi+175 p. il. [Also issued as departmental edition, and 
sent to depositories in that form. See Entry no. 6439.) 

5572 10. Annual report of Gorgas Memorial Laboratory, 1960, and report of audit 

covering same period, letter from president, Gorgas Memorial Institute 

of Tropical and Preventive Medicine, Inc., transmitting 32d [38d] annual 

report of work ana ‘. of Gorgas Memorial Laboratory ; Jan. 16, 

1961. 1961. iii+31p. tf @ Item 996 

L.C. card 81-262 268 
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5580 


5581 


5583 


5584 


5589 


5590 


APRIL 1961 


12. 74th annual report of Interstate Commerce Commission, fiscal year 1960. 
1961. iii+245 p. il. *(Available in departmental edition, Cloth, $1.75, 
1C 1,.1:960. Sent to depositories in paper form. See Entry no. 6214.) 

13. 77th annual report, fiscal year 1960, Civil Service 1960. [1961.] v+ 
90 p. il. * (Available in departmental edition, 35c., CS 1.1: 960, and sent 
to depositories in that form. See Entry no. 5518.) 2 

14. Annual report of Comptroller General of United States, fiscal year 1960. 
1960 | published 1961]. x+3821 p. il. * (Available in departmental edi- 
tion, $1.25, GA1.1: 960, and sent to depositories in that form. See 
Entry no. 6154.) 

[This entry number not used.] 

25, pt. 3. U.S. Army register: v. 3, Officers honorary retired list; Jan. 1, 1961. 

{1961.] [2]+4 p. * (Available in departmental edition, 5c., and sent 
to depositories in thatform. See Entry no. 5335.) 

33, pt. 22. Occupational wage survey: Washington, D.C.-Md.-Va., Nov. 1960; 
[prepared by Elliott A. Browar]. Jan. 1961. ili+26 p. il. oblong 5’ 
(Labor Statistics Bureau. Bulletin 1285-22.) * (Available in depart- 
mental edition, 25c., and sent to depositories in that form. See Entry no. 


6247.) 

33, pt. 24. Same: Philadelphia, Pa., Nov. 1960; [prepared by Elliott A. Browar]. 
Jan. 1961. iii+8u p. oblong 8° (Labor Statisucs Bureau. bulletin 
1285-24.) * (Available in departmental edition, 25c., L 2.3: 1285-24, 
and sent to depositories in thattorm. See Kntry no. 6245.) 

33, pt. 25. Same: Trenton, N.J., Dec. 1960; [prepared by Elliott A. Browar]. 
Feb. 1961. iii+24 p. oblong 8° (Lavor Statistics Bureau. Bulletin 
1285-25.) * (Available in departmental edition, 25¢., L 2.3: 1255-25, 
and sent to depositories in that torm. See Entry no, 6249.) 

33, pt. 26. Same: Richmond, Va., Dec. 1960; [prepared by Donald Cruse]. 
Feb. 1961. iii+15 p. oblong 8° (Labor Statistics Bureau. Bulletin 
1285-26.) * (Available in departmental edition, 20c., L 2.3: 1255-26, 
and sent to depositories in thattorm. See Lntry no. 6250.) 

33, pt. 27. Same: Denver, Colo. Dec. 1960; [prepared by William P. O’Connor]. 
Feb. 1961. iii+18 p. oblong 8° (Labor Statistics Bureau. Bulletin 
1285-27.) * (Available in departmental edition, 20c., L 2.3: 1285-27, 
and sent to depositories in that form. See Entry no. 6251.) 

33, pt. 28. Same: Indianapolis, Ind., Dec. 1960; [prepared by Woodrow C. Linn]. 
feb. 1961. iii+18 p. oblong 8° (Labor Statistics Bureau. Bulletin 
1255-28.) * (Available in departmental edition, 20c., L 2.3: 1285-25, 
and sent to depositories in thattorm. See Entry no. 6252.) 

33, pt. 29. Same: Canton, Qhio, Dec. 1960; [prepared by Woodrow C. Linn]. 
Feb. 1961. iii+16 p. oblong 8° (Labor Statistics Bureau. Bulletin 
1255-29.) * (Available in departmental edition, 20c., L 2.3: 1285-29, 
and sent to depositories in that form. See Entry no. 6253.) 

33, pt. 31. Same: Buifalo, N.Y., Dec. 1960; [prepared by Llliott A. Browar]. 
Feb. 1961. iii+25 p. oblong 8° (Labor Statistics Bureau. Bulletin 
1285-31.) * (Available in departmental edition, 25¢c., and sent to de- 
positories in that form, See Entry no. 6254.) 

33, pt. 32. Same: Salt Lake City, Utah, Dec. 1960; [prepared by William P. 
O'Connor]. Feb. 1961. iii+22 p. oblong 8° (Labor Statistics Bureau. 
Bulletin 1285-82.) * (Available in departmental edition, 25c¢., L2.3: 
1255-32, and sent to depositories in that form. See Kntry no. 6255). 7 

39, Agate Dam and Reservoir, Talent division, Rogue River Basin project, 
Oreg., letter from Under Secretary of Interior transmitting report on 
Agate Dam and Reservoir, Talent division, Rogue Kiver Basin project, 
Oreg., pursuant to sec. 9(a) of Reclamation project act of 1989 (53 Stat. 
1187) ; Jan. 3, 1961. xix+63 p. 3 pl. 3 maps, 3 tab. ¢ @ Item 996 
L.C. card 61—b0874 

42. Report of National Advisory Council on International Monetary and Fi- 
nancial Problems, letter from chairman transmitting 7th special report 
on operations and policies of international financial institutions of which 
United States is member, for 2-yr. period Apr. 1, 1958—Mar. 31, 1960, pur- 
suant to sec. 4(b)(6) of Bretton Woods agreements act, as amended; 
Jan. 6, 1961. 1961. iii+28 p. * Paper, lic. @ Item 996 
L.C, card 48-46459 

4. Hinal report of highway cost allocation study, letter from Secretary of 

Commerce transmitting tinal report [with lists of references}; Jan. 16, 

1961. 1961. xii+1-61lh, 62-278 p. il * Paper, 7T0c. @ item 996 

L.C. card 61—60738 

4th semiannual report of National Aeronautics and Space Administra- 

tion, message from President of United States transmitting report cover- 
ing period Apr. 1—-Sept. 30, 1960; Jan. 18, 1961. 1961. xxiii+278 p.+ 

[8] leaves il. 4° [Also issued in departmental edition.) {+ @ Item 996 

L.C. card 59-61976 

3d annual report in fields of aeronautics and space, message from President 

of United States transmitting report on nation’s activities in fields of 
aeronautics and space, pursuant to sec. 206(B) of National aeronautics 
oe space act of 1958; Jan. 18, 1961. 1961. xvii+186 p. 4° ¢+ @ Item 


9 
L.C, card 59-60497 
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58. 
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69. 


72. 


74. 


75. 


76. 


78. 


79. 


80. 


81. 
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84. 


85. 


89. 


91. 


93. 
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Proposed supplemental appropriations and provisions for fiscal years 1960 
and 1961 for various agencies and District of Columbia. Jan. 18, 1961, 
41 a. @ Item 
L.C. card 61—60700 

Air Force register. 1961. ([{Air Force pamphlet 36—-1-1]; Office of Di- 
rectorate of Administrative Services.) 

v.1. Active lists; Jan. 1, 1961. vi+869 p. 4° *(Available in departmental 

edition, $4.50, D 803.7 :961/v. 1, and sent to depositories in that 
form. See Entry no. 5290.) 

v. 2. Retired lists; Jan. 1,1961. v+144 p.4° *(Available in departmental 

edition, $1.00, and sent to depositories in that form. See Entry no. 


5290. 

Report on audit of Commodity Credit Corporation, Department of Agricul- 
ture, fiscal year 1959, letter from Comptroller General of United States 
transmitting report; Jan. 24,1961. 1961. vi+70p.4° + @ Item 996 
L.C. card 50—-61316 

Final report of highway cost allocation study, letter from Secretary of 
Commerce transmitting pt. 6, Studies of economic and social effects of 
highway improvement, which relates to final report of highway cost 
allocation study printed as House document 54 [with list of references] ; 
Jan. 23, 1961. 1961. ix+82 p. il. * Paper, 25c. @ Item 996 

Report on audit of Farm Credit Administration fiscal year 1960, letter 
from Comptroller General transmitting report; Jan. 30, 1961. 1961. 
vii4+-102 p.4° + @ Item 996 


L.C. card 47-46657 
Report on audit of Federal Crop Insurance Corporation (FCIC) fiscal ood 


piney pe from Comptroller General transmitting report; Jan. 30, 1961. 


1. Vv p. @ Item 996 
L.C. card 47-32369 
Report on audit of Public Housing Administration, Housing «and Home 
finance Agency, fiscal year 1960, letter from Comptroller General trans- 
mitting report; Jan. 30, 1961. 1961. v+45 p. 4° {+ @ Item 996 
L.C. card 50-61090 
— of proceedings of annual meeting of Judicial Conference of United 
tates, Washington, D.C., Sept. 21-23, 1960. [1961.] ix+59 p. [Also 
issued in departmental edition and sent to depositories in that form. See 
Entry no. 5171.) ba 
Report on audit of Federal Home Loan Bank Board fiscal year 1960, letter 
rom Comptroller General of United States transmitting report; Feb. 2, 
1961. 1961. v+24p.4° + @ Item 996 
L.C. card 50-61258 
Report on audit of Federal Prison Industries, Inc., for fiscal year 1960, 
letter from Comptroller General transmitting report, Feb. 2, 1961. 1961. 
v+27p.4° + @ Item 996 
L.C. card 46-27743 
Program to restore momentum to American economy, message from Presi- 
dent of United States, relative to proposing program to restore momentum 
to American economy. Feb. 2, 1961. 14 p. * Paper, 10c. @ Item 996 
L.C. card 61-60658 
Union wages and hours, local-transit operating employees: July 1, 1960 
and trend 1929-60; [prepared by Thomas C. Mobley]. Feb. 1961. v-+10 
. 4° (Labor Statistics Bureau. Bulletin 1289.) * (Available in de 


partmental edition, 15c., and sent to depositories in that form. See 


Entry no. 6256.) 

U.S. balance of payments and gold outflow from United States, message 
from President of United States, relative to U.S. balance of payments 
and gold outflow from United States. Feb. 6,1961. 12 p. * Paper, 10¢. 
@ Item 996 
L.C, card 61-60659 

Health program, message from President of United States, transmitting 
recommendations relating to health program. Feb. 9, 1961. 7 p. 
* Paper, 5c. @ Item 996 


L.C. card 61-60712 
25th semiannual report on educational exchange activities, letter from 


chairman, Advisory Commission on Educational Exchange, transmitting 
report conducted under Information and educational exchange act of 1948 
(Public law 402, 80th Congress), July 1—Dec. 31, 1960; Feb. 15, 1961. 
1961. vii+12 P. t+ @ Item 996 
L.C. card 49-46343 
Supplemental appropriation for Department of Labor, increase in limitation 
or Department of Health, Education, and Welfare, and reduction in sup- 
lemental hr ome for Post Office Department, [fiscal year] 1961. 
eb. 17, 1961. Pp. t @ Item 996 
American education, message from President of United States; Feb. 20, 1961. 
1961.] 6p. ¢t @ Item 996 
4C, card 61-60730 
Refunds and credits of internal revenue taxes, letter from chairman, Joint 
Committee on Internal Revenue Taxation, transmitting report for fiscal 
ear 1959; Feb. 21,1961. 1961. ix+22p. t © Item 996 
.C, card 39-26737 
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94. 


95. 


96. 


97. 


98. 


99. 


101. 
102. 


103. Pr 


104. 
105. 


Aprit 1961 


Natural resources, —"" Sige President of United Spaeee. relative to our 
natural resources. Feb. 23,1961. 9p. + @ Item 996 
L.C. card 61-60731 

Amendment : _ et for oe year 1962 for Post Office Department. Feb. 
238, 1961. e @ Item 996 

Federal roam ow go highway program, message from President of United 
States relative to our Federal pay-as-you-go highway program. Feb. 2 
1961. p. * Paper,10c. @ Item 996 
L.C. card 61-60795 

Amendments to budget for fecal year 1962 for Treasury Department. 
Feb. 28,1961. 2p. + @ Item 996 

Establishment of permanent Peace Corps, message from the President of 
United States. Mar.1,1961. 4p. + @ Item 996 
L.C. card 61—60796 

Report on audit of Virgin Islands Corporation for fiscal year 1960, letter 
from Comptroller General transmitting report; Mar. 1, 1961. 1961. 
vi+85 p.4° + @ Item 996 
1 on cant 46-28608 


. Financial condition cht fiscal operations of highway trust fund, fiscal year 


960, letter ie Acting Secretary of Treasury transmitting 5th annual 

report; Mar. 1,1961. 1961. fii+11p. + @ Item 996 
L.C. card 58-60708 

Amendments to budget for fiscal year 1962 for Department of Justice. 
Mar. 6, 2 Item 996 

Our Nation’s housing, message from President of United States relative to 
our Nation’s housing. Mar. 9,1961. 9p. 7+ @ Item 996 

L.C. card 61-60939 

roposed supplemental appropriation for Chilean reconstruction and re- 

habilitation program, fiscal year 1961. Mar. 14,1961. 1p. + @ Item 


996 
Amendments to budget involving increase for Department of Health, Educa- 
tion, and Welfare, fiscal year 1962. Mar. 14. 1961. 4p. ¢+ @ Item 996 
Appropriation for Inter-American Fund for Social Progress and rehabilita- 
tion of certain areas of southern Chile, message from President of United 
States requesting appropriation. Mar. 14, 1961. 7 p. @ Item 996 


House reports 


Notr.—For titles of bills which these reports accompany, see Congressional 
record index. 
House reports on private bills, 87th Congress. + House Document Room, 
Capitol. @ Item 1008-B 


80. 
85. 
86. 
87. 
91. 


115. 


116. 
117. 
118. 
119. 
121. 


122, 


123. 


125. 
141. 
142. 
143. 
159. 


~] 


Kim Hyoung Geun. Report from Committee on Judiciary to accompany 
H.R. 1329. Mar. 14, 1961. , 

Mrs. Maud A. Provoost. Re port cs nm Committee on Judiciary to accompany 
H.R. 1297. Mar. 14,1961. ¢ 

John Napoli. “a from ¢ “ommittee on Judiciary to accompany H.R. 1346. 
Mar. 14, 1961. 

Worthington Oil Betecrs. Inc. Report from Committee on Judiciary to 
accompany H.R. 1414. Mar. 14,1961. 4p. 

Mary A. Combs. Report from Committee on Judiciary to accompany H.R. 
1508. Mar. 14,1961. 4p. 

James Delbert Hodges. Report from Committee on Judiciary to accompany 
H.R. 8842. Mar. 14, sate 3 p. 

Mrs. Mauricia Reyes. Report £ 7. Committee on Judiciary to accompany 
.R. 3843. Mar. 14 

Melvin H. Baker and Snai V. ker. Report — Committee on Judici- 
ary to accompany H.R. 4206. —— 14, 1961. 

Estate of William M. Farmer. ‘7 wr Committee on Judiciary to 
accompany H.R. 4219. Mar. 14, 1961. 

= Bros., Inc. Report from Committee on Peiiclary to accompany H.R. 

4476. Mar. 14,1961. 9p. 

Estate of Charles H. Biederman. Report from Committee on Judiciary to 
accompany H.R. 4640. Mar. 14, 1961. p. 

Robert Burns DeWitt. Report from Committee on Judiciary to accompany 
H.R. 4 Mar. 14,1961. 3p. 

Mr. and Mrs. James in MeMurray. Report from Committee on Judiciary 
to accompany H.R. 4872. Mar. 14, 19 4p. 

Doris A. Reese. ee from Committee on Judiciary to accompany H.R. 
5457. Mar. 14, 1961. tf 

Maurice Devlin. Report from Committee on Judiciary to accompany H.R. 
1368. Mar. 15,1961. 7p. 

Mario Menna. Report from Committee on Judiciary to accompany H.R. 
1453. Mar. 15, 1961. p. 

Mrs. Sato Yasuda. Report ‘oma Committee on Judiciary to accompany H.R. 
1572. Mar. 15, 1961. 

Essie V. Johnson. Report from Committee on Judiciary to accompany H.R. 
2179. Mar. 15,1961. 3p. 
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House reports on private bills, 87th Congress—Continued 
160. ee c. gs er. Beret: — Committee on Judiciary to accompany 


Mar. 15, 196 


163. Dr. Ree Domjan et al. Report a Committee on Judiciary to accom- 
D. 


pany H.R. 5180. Mar. 15, 1961. 


House reports 


Nots.—For titles of bills which these reports accompany, see Congressional record 


index. 


House reports on public bills, 87th Congress. + House Document Room, 
Capitol. @ Item 1008-A 


1, 
2. 


3. 


10. 


11. 


12. 
13. 
14. 


16. 
17. 


18. 


19. 


Page 32 


Consideration of House pesceties eon Fe pg from Committee on Rules to 
accompany H. Res. 127. Jan. 24,1 1p. 

Authorizing Committee on Public Works to conduct studies and investiga- 
tions within jurisdiction of such Committee. Report from Committee on 
Rules to accompany H. Res. 23. Feb. 1, 1961. C 

Creating select committee to conduct studies and investigations of problems 
of oma banigeee poet from Committee on Rules to accompany H. Res. 

eb. 1, Dp. 

Authorizing Committee on Post Office and Civil Service to conduct investi- 

ations and studies with respect to certain matters within its jurisdiction. 
eport from Committee on Rules to accompany H. Res. 75. Feb. 1, 1961. 


1p 

Authoeisins Committee on Veterans’ Affairs to conduct investigations and 
= 7196 19061 er from Committee on Rules to accompany H. Res. 49 

'e 

Authorizing Committee on Judiciary to conduct studies and investigations 
relating to certain matters within its jurisdiction. Report from Commit- 
tee on Rules to accompany H. Res. 56. Feb. 7, 1961. ; 

Authorizing Committee on Foreign Affairs to conduct full and complete 
investigation of matters relating to laws, regulations, directives, and 
policies including personnel pertaining to Department of State and such 
other departments and agencies engaged primarily in implementation of 
U.S. foreign policy and oversea operations, personnel, and facilities of 
departments and agencies of United States which participate in develop- 
ment and execution of such policy. Report from Committee on Rules to 
accompany H. Res. 60. Feb. a 

Authorizing Committee on Armed Services to conduct full and complete 
investigation and study of all matters relating to procurement by De- 
partment of Defense, personnel of such department, laws administered by 
such department, use of funds by such department, and scientific research 
in re of -— as = ag from Committee on Rules to accom- 

pany es. 

Authorizing Riccar on ot a to conduct studies and investigations. 
—. from Committee on Rules to accompany H. Res. 86. Feb. 7. 1961. 


Authorizing Committee on Interstate and Foreign Commerce to conduct 
investigations and studies with respect to certain matters within its 
Pea tion. > ae from Committee on Rules to accompany H. Res. 108. 

e Pp 

Authorizing Committee on Banking and Currency to conduct studies and 
ene and to make inquiries relating to housing. Report a 
Committee on Rules to accompany H. Res. 143. Feb. 7, 1961. 

Pension for Medal-of-Honor holders. “yo from Committee on Veterans’ 

Affairs to accompany H.R. 845. Feb. 1961. 3 P. 

New modified life plan for NSLI polteyhoiiers, Report from Committee on 
Veterans’ Affairs to accompany H.R. 856. Feb. 21, 1961. 7 p. 

Additional pay for managers and directors of professional services at VA 
medical installations. Report from aT on Veterans’ Affairs to 
accompany H.R. 858. Feb. 21, 1961. 

Repealing certain obsolete provisions of title Be, United States Code, relating 
to unemployment compensation for Korean conflict veterans. Report 
from — on Veterans’ Affairs to accompany H.R. 860. Feb. 21, 

Pp. 

Effective date of certain statutory awards. Report a Committee on 
Veterans’ Affairs to accompany H.R. 861. Feb. 21, 1961. 7p 

*topeat findings of fact and conclusions of law by Board of Veterans’ 

po Report from Committee on Veterans’ Affairs to accompany 
Feb. 21, 1961. ot? 

Countian’ peels time in more than one period of war. Report from Com- 

mittee on Veterans’ Affairs to accompany H.R. 2953. Feb. 21, 1961. 


p. 

Outpatient care of Indian war veterans. Report, bio ere on Vet- 
erans’ Affairs to accompany H.R, 3587. Feb. 961. 4 

Authorizing Committee on Merchant Marine and Fisheries to conduct certain 
studies and investigations. ee from Committee on Rules to accom- 
pany H. Res. 98. Feb. 22, 1961. 1 p. 
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5663 
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5674 
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5679 
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5681 
5682 


5683 


5684 


5685 


5686 


5687 


30. 


31. 


39. 


40. 
41. 


43, 


44, 


45. 


46. 


Aprin 1961 


Authorizing Committee on Interior and Insular Affairs to make investigations 
into any matter within its jurisdiction, and for other purposes. Report 
from Committee on Rules to accompany H. Res. 92. Feb. 39, 1961. 1p. 

Authorizing Committee on Science and Astronautics to conduct studies and 
investigations and make inquiries with respect to aeronautical and other 
scientific research and development and outer space. Report from Com- 
mittee on Rules to accompany H. Res. 55. Feb. 22, 1961. 1 p. 

Authorizing Committee on Education and Labor to conduct certain studies 
and investigations coming within its jurisdiction. Report from Com- 
mittee on Rules to accompany H. Res. 141. Feb. 22, 1961. 1 p. 

Creating joint committee to commemorate 100th anniversary of 1st inaugural 
of Abraham Lincoln. Report from Committtee on Rules to accompany 
H.J. Res. 155. Feb. 22, 1961. 1p. 

U.S. merchant vessel and waterfront security act of 1960. Report from 
area on Un-American Activities to accompany H.R. 4469. Feb. 23, 

P p. 

Creating Select Committee on National Fuels Study. Report from Com- 
mittee on Rules to accompany H. Res. 183. Feb. 23, 1961. 1 . 

Temporary extended Unemployment compensation act of 1961. Report of 
Committee on Ways and Means to accompany H.R. 4806; Feb. 25, 1961. 
1961. 1ii+42 P [Includes minority views.] 

L.C. card 61-60797 

Aid to dependent children of unemployed eats. Report from Committee 
on Ways and Means to accompany H.R. 4884. Feb. 27, 1961. 14 p. 
[Includes supplemental views of Thomas B. Curtis and separate views 
of Bruce Alger. ] 

L.C. card 61-60697 

Feed program for 1961. Report from Committee on Agriculture to accom- 
pany ial 4510. Feb. 27, 1961. 27 p. [Includes minority reports and 
views. 

L.C. card 61—60696 

Providing funds for expenses of investigations and studies authorized by 
House resolution 75. Report from Committee on House Administration 
to accompany H. Res. 76. Feb. 28, 1961. 1 p. 

Providing funds for expense of studies and investigations authorized by 
House resolution 86. Report from Committee on House Administration to 
accompany H. Res. 94. Feb. 28, 1961. p. 

Providing for expenses of investigation and study authorized by House 
resolution 78. Report from Committee on House Administration to ac- 
company H. Res. 79. Feb. 28, 1961. p. 

To provide funds for expenses of studies, investigations, and inquiries 
authorized by House resolution 143. Report from Committee on House 
Administration to accompany H. Res. 144. Feb. 28, 1961. 1 p. 

Providing for expenses incurred ——- to House resolution 141. Report 
from Committee on House Administration to accompany H. Res. 149. 
Feb. 28, 1961. 1p. 

Providing for expenses of conducting studies and investigations authorized 
by House resolution 6 [60]. Report from Committee on House Admin- 
istration to accompany H. Res. 61. Feb. 28,1961. Ip. 

Providing funds for Committee on House Administration. Report from 
ge on House Administration to accompany H. Res. 158. Feb. 28, 

a p. 

Providing funds for expenses of saepatiga tiene authorized by House resolu- 
tion 92. Report from Committee on House Administration to accompany 
H. Res. 128. Feb. 28, 1961. ; 

Providing for expenses of conducting studies and investigations authorized 
by rule XI(8) incurred by Committee on Government Operations. Report 
from Committee on House Administration to accompany H. Res. 70. 
Feb. 28, 1961. 1p. 

Providing funds for Committee on Interstate and Foreign Commerce. Re- 
port from Committee on House Administration to accompany H. Res. 165. 
Feb. 28, 1961. Dp. 

Providing funds for Committee on Judiciary. Report from Committee on 
House Administration to accompany H. Res. 68. Feb. 28, 1961. 1 p. 

Providing funds for expenses of studies and investigations authorized by 
House resolution 98. Report from Committee on House Administration 
to accompany H. Res. 99. Feb, 28, 1961. 

Providing funds for expenses of studies, investigations, and inquiries au- 
thorized by House resolution 23. Report from Committee on House 
Administration to accompany H. Res. 136. Feb. 28, 1961. 1 p. 

Providing funds for expenses of studies, investigations, and inquiries author- 
ized by House resolution 55. Report from Committee on House Admin- 
istration to accompany H. Res. 85. Feb. 28,1961. 1p. 

Providing funds for expenses of Select Committee on Small Business au- 
thorized by House resolution 46. Report from Committee on House 
Administration to accompany H. Res. 148. Feb. 28, 1961. 1 p. 

Providing for further expenses of investigations and study authorized by 
House resolution 49. eport from Committee on House Administration 
to accompany H. Res. 50. Feb. 28, 1961. 

Consideration of H.R. 4806. Report from Committee on Rules to accom- 
pany H. Res. 1095. Feb. 28,1961. 1p. 


*For Sale by Superintendent of Doeuments 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 


Mailing Address for All Agencies Listed Is Washington 25. D.C., 
Unless Otherwise Indicated Page 33 








GOVERNMENT PUBLICATIONS 


House reports on public bills, 87th Congress—Continued 


5688 47. 
5689 48. 
5690 49. 
5691 50. 
5692 51. 
5693 52. 
5694 54. 
5695 55. 
5696 57. 
5697 59. 
5698 60. 
5699 61. 
5700 62 

5701 63 

5702 64 

5703 65 

5704 66. 
5705 67. 
5706 68 

5707 69. 
5708 70. 
5709 71. 
5710 72. 
5711 74, 
5712 75. 


Page 34 





Adjustment of funds available for farm operating loans. Report from Com- 
mittee on aun to accompany H.R. 1822. Mar. 1, 1961. 3 p. 
L.C. card 6 794 

Authorizing expenditure of certain funds for expenses of Committee on Un- 
American Activities. Report from Committee on House Administration 
to accompany H. Res. 167. Mar. 1, 1961. 1p. 

Disposition of sundry papers. Report from Joint Committee on — 
of Executive Papers pursuant to 57 Stat. 380. Mar. 2, 1961. 

Extending time in which Outdoor Recreation Resources Review mA ewe 
shall submit its final report. Report from Committee on Interior and 
Insular Affairs to accompany H.R. 2204. Mar. 2, 1961. 

Air Force intercontinental ballistic meg construction program. Report 
by Committee on Appropriations ; Mar. 3,1961. 1961. v+7p. 

L.C. card 61-60950 

3d supplemental appropriation bill, 1961. Report from Committee on Ap- 
priations to accompany H.R. 5188. Mar. 3,1961. 19p. 

Providing temporary extension of railroad unemployment insurance bene- 
fits. Report from Committee on Interstate and Foreign Commerce to 
accompany H.R. 5075. Mar. 3, 1961. 16 p. 

Authorizing construction for military departments and reserve components. 
Report from Committee on Armed Services to accompany H.R. 5000. 
Mar. 6, 1961. 8&3 p. il. 

L.C. card 61-—60963 

Compensation under Longshoremen’s and harbor workers’ compensation act. 
Report from Committee on Education and Labor to accompany H.R. 1258. 
Mar. 6, 1961. 3p. 

Consideration of i. R. 4510. Report from Committee on Rules to accompany 
H. Res. 208. Mar. 6, 1961. p. 

Consideration of H.R. 4884. Report from Committee on Rules to accom- 
pany H. Res. 209. Mar. 6,1961. 1p. 

Amending transitional provisions of Federal insecticide act as amended. 
oo ~~ Committee on Agriculture to accompany H.R. 4662. Mar. 7, 

‘ p. 

Repeal of mustering-out payments section of title 38, United States code. 
Report from Committee on Veterans’ Affairs to accompany H.R. 859. 
Mar. 7, 1961. 8 

Providing vocational rehabilitation to veterans with service-connected dis- 
abilities who served generally after Jan. 31, 1955. Report from Com- 
mittee on Veterans’ Affairs to accompany H.R. 848. Mar. 7, 1961. 7 p. 

Special dividends for certain NSLI policyholders. Report from Committee 
on Veterans’ Affairs to accompany H.R. 4539. Mar. 7, 1961. 9 p. 

Amending sec. 510 of Interstate commerce act to extend loan guaranty 
authority of Interstate Commerce Commission. Report from Committee 
on Interstate and Foreign Commerce to accompany H.R. 1163. Mar. 

Pp 

Authorizing sale of certain calcines and matte in strategic and critical 
materials stockpile. Report from Committee on Armed Services to accom- 
pany H.R. 4435. Mar. 8,1961. 4p. 

Chronology of missile and astronautic events. Report of Committee on 
Science and Astronautics; Mar. 8, 1961. 1961. ix+189 p. (Serial b.) 
* Paper, 55c. 

L.C. card 61—60862 

6th NATO parliamentarians’ conference. Report of House delegation to 6th 
conference of members of parliament from NATO countries held in 
Paris, Nov. 21-26, 1960. 1961. iv+9p. 

L.C. card 57-61187 

Federal executive pay act of 1956 and Classification act of 1949, as amended 
and supplemented, and related provisions of law; prepared under direc- 
tion of Committee on Post Office and Civil Service’ by Office of Legislative 
Counsel, House of Representatives, with assistance of Civil Service Com- 
mission : Mar. 9. 1961. 1961. ix+120 p. * Paper, 35c 
L.C. card 61-60861 

Special study mission to Latin America: Venezuela, Brazil, pzscntins, Chile, 
Bolivia, Panama. Report by Armistead I. Selden, jr., te B, Fascell, 

ursuant to H. Res, 113, 86th Congress; Mar. 9, 1961. OL, ix+ 47 p. 
4.C, card 61-60675 

Research needs for salt water conversion. Staff report _ Committee on 

Science and Astronautics; Mar. 10, 1961. 1961. ix+222 p. il. 
Serial a.) 
4C. card 61—60901 

Consideration of H.R. 1163. set from Committee on Rules to accompany 

es. 222. Mar. 13, 1p. 

Consideration of 8. 1173. Report from Committee on Rules to accompany 


. Res. 224. Mar. 13,1961. 1p. 
Fair labor standards amendments of 1961. Report ie F Committee on 
Education and Labor to accompany H.R. 3935. Mar. 13, 1961. 77 p. 


et cna minority, additional, separate, and supplemental views. ] 
.C, card 61-60860 
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5713 


5714 


5715 


5716 
5717 


5718 


5719 


5720 


572 


5730 


5731 


7 


32 


AprIL 1961 


76. Amending sec. 3 of Puerto Rican Federal relations act. Report from Com- 
mittee on Interior and Insular Affairs to accompany H. J. Res. 124. 
Mar. 14,1961. Sp. 

77. Increased compensation for certain service-connected disabled veterans. 
Report from Committee on Veterans’ Affairs to accompany H.R. 873. 
Mar. 14,1961. 6p. 

78. Providing additional eempensation for veterans having service-incurred dis- 
ability of deafness of both ears. Report from Committee on Veterans’ 
Affairs to accompany H.R. 846. Mar. 14,1961. 5p 

79. Extend and amend 1 ed act. Report from Committee on Agriculture to 
accompany H.R. 54638. Mar. 14,1961. 12p. [Includes minority views.] 

126. Increasing basie clerk hire allowance of each member of House, and for 
other purposes. Report from Committee on House Administration to 
accompany H. Res. 219. Mar. 15,1961. 1p. 

127. Providing funds for necessary miscellaneous expenses of Committee on 
District of Columbia. Report from Committee on House Administration 
to accompany H. Res. 189. Mar. 15, 1961. 1 p. 

128. Providing funds for necessary expenses of Committee on Banking and Cur- 
rency. Report from Committee on House Administration to accompany 
H. Res. 200. Mar. 15,1961. 1p. 

129. Authorizing employment of 1 additional laborer, Office of Postmaster of 
House of Representatives. Report from Committee on House Administra- 
tion to accompany H. Res, 225. Mar. 15, 1961. 1p. 

132. Printing as House document publication Facts on communism, v. 2, Soviet 
Union, from Lenin to Khrushchev, and to provide for printing of additional 
copies. Report from Committee on House Administration to accompany 
H. Con. Res. 51. Mar. 15, 1961. a 

133. Providing for printing of House document. Report from Committee on 
House Administration to accompany H. Con. Res. 81. Mar. 15, 1961. 1p. 

134. oe printing of additional copies of report Communist target, youth, 
communist infiltration and agitation tactics. Report from Committee on 
— Administration to accompany H. Con. Res. 142. Mar. 15, 1961. 


Pp 

135. Authorizing printing as House document certain material relating to Frying- 
pan-Arkansas project. Report from Committee on House Administration 
to accompany HI. Res. 91. Mar. 15, 1961. 1 p. 

136. Authorizing printing of additional copies of House report 2237, 86th Con- 
gress, 2d session. Report from Committee on House Administration to 
accompany H. Res. 104. Mar. 15,1961. 1p. 

137. Providing for additional copies of House document 118, 86th Congress, 1st 
session, entitled House Committee on Un-American Activities, what it is, 
what it does. Report from Committee on House Administration to ac- 
company H. Res, 201. Mar. 15,1961. 1p. 

139. To print as Senate document compilation of studies of U.S. foreign policy. 
Report from Committee on House administration to accompany S. Con. 
Res. 7. Mar. 15, 1961. 

164. —. certain beach erosion contro] of shore in San Diego County, 

Calif. a from Committee on Public Works to accompany S. 307. 
Mar. 15, 1 4p. 


Agriculture Committee, House 


[Committee hearings] serial, 87th Congress. ~ @ Item 1010 
A. Emergency feed grain program, hearings before Subcommittee on Livestock 
and Feed Grains, 87th Congress, 1st session, on H.R. 4510, Feb. 21 and 22, 
61. 1961. ili+110 p. il. 
L.C. card 61-—60832 Y 4.Ag 8/1: G 76/13 
Special study on sugar, report of special study group on sugar of Depart- 
ment of Agriculture; Feb. 14, 1961. 1961. iv+89 p. il. 1 tab. (Com- 
mittee print, 87th Congress, 1st session.) * Paper, 35ce. 
L.C. card 61-60897 Y 4.Ag 8/1: Su3/18 


Appropriations Committee, House 


Air Force intercontinental ballistic missile base construction program, 
hearings before subcommittee, 87th Congress, 1st session. 1961. ii+ 
810+ii p.1ltab. + @ Item 1011 
L.C. card 61-60703 Y 4.Ap 6/1: Ai 7/3 


Department of Defense appropriations for 1962, hearings before Subcom- 
mittee, 87th Congress, 1st session. 


pt. 1. — ong patamtaaaes military personnel. 1961. {ii+874-+4-xii p. fl. 
tem 1 
L.C. card 61-60926 Y 4.Ap 6/1: D 36/5/962/pt.1 
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8d supplemental appropriation bill, 1961, hearings before subcommittee, 
87th Congress, 1st session. 1961. ii+678+ix p. ~ @ Item 1011 
L.C. card 61-60693 Y 4.Ap 6/1: Ap 6/2/961-3 


Treasury-Post Office Departments appropriations for 1962, hearings be- 
fore subcommittee, 87th Congress, Ist session. 1961. ii+369-+-vi p. il. 
[Relates to Post Office Department.] ft @® Item1011 
L.C. card 61-60881 Y 4.Ap 6/1: P 84/962 


Armed Services Committee, House 


[Papers], 87th Congress. + @® Item 1012 Y 4.Ar 5/2a : 961-62/ (nos. ) 
1. eX ae of House Committee on Armed Services, Feb. 16, 1961. [1961.] 


- 


2. Military construction authorization bills, hearings, 87th Congress, 1st session, 
pursuant to H.R. 2743 and H.R. 5000, Feb. 20-Mar, 2, 1961. [1961.] 


cover title, ii+ 13-515 p. il. 

3. Full committee consideration of H.R. 5174 and H.R. 5175, to authorize appoint- 
ment of Dwight David Eisenhower to active list of Regular Army, and for 
other purposes; Mar. 3, 1961. [1961.] _p. 517-525. 

4. Full committee consideration of H.R. 4435, to authorize sale, without regard 
to 6-month waiting period prescribed, of certain calcines and matte proposed 
to be disposed of pursuant to strategic and critical materials stock piling 
act. [1961.]  p. 527-531 


Banking and Currency Committee, House 


Area redevelopment act, hearings before Subcommittee No. 8, 87th Con- 
gress, Ist session, on H.R. 4569, Feb. 24—Mar. 13, 1961. 1961. vii+804 
p.il. + @ Item 1013 
L.C. card 61-60887 Y 4.B 22/1: Ar 3/2/961 


District of Columbia Committee, House 


Increase sales tax in District of Columbia, hearing, 87th Congress, 1st 
session, on H.R. 258, Mar. 15, 1961. 1961. iii+43 p. il. f @ Item 
1014 
L.C. card 61-60925 Y 4.D 63/1: Sa 3/2 

Proposed tax legislation for District of Columbia, hearing, 87th Congress, 
1st session, on proposed new tax legislation for District of Columbia, 
Feb. 27,1961. 1961. ii+28p. + @ Item 1014 
L.C. card 61-60754 Y 4.D 68/1: T 19/8 


Education and Labor Committee, House 


Amendments to Longshoremen’s and harbor workers’ compensation act, 
hearings before Select Subcommittee on Labor, 87th Congress, 1st ses- 
sion, on H.R. 1258, Feb. 21, 1961. 1961. iii+6 p. + @ Item 1015 
L.C. card 61-60840 Y 4.Ed 8/1: L 86/3/961 


To amend Fair labor standards act, hearings before Special Subcommittee 
on Labor, 87th Congress, 1st session, on H.R. 3935, and various bills 
regarding minimum wage legislation, Feb. 17-24, 1961. 1961. viii+637 
p. t @ Item 1015 
L.C. card 61-60839 Y 4.Ed 8/1: L 11/10/961 


Foreign Affairs Committee, House 


Gold and United States balance of payments deficit ; prepared by [Howard 
S. Piquet] Legislative Reference Service, Library of Congress for 
Committee on Foreign Affairs; Feb. 13, 1961. 1961. viii+50 p. (Com- 
mittee print, 87th Congress, Ist session.) + 
L.C. card 61-60677 Y 4.F 76/1: G 56/2 
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5745 


5746 


5747 


5748 


5749 


5750 


5751 


5752 


5754 


Apri. 1961 


Special study mission to Far East, report by Leonard Farbstein, pursuant 
to H. Res. 113; Dec. 30, 1960. 1961. v+7p. (Committee print, 86th 
Congress, 2d session.) ¢ 
L.C. card 61-60878 Y 4.F 76/1: Ea 7/2 


Government Operations Committee, House 


Selective certification method of appointing hearing examiners, hearings 
before subcommittee, 86th Congress, 2d session, Aug. 25 and 26, 1960. 
1961. v+93p. + @ Item 1016 
L.C. card 61-60843 Y 4.G 74/7: H 35 


Interior and Insular Affairs Committee, House 


[Committee hearings] serial, 86th Congress. ¢ ® Item 1023 
28. Cape Cod National Seashore Park, hearings before subcommittee on public 
lands, 86th Congress, 2d session, consideration of various proposals for 
establishment of Cape Cod National Seashore Park in Commonwealth of 
Massachusetts, Dec. 16 and 17, 1960. 1961. v+232 p. [These hear- 
ings were held at Eastham, Mass.] 7 
L.C. card 61-60798 Y 4.In 8/14: 86/28 
Committee print, 87th Congress, 1st session. 
1. Texts of Organic act of Guam (as amended to Dec. 31, 1960), Revised organic 
act of n Sen Islands (as amended to Dec. 31, 1960), constitution of 
American Samoa (promulgated by Secretary of Interior, effective Oct. 17, 
1960) ; Mar. 6, 1961. 1961. ii+64 p. [English and Samoan.] f 
Y 4.In 8/14: G 93/5 
Indian heirship land study. (House committee print 27, 86th Congress, 
2d session. ) 
L.C. card 61-60539 Y 4.In 8/14: In 2/9/v. (nos. ) 
v.1. Analysis of Indian opinion as expressed in questionnaires; Dec. 31, 1960. 
1961. xv+555 p.il. 1 pl. 3 maps. 
2. Tabulation of questionnaires circulated to various Indian land holders con- 
cerning heirship problems; Dec. 1960. 1960. xv+-1010p 
Alaskan and Hawaiian transportation, joint hearings, see Interstate and 
Foreign Commerce Committee, Senate. 


Post Office and Civil Service Commitice, House 


Personnel procurement costs of selected defense contractors for recruit- 
ment of engineers and scientists, fiscal year 1959 [report from] sub- 
committee on manpower utilization, 86th Congress, 2d session; Sept. 
1960. 1960. vii+9 p. (Committee print.) 7 
L.C. card 61-60543 Y 4.P 84/10: P 48/3 

Survey of certain aspects of ballistic missile program of Department of Air 
Force, as developed by Subcommittee on Manpower Utilization and by 
Comptroller General of United States; Dec. 30, 1960. 1960. viii+60 p. 
(Committee print) f 
L.C. card 61-60544 Y 4.P 84/10: B 21 


Public Works Committee, House 


Relationship between contractors and State personnel in Florida, hearings 
before special subcommittee on Federal-aid highway program, &6th 
Congress, 2d session, Dec. 5-13, 1960. 1961. iii+454 p. il. + © Item 
1024 
L.C. card 61-60486 Y 4.P 96/11: F 66 


Science and Astronautics Committee, House 


[Paper], 86th Congress, 2d session. f @ Item 1025-A 


14, pt. 2. Bill to provide for establishment under National Science Foundation, 
of National Science Academy, hearing before subcommittee no. = 86th 
Congress, 2d session, on H.R. 4986, Dee. 6, 1960. 1961. iii+54 

Y 4.Sei 2: 86- 20 14/pt2 2 
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5758 
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[Paper], 87th Congress, 1st session. ~ @ Item 1025-A 
1. Discussion of U.S. satellite ped system, hearings, 87th Congress, 1st ses- 
sion, Feb. 15, 1961. 1961. iii+43 p. [Open and executive sessions]. 
L.C. card 61-60833 Y 4.Sei 2: 87-1/1 
Report on 11th annual meeting of International Astronautical Federation 
[by George P. Miller]; Feb. 24, 1961. 1961. v+34 p. (Committee 
print, 87th Congress, 1st session.) { 
L.C. card 61-60830 Y 4.Sci 2: In 8 
Research needs for salt water conversion, staff report, 87th Congress, 1st 
session; Jan. 27, 1961. 1961. vi+214 p. il. (Serial a; committee 
print.) [Also issued as H. rp. 71, 87th Cong. 1st sess.] ¢ 
L.C. card 61-60542 Y 4.Sei 2: 87-1/a 


Ways and Means Committee, House 


Temporary unemployment compensation and aid to dependent children of 
unemployed parents, hearings, 87th Congress, 1st session, on H.R. 3864 
[and] H.R. 3865, Feb. 15-17, 1961. 1961. xi-+-1-11d+12-423 p. il. jf 
@ Item 1028 
L.C. card 61-60707 Y 4.W 36: Un 2/8 


INTERNAL REVENUE TAXATION JOINT COMMITTEE 


Internal revenue code of 1954, as amended and in force on Jan. 3, 1961, 
prepared for use of Joint Committee on Internal Revenue Taxation, 
Committee on Ways and Means, and Committee on Finance by staff of 
Joint Committee on Internal Revenue Taxation. 1961. xliv+1148 p. 
* Pape r, $3.2 25. 

L.C. re 61-60916 Y 4.In 8/11: In 8/5/961 


PRINTING JOINT COMMITTEE 


Government paper specification standards, no. 2, July 1, 1960; Change 
notice 1, effective Jan. 1, 1961. [1961.] [1]+4 leaves, 4° [Issued in 
loose-leaf form.] * Paper, $2.00 (including basic manual and supple- 
ments for indefinite period); 50c. additional for foreign mailing. 


@ Item 1004-B Y 4.P 93/1 : 7/2/ch.1 
SENATE 

Telephone directory, Senate, spring 1961. [1961.] cover title, 92 p. 4° 

[Text on p. 2 and 8 of cover.] * Paper, 65c. Y 1.3: T 23/961 


Senate bilis 


Note.—The following list includes all public bills and resolutions introduced 
during the period of this catalog. Amendments are not listed. 

For information concerning bills, see (1) Senate calendar, (2) Congressional 
record index, or (3) Digest of public general bills prepared by the Legislative Refer- 
ence Service, Library of Congress. 

Depository libraries should consult the depository shipping lists for a complete 
list of the bills and resolutions sent to them by the Superintendent of Documents. 


S. 858, 909, 977, 985-997, 1000-03, 1005, 1010-16, 1018-21, 1023, 1025-30, 
1032, 1034-44, 1048-49, 1052, 1055-63, 1066-67, 1069-72, 1078, 1080, 1083- 
87, 1089-90, 1101-04, 1106-40, 1142-46, 1149, 1151-59, 1161-62, 1165-66, 
1176, 1178, 1181-84, 1186-89, 1191-93, 1195-99, 1200-03, 1208-12, 1214-15, 
1220-32, 1235, 1288-43, 1245-51, 1253-61, 1265-68, 1271, 1275, 1277-89, 
1291-1300, 1304, 1306-11, 1313-22, 1324-31, 1333-34, 1336-40, 1842, 1344, 
1346, 1349, 1351, 1353, 1856-72, 1874-76, 1378-87, 1390-96, 1399-1403, 
1406-16, 1418-19, 1428-28, 1483, 1435-38, 1440, 1445-47, S.J. Res. 51, 53- 
69, S. Con. Res. 14-18, S. Res. 90-114, 116-117. 87th Congress. ® Item 
1006. 
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Senate documents 


Note.—All Senate documents, entries for which are followed by a +, may be 
obtained from Senate Document Room or from the issuing office. 


Senate documents, 86th Congress. 


5763 126. Internal security manual, provisions of Federal statutes, Executive orders, 
n and congressional resolutions relating to internal security of United States 
e (to Jan. 1, 1961) [prepared by Mollie Z. Margolin, Legislative Reference 


Service, Library of Congress, edited by Herbert C. Kirstein, legislative 
assistant, Senate Foreign Relations Committee] ; Aug. 31, 1960. Revised 


8 {edition]. 1961. xx+496 p. [Revision of Senate document 40, 86th 
Congress, 1st session.}] * Paper, $1.25. (To be sent to depository li- 
t braries in serial set binding). 
e L.C. card 61-60651 
Senate documents, 87th Congress. 
a 5764 1. Annual report to Congress of Atomic Energy Commission for 1960. Jan. 
1961. xiv+544 p. il. *(Available in special departmental edition $1.75, 


Y¥ 3.At7:1/960. Y3.At 7:2 P94/2/960. See Entry no. 5408. Sent to 
depositories in regular departmental edition. See Entry no. 5405.) 


5765 2. Senate manual containing standing rules, orders, laws, and resolutions 
f affecting business of Senate, Jefferson’s manual, Declaration of Inde- 
) pendence, Articles of Confederation, Constitution of United States, ete. ; 
4 prepared by Gordon F. Harrison and John P. Coder. 1961. iv+[1]+ 
+ 821 p. * Paper, $2.25. @ (To be sent to depository libraries in Serial set 
binding). 
L.C. card 1-922 
/8 5766 10. Colorado River storage project and participating projects, letter from As- 


sistant Secretary of Interior, transmitting 4th annual report [fiscal year 
1960] on status of Colorado River storage project and participating proj 
ects pursuant to Public law 485 of 84th Congress (70 Stat. 105), together 
with statement and pertinent comments thereto by Senator Anderson of 


1 New Mexico; Jan. 30,1961. 1961. iii+3l1p. ¢ © Item 996 

yas L.C. card 58—61185 

n, 5767 11. Financial management in Federal Government, comprehensive analysis of 

of existing and proposed legislation including financial management im 
provements made on Government-wide basis ; prepared by the staff of Com- 

). mnittee on Government Operations, Feb. 138, 1961. 1961. x-+369 p. 
* Paper, $1.00. @ Item 996 

61 L.C. card 61—60692 

5768 12. Special feed grain program for 1961, communication from President of United 


States, transmitting draft of proposed bill to provide special porgram for 
feed grains for 1961. Feb.20,1961. Sp. ¢ @ Item 996 
L.C. ecard 61-60739 


5769 14. Khrushchev’s speech of Jan. 6, 1961, summary and interpretive analysis, pre- 
ge pared at request of Alexander Wiley, by Legislative Reference Service, 
in Library of Congress; Feb. 22, 1961. [1961.] 9p. + @ Item 996 
le- L.C. card 61—60801 
: 5770 15. Documentation, indexing, and retrieval of scientific information, study of Fed- 
1g eral and non-Federal science information processing and retrieval pro- 
ay gram, [prepared by Staff of] Committee on Government Operations, Senate, 


addendum to Senate document 1138 of 86th Congress; Mar. 9, 1961. 1961. 

v+22p. *Paper,15c. @ Item 996 

4° L.C. card 60—61883 

61 5771 20. Report on United States foreign operations, 1960; by Allen J. Ellender. 
1961. xii+1150 p. il. 1 pl. [Pages 997-1001 have been printed as one 

pace] Pi Paper, $3.00. (To be sent to depository libraries in Serial set 

nding). 
L.C, card 61-60965 


ced Senate executive documents 
nal ’ , Pm 4 
fer- Senate executive documents, 87th Congress, Ist session. tf 
Y 1.87/1: (letters) 
— 5772 A. Convention with United Arab Republic, message from President of United 
States transmitting convention between United States and United Arab 
30 Republic for avoidance of double taxation of income, prevention of fiscal 
, evasion with respect to taxes on income, and elimination of obstacles of 
4 a rag oo — and investment, signed Washington, Dec. 21, 1960. 
‘ Jan. 11, 1961. 8 p. 
15, L.C. card 61-60953 
89. 57738 B. Convention with Israel, message from President of United States transmitting 
344, jo phe aeons Saree States and anne Soe _— - double tax- 
’ ation of income and for encouragement of international trade and invest- 
103 ment, signed Washington, Sept. 30, 1960. Jan. 11, 1961. 14 p. [Injune- 
53 Sos of er elle Jan. 11, 1961.] 
etal aC, car - 
tem 
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Senate executive documents, 87th Congress, 1st session—Continued 


5774 Cc. wae with Canada, message from President of United States transmitting 
treaty between United States and Canada, signed Washin ington, 3 am BS 1961. 
Jan. 17, 1961. 3830p. [Injunction of secrecy removed 7, 1961. Re- 
ae to cooperative development of water resources of columbia River 


n.] 
r c card 61-60955 
5775 D. Agreement with Germany, message from President of United States transmit- 
ting 2d agreement between United States and Federal Republic of Germany, 
signed Bonn, Aug. 16, 1960. Jan. 17, 1961. 8 p. [Injunction of secrecy 
removed Jan. 17, 196i. Relates to matters ‘arising from validation of Ger- 


man dollar bonds.] 
L.C. card 61-60956 
Convention on Organization for Economic Cooperation and Development, mes- 
sage from President of United States transmitting copy of convention on 
Organization for Economic Cooperation and Development, signed Paris, 
Dec. 14, 1960. Jan. 17, 1961. 14 p. [Injunction of secrecy removed 
Jan. 17, 1961.] 
L.C. card 61-60957 
5777 F. Convention of World Meteorological Organization, message from President of 
United States transmitting text of amendment to art. 10(a)(2) and 13, of 
World Meteorological Organization, held at Geneva, Apr. 1~28, 1959. Jan. 
17, 1961. 5 p. [Injunction of secrecy removed Jan. 17, 1961. English 
and French. ] 
L.C. card 61-60958 
5778 G. Convention with Canada, message from President of United States trans- 
mitting convention between United States and Canada, signed Washington, 
Feb. 17, 1961. Mar. 13, 1961. 11 p. _ [Injunction of secrecy removed 
Mar. 13; 1961. Relates to avoidance of double taxation and prevention of 
fiscal evasion with respect to estate taxes.] 
L.C. card 61-60959 


5 


5776 


Senate executive reports 


Senate executive reports, 87th Congress, 1st session. t 
. Y 1.87/1: rp. (nos.) 
5779 1. Organization for Economic Cooperation and Development. Report of Com- 
mittee on Foreign Relations on Executive E, 87th Congress, 1st session ; 

Mar. 8, 1961. 1961. iii+21 p. 

L.C. card 61-60951 

5780 2. Columbia River treaty. Report of Committee on Foreign Relations on Execu- 
tive C, 87th Congress, 1st session; Mar. 15, 1961. 1961. iv-+-14 p. il. 


L.C. card 61—60952 


Senate reports 


‘ Notge.—For titles of bills which these reports accompany, see Congressional record 

ndex. 

Senate reports on public bills, 87th Congress. + Senate Document Room, 
Capitol. @ Item 1008—A 


5781 4. Government procurement, 1960. Report of Select Committee on Small Busi- 
ness on lack of competition in military procurement and its impact on 


re together with supplemental views; Jan. 17, 1961. 1961. 
1ii+3 

L.C. card 61-60961 

5782 5. Authorizing employment of temporary clerical assistant. Report from Com- 


7 g Post Office and Civil Service to accompany S. Res. 22. Jan. 17, 

6 p. 

5783 7. Reception of foreign dignitaries. Report from Committee on Rules and Admin- 
istration to accompany S. Res. 40. Jan. 26,1961. 2p. 

5784 8. Study of U.S. foreign policy. Report sea Committee on Rules and Adminis- 
tration to accompany S. Res. 41. Jan. 26,1961. 1p. 

5785 9. Investigation of aeronautical and space activities of Federal departments 
and agencies. Report from Committee on Rules and Administration to 
accompany S. Res. 45. Jan. 26,1961. 3p. 

5786 10. Investigations by Committee on Interlor and Insular Affairs. Report from 
‘on se on Rules and Administration to accompany S. Res. 47. Jan. 26, 

Pp 

5787 11. Investigation of juvenile delinquency. Report from Committee ~ Rules and 
Administration to accompany S. Res. 48. J , 1961. BF 

5788 12. Internal sec “ryt Report from Committee on “Hales and ‘Administration to 
acco pane ¢- Res. 49. Jan. 26,1961. 4p. 

5789 13. — administrative practice and procedure in Government departments 
and agencies. Report from Committee on Rules and Administration to 
accompany 8S. Res. 51. Jan. 26,1961. 4p. 
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. Study of national penitentiaries. 


. Study of refugees and escapees by Committee on Judiciary. 


Aprin 1961 


Investigation of administration of antitrust and monopoly laws. Report from 
Committee on Rules and Administration to accompany S. Res. 52. Jan. 26, 


1961. 


p. 
. Study of constitutional rights. Report from Committee on Rules and 
1. 4p. 


Administration to accompany S. Res. 53. Jan. 26, 1961. 

Study of matters pertaining to revision and codification of statutes of United 
States. Report from Committee on Rules and Administration to accom- 
pany S. Res. 54. Jan. 26,1961. 4 p. 


. Study of Federal judicial system. Report from Committee on Rules and 
4 p. 


Administration to accompany S. Res. 56. Jan. 26, 1961. 

F Report from Committee on Rules and 
Administration to accompany S. [Res.] 57. Jan. 26, 1961. 2 p. 

Study of matters pertaining to constitutional amendments. Report from 
Committee on Rules and Administration to accompany S. Res. 59. Jan. 26, 


961. 3p. 
. Investigations by Committee on Armed Services. Report from Committee on 


Rules and Administration to accompany S. Res. 43. Jan. 26, 1961. 3 p. 
Report from 


we ae on Rules and Administration to accompany S. Res. 50. Jan. 26, 
a1, Dp. 


. Examination of administration of Patent Office and Review of statutes relat- 


ing to patents. Report from Committee on Rules and Administration to 
accompany S. Res. 55. Jan. 26,1961. 4p. 


. Authorizing Committee on Banking and Currency to investigate certain mat- 


26 
ters under its jurisdiction. Report from Committee on Banking and 
Currency to accompany S. Res. 44. Jan. 26,1961. 2 p. 

27. Study of Federal housing programs. Report from Committee on Banking 
and Currency to accompany S. Res. 25. Jan. 26, 1961. 3 p. 

28. To further amend Reorganization act of 1949. Report from Committee on 
Government Operations to accompany 8S. 153. Jan. 30, 1961. 1 " 

29. Report of Select Committee on Natural Water Resources, pursuant to S. Res. 
48, S6th Congress, together with supplemental and individual views; 
Jan. 30,1961. 1961. x-+-147 p. il. map. 

L.C. card 61-60710 

80. Review of Small Business Administration activities, 1959-60. Report of 
Select Committee on Small Business; Feb. 2, 1961. 1961. iii+-15 p. il. 
L.C. card 61—60960 

31. Study of effectiveness of governmental organization and procedure in contest 
with world communism. Report from Committee on Rules and Administra- 
tion to accompany S. Res. 20. Feb. 2, 1961. 4 p. 

32. Study of banking and currency matters. Report from Committee on Rules 
and Administration to accompany S. Res. 44. Feb. 2, 1961. 3 p. 

83. Additional professional staff members and clerical assistants for Committee 
on Labor and Public Welfare. Report from Committee on Rules and Ad- 
ministration to accompany S. Res. 70. Feb. 2, 1961. 

34. Federal charters, holidays, and celebrations. Report from Committee on 
Rules and Administration to accompany S. Res. 75. Feb. 2, 1961. 2 p. 

35. Study of Federal housing programs. Report from Committee on Rules and 
Administration to accompany S. Res. 25. Feb. 2, 1961. 4 p. 

36. Study of interagency coordination, economy, and efficiency. Report from 
aa WH on Rules and Administration to accompany S. Res. 26. Feb. 
1961. p. 

37. Senate permanent subcommittee on investigations. Report from Committee 
on Rules and Administration to accompany S. Res. 69. Feb. 2, 1961. 10 p. 

38. Investigations by Committee on Interstate and Foreign Commerce. Report 
from Committee on Rules and Administration to accompany S. Res. 74. 
Feb. 2,1961. 8 p. 

89. Review of administration of Trading with the enemy act. Report from 
Committee on Rules and Administration to accompany S. Res. 60. Feb. 2, 
1961. 4p. 

40. Privileges and elections. Report from Committee on Rules and Administra- 
tion to accompany S. Res. 81. Feb. 2,1961. 3p. 

41. Providing additional staff and funds for Committee on Public Works. Report 
from Committee on Public Works to accompany S. Res. 16. Feb. 6, 1961. 

p. 
42. Local 706, plumbers & steamfitters union, El Dorado, Ark. Report of Com- 


. Authorizing distribution of copies of Congressional re 


. Special Committee on Aging. 


. Commerce research in field of meteorology. 


mittee on Government Operations, made by its permanent Subcommittee 
on Investigations, pursuant to S. Res. 249 and sec, 5 of S. Res. 255, 86th 
Congress, 2d session; Feb. 6, 1961. 1961. ifi-+-32 p. 

cord to former Members 
of Congress. Keport from Committee on Rules and Administration to 


accompany 8.451. Feb. 9,1961. 2p. ' 
Providing additional staff and funds for Committee on Public W orks. Report 
rom Committee on Rules and Administration to accompany 8. Res. 16. 

Feb. 9,1961. Sp. 
Report from Committee on Rules and Admin- 


istration to accompany S. Res. 33. Feb. 9, 1961. 14 p. 


L.C. card 61-60698 
Report from Committee on Inter- 
state and Foreign Commerce to accompany 8S, 681. Feb. 13, 1961. 5p. 
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Senate reports on public bills, 87th Congress—Continued 


47. 


48. 


49. 


ox 
= 


61 


62. 


65. 


66. 
67. 
68, 


72. 


Elimination of oath on certain FCC documents. Report from Committee on 
Interstate and Foreign Commerce to accompany S. 683. Feb. 138, 1961. 


5 p. 
International travel. Report from Committee on — and Foreign 
Commerce to seeaeeny'S. 610. Feb. 16, 1961. 12 p. 
L.C. card 61-6069! 
Permitting Soaamlan vessels to serve certain ports in southeastern Alaska. 
Reporr from Committee on Interstate and Foreign Commerce to accompany 
8S. 707. Feb. 16, 1961. 


h Extendin from 4 to 7 months period for which Federal Maritime Board may 


suspend tariff schedules. Report from Committee on Interstate and For- 
eign Commerce to accompany S. 804. Feb. 16,1961. 2p. - 


. 11th annual report of Select Committee on Small Business, Senate, together 


with mepemente) views ; Feb. 16,1961. 1961. v-+86 p. 
L.C. ecard 52-60337 


. Activities of Senate Committee on Government Operations. Report of Com 


mittee on Government Operations and its Subcommittees on National Policy 
Machinery and Reorganization and International Organizations for 86th 
Congress ; Feb. 24, 1961. 1961. iv+99 p. 

L.C. card 53-6023 3 


. Extending time for Outdoor Recreation Resources Review Commission to 


report. Report from Committee on Interior and Insular Affairs to accom- 
pany S. 449. Feb. 28,1961. 3p. 


. Aid for training teachers of deaf, speech pathologists, and audiologists. Re- 


neh from Committee on Labor and Public Welfare to accompany S. 336. 
ar. 2,1961. 5p. 


. Practical nurse training. Report from Committee on Labor and Public Wel- 


fare to accompany S. 278. Mar. 21,1961. 5p. 


. Authorizing certain beach erosion control of shore in San Diego County, 


Calif. Report from Committee on Public Works to accompany S. 307. 
Mar. 2,1961. 4p. 

1961 feed grain program. Report together with supplemental and individual 
views from Committee on Agriculture and Forestry to accompany S. 993. 
Mar. 2, 1961. 16 p. [Corrected print.] 


; aay | appointment of former President Eisenhower as General of 
e 


os, ipet me Committee on Armed Services to accompany S. 1178. 

ar 
L.C. nea 6160907 

Area redevelopment 1961. Report of Committee on Banking and Currency 
ete n. with individual views to accompany S. 1; Mar. 8, 1961. 1961. 
iii+-76 
L.C. card 61-60859 

Printing additional copies of report of Select Committee on National Water 
Resources (S. rept. 29 87th Cong. Ist sess.). Report from Committee on 
Rules and Administration to accompany S. Res. 94 and S. Res. 96. Mar. 8, 


3 p. 


. Printing additional copies of Documentation, indexing, and retrieval of scien- 


tific information (S. doc. 113, 86th Cong., 1st sess.). Report from Com- 
mittee on Rules and Administration to accompany S. Res. 95. Mar. 8, 
1961. 3p. 

Printing as Senate document compilation entitled Legislation on foreign rela- 
tions with explanatory notes. Report from Committee on Rules and Admin- 
istration to accompany S. Res. 102. Mar. 8,1961. 2p. 

Study of migratory labor. Report from Committee on Rules and Adminis 
tration to accompany S. Res. 86. Mar. 8,1961. 4p. 

Educational television. Report from Committee on surentete and Foreign 
Commerce to accompany S. 205. Mar. 14,1961. 20 

Mobile 250th anniversary medal. Report from Committee on Banking and 
Curreney to accompany S. 900. Mar. 14,1961. 3p. 


. Temporary extended unemployment compensation act of 1961. Report to- 


gether with individual views from Committee on Finance to accompany 
{LR 4806. Mar. 15,1961. 27 p. 
L.C. card 61-60894 

Providing temporary extension of railroad unemployment insurance benefits. 
Report from Committee on Labor and Public Welfare to accompany H.R. 
5075. Mar. 15,1961. 10p. 


Aeronautical and Space Sciences Committee, Senate 


Nomination, hearing, 87th Congress, 1st session, on nomination of Edward 
Christy Welsh to be Executive Secretary of National Aeronautics and 
Space Council, Mar. 23, 1961. 1961. iii+5 p. + @ Item on 2—A 
L.C. card 61-60928 Y 4.Ae 8: N 72/961-2 
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5842 


5843 


5544 


5845 


5846 


5S47 


5S48 


5849 


5850 


Apri 1961 


Agriculture and Forestry Committee, Senate 


Nomination of Norman M. Clapp, hearing, 87th Congress, 1st session, on 
nomination of Norman M. Clapp, of Wisconsin, to be administrator of 
Rural Electrification Administration for period of 10 years; Mar. 1, 
1961. 1961. ii+3p. 7 @ Item 1032 
L.C. card 61-60750 Y 4.Ag 8/2: C53 


Nominations of Charles S. Murphy and James T. Ralph, hearing, 87th 
Congress, Ist session, on nomination of Charles S. Murphy, of Maryland, 
to be Under Secretary of Agriculture, and nomination of James T. Ralph, 
of California, to be Assistant Secretary of Agriculture, Mar. 15, 1961. 
1961. ii+6p. + © Item 1032 
L.C. card 61-60885 Y¥ 4.Ag 8/2: M 95 


Nominations of John P. Duncan, jr. and Frank J. Welch, hearing, 87th 
Congress, 1st session, on nomination of John P. Duncan, jr., of Georgia, 
to be Assistant Secretary of Agriculture, and nomination of Frank J. 
Welch, of Kentucky, to be Assistant Secretary of Agriculture, Feb. 15, 
1961. 1961. ii+10p. fT © Item 1032 
L.C. card 61-60672 Y 4.Ag 8/2:D91 


Special feed grain program for 1961, hearing, 87th Congress, 1st session, 
on S. 9938, Feb. 23, 1961. 1961. iii+135 p. T @ Item 1032 
L.C. ecard 61-60751 Y 4.Ag 8/2: G 76/17 


Appropriations Committee, Senate 


Study mission to Africa, Nov.—Dec. 1960, report of Frank Church, Gale 
McGee, and Frank E. Moss. See Foreign Relations Committee, Senate. 


Armed Services Committee, Senate 


Nomination of Kenneth E. BeLieu, hearing, 87th Congress, 1st session, on 
nomination of Kenneth E. BeLieu, nominee-designate for Assistant 
Secretary of Navy (Material), Feb. 2, 1961. 1961. ii+6p. + @ Item 
1034 
L.C. card 61-60529 Y 4.Ar 5/3: B41 


Nominations, hearing, 87th Congress, Ist session, on Stephen Ailes, of 
Maryland, nominated to be Under Secretary of Army, Richard S. Morse 
of Massachusetts, nominated to Assistant Secretary of Army, William F. 
Schaub of Ohio, nominated to be Assistant Secretary of Army, Feb. 23, 
1961. 1961. iii+20 p. f @ Item 1034 
L.C. card 61-60705 Y 4.Ar 5/3: N 72/7/961-2 


Banking and Currency Committee, Senate 


Area redevelopment, 1961, hearings before subcommittee, 87th Congress, 
1st session, on S. 1, S. 6, S. 9, and S. 750, Jan. 18-Feb. 20, 1961. 1961. 
xiii+880 p. +-7 folded leaves, il. * @ Item 1035 
L.C. ecard 61-60772 Y 4.B 22/3: Ar 3/3/961 


Nomination of Charles M. Meriwether, hearing, 87th Congress, 1st session, 
on nomination of Charles M. Meriwether, to be member of Board of 
Directors of Export-Import Bank of Washington, Mar. 2, 1961. 1961. 
ii+62p. 7 @ Item 1035 

L.C. card 61-60773 Y 4.B 22/3: M 54/3 


Nomination of Harold F. Linder, hearing, 87th Congress, Ist session, on 
nomination of Harold F. Linder, to be president of Export-Import Bank 
of Washington, Feb. 24, 1961. 1961. ii+12 p. f @ Item 1035 
L.C. card 61-60704 Y 4.B 22/3: L 64 
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Nomination of Neal J. Hardy, hearing, 87th Congress, 1st session, on 
nomination of Neal J. Hardy to be Federal Housing Commissioner, 
Mar. 6,1961. 1961. ii+3p. + @ Item 1035 
L.C. card 61-60774 Y 4.B 22/3: H 22 

Nominations of Joseph P. McMurrary, William Lucius Cary, and J. Allen 
Frear, jr., hearing, 87th Congress, 1st session, on nominations of Joseph 
P. McMurray to be member of Federal Home Loan Bank Board, and 
William Lucius Cary and J. Allen Frear, jr., to be members of Securities 
and Exchange Commission, Mar. 2, 1961. 1961. ii+10 p. {+ @ Item 
1085 
L.C. card 61-60837 Y 4.B 22/3: M 22 

Review of voluntary agreements program, under Defense production act, 
reports dated Dec. 7, 1950, Apr. 30, 1951, Dec. 19, 1951, and Apr. 8, 1954, 
by Attorney General; Feb. 3, 1961. 1961. v+61p. (Committee print, 
87th Congress, Ist session.) ¢ 
L.C. card 59-61180 Y 4.B 22/3: D 36/4/950-54 


Finance Committee, Senate 


Nomination, hearing, 87th Congress, 1st session on nomination of James M. 
Quigley, Assistant Secretary of Health, Education, and Welfare, desig- 
nate, Feb. 24,1961. 1961. iii+4p. + @ Item 1038 
L.C. card 61-60706 Y 4.F 49: N 72/3/9614 

Nominations, hearing, 87th Congress, 1st session, on nominations of Ivan A. 
Nestigen, Under Secretary of Health, Education, and Welfare, desig- 
nate, Alanson W. Willcox, General Counsel, Department of Health, 
Education, and Welfare, designate, and Mortimer M. Caplin, commis 
sioner of internal revenue, designate, Feb. 1, 1961. 1961. iii+15 p. 7 
@ Item 1038 ; 

L.C. card 61-60502 Y 4.F 49: N 72/3/961 

Unemployment compensation, hearings, 87th Congress, 1st session on H.R. 
4806, Mar. 8-10, 1961. 1961. v+186p. + @ Item 1038 
L.C. card 61-60868 Y 4.F 49: Un 2/3/961 


Foreign Relations Committee, Senate 


Background documents relating to Organization for Economic Cooperation 
and Development; Feb. 9, 1961. 1961. v-+40 p. il. (Committee print, 
87th Congress, 1st session.) 7 
L.C. card 61-6059 Y 4.F 76/2: Ee 7/2 

Bogota Conference, Sept. 1960, report of Wayne Morse and Bourke B. 
Hickenlooper; Feb. 27, 1961. 1961. v+40 p. (Committee print, 87th 
Congress, 1st session.) + 
L.C. card 61-60923 Y 4.F 76/2: B 63/8 

Columbia River treaty, hearing, 87th Congress, 1st session, on Ex. C. 87th 
Congress, 1st session, Mar. 8, 1961. 1961. iv+80p.il. * @ Item 1039 
L.C. card 61-60869 Y 4.F 76/2: C 72 

Far East and Middle East, [study mission] report of John Sparkman to 
Committee on Foreign Relations; Nov. 30, 1960. 1960. vii+31 p. 
(Committee print, 86th Congress, 2d session.) 7 
L.C. card 61-60679 Y 4.F 76/2: F 22/4 

Mexico-United States Interparliamentary Group, report of Senate delega- 
tion on Ist meeting, held at Guadalajara, Jalisco, Mexico, Feb. 6-11, 
1961, by Mike Mansfield, chairman; Mar. 4, 1961. 1961. v+9p. (Com- 
mittee print, 87th Congress, 1st session.) 

L.C. card 61-60924 Y 4.F 76/2: M 57/8 
6th NATO parliamentarians’ conference, report of Senate delegation to 6th 

conference of members of parliament from NATO countries, held in 

Paris, Noy. 21-26, 1960. 1961. ii+11 p. (Committee print, 87th Con- 

gress, Ist session.) 7 

L.C. card 59-60492 Y 4.F 76/2: N 81a/5/960 
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5865 


5866 


5867 


5868 


5871 


5872 


58738 


Arrit 1961 


Organization for Economic Cooperation and Development, hearings, 87th 
Congress, 1st session, on Ex. E, 87th Congress, 1st session, Feb. 14— 
Mar. 6,1961. 1961. iv+316p. ft @ Item 1039 
L.C. card 61-60836 Y4.F 76/2: Ec7 


Report on Far East, report of Mike Mansfield [on study of political and 
other trends in that region, and their relationship to U.S. foreign policy]. 
(Committee print, 86th Congress, 2d session. } 

L.C. card 61-60908 Y 4.F 76/2 : F 22/3/pt.1 
pt. 1. Japan and United States policies; Oct. 21, 1960. 1960. v+7 p. 


Study mission to Africa, Nov.—Dec. 1960, report of Frank Church, Gale W. 
McGee, and Frank IE. Moss, to Committee on Foreign Relations, Com- 
mittee on Appropriations, and Committee on Interior and Insular Af- 
fairs; Feb. 12, 1961. 1961. v-+55 p. il. (Committee print, 87th Con- 
gress, Ist session.) + 
L.C. card 61-60690 Y 4.F 76/2: Af 8/3 


Subcommittees; Feb. 10, 1961. 1961. iii+4 p. (Committee print, 87th 
Congress, 1st session.) 
L.C. card 52-61849 Y¥ 4.F 76/2: Su 1/961 


United States in United Nations, 1960, turning point, report by George D. 
Aiken [and] Wayne Morse, members of delegation of United States to 
15th session of General Assembly of United Nations; Feb. 1961. 1961. 
v+32 p. (Committee print, 87th Congress, 1st session.) [Supple- 
mentary reports by Mr. Aiken and Mr. Morse, ii+6 p. and ii+55 p., 
were issued also. ] 

L.C. card 61-60726 Y 4.F 76/2: Un 35/5 


Government Operations Committee, Senate 


Military Sea Transportation Service, Brooklyn, N.Y., hearings before per- 
manent subcommittee on investigations, 87th Congress, 1st session, pur- 
suant to Senate resolution 249 [246], 86th Congress. 

L.C. card 61-60673 
pt.1. Jan. 5 and 6,1961. 1961. vii+130p.il.1pl. + © Item 1037 
Y 4.G 74/6: M 59/pt.1 


Organizing for national security, Secretary of State and national security 
policy process study by its Subcommittee on National Policy Machinery 
(pursuant to S. Res. 248, 86th Cong.) 1961. v+10 p. (Committee 
print, 87th Congress, 1st session. ) 

L.C. card 61-60558 Y¥ 4.G 74/6: N 21se/4 


Interior and Insular Affairs Committee, Senate 


Great Salt Lake National Park in Utah, hearings before subcommittee on 
public lands, 86th Congress, 2d session, on S, 2894, Nov. 10 and 12, 1960. 
1961. v+179 p. [These hearings were held in Salt Lake City and 
Ogden, Utah.] + @ Item 1040 
L.C, card 61-60669 Y 4.In 8/13: G 79s 


Study mission to Africa, Nov.—Dec. 1960, report of Frank Church, Gale 
McGee, and Frank E. Moss. See Foreign Relations Committee, Senate. 


Interstate and Foreign Commerce Committee, Senate 


Alaskan and Hawaiian transportation, joint hearing before Senate and 
House Committees on Interstate and Foreign Commerce, 86th Congress, 
1st session, on S. 1507 [and other bills], Oct. 20-Nov. 18, 1959. 1961. 
vi+508 p. [These hearings were held at Ketchikan, Juneau, Anchorage, 
Seward, Cordova, Valdez, and Fairbanks, Alaska, and Honolulu, Ha- 
waii.] ~ @ Item 1041 and 1019 Y 4.In 8/8: Al1/11 
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5876 
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5878 


5880 


5881 


5882 


5883 


GovERNMENT PUBLICATIONS 


Certificates of registration for intrastate motor carriers engaged in inter- 
state and foreign commerce, hearings before subcommittee on surface 
transportation, 86th Congress, 1st session, on 8. 2417, Aug. 18 and 
Sept. 10,1959. 1961. iii+63p. ~ @ Item 1041 
L.C. card 61-60526 Y 4.In 8/3: R 26/3 


Common ownership by regulated carriers, hearing, before surface trans- 
portation subcommittee, 86th Congress, Ist session, on S. 452, S. 1353, 
S. 1354, S. 1855, and S. 2189, June 23, 1959. 1961. iv-+134 p. il. 7 
@ Item 1041 
L.C. card 61-60708 Y 4.In 8/3: Ow 4 


Educational television, hearings before Communications Subcommittee, 
87th Congress, 1st session, on S. 205, Mar. 1 and 2, 1961. 1961. iv+ 
167 p.2maps. + @ Item 1041 
L.C. card 61-60886 Y 4.In 8/3: T 237/4/961 


International travel, hearings before 87th Congress, 1st session on S. 610, 
Feb. 2 and 8, 1961. 1961. iv+1llp. + @ Item1041 
L.C. card 61-60670 Y 4.In 8/3: T 69/2 


National transportation policy, preliminary draft of report prepared by 
special study group on transportation policies in United States (pur- 
suant to S. Res. 29, 151, and 244 of 86th Congress) ; Jan. 3, 1961. 1961. 
— p. il. (Committee print, 87th Congress, Ist session.) * Paper, 


$2.00 
L.C. card 61-60910 Y 4.In 8/3: T 68/28 


Nomination of Newton N. Minow to be member of Federal Communications 
Commission, hearing, 87th Congress, ist session, on nomination of 
Newton N. Minow to be member of Federal Communications Commis- 
sion tor unexpired term from July 1, 1954, and for 7-year term com- 
mencing July 1, 1961, Feb. 8, 1961. 1961. iii+25 p. 7 @ Item 1041 
L.C. ecard 61-60756 Y 4.In 8/3: M 66/4 


Nominations, Federal Aviation Agency and Commerce Department, hear- 
ing, 87th Congress, 1st session on nominations of Najeeb E. Halaby, to be 
Administrator of Federal Aviation Agency, and Robert E. Giles, to be 
General Counsel, Department of Commerce; Feb. 21, 1961. 1961. iii+ 
40p. 7 @ Item 1041 
L.C. card 61-60702 Y 4.In 8/3: F 3la 


United States and world trade, challenges and opportunities, final report 
by special staff on study of U.S. foreign commerce; Mar. 14, 1961. 
1961. xxv+309 p. il. map. 1 tab. (Committee print 87th Congress, 1st 
session.) ft 
L.C. card 61-60911 Y 4.In 8/3: T 67/5 


Judiciary Committee, Senate 


Administered prices, hearings before subcommittee on antitrust and 
monopoly, 86th Congress, 2d session, pursuant to 8S. Res. 238. @ Item 
1042 


L.C. card 57-61810 Y 4.J 89/2: P 93/6/pt. (nos. ) 
pt. 24. ages rices in dru yd (antibiotics), Sept. 7-14, 1960. 
x+13609-14199 p. il. * Pape 


pt. 25. Administered A yl in ara industry ” (antibiotics, appendix A). 1961. 

14201-15329 p. il. aper, $ 
pt. 26. Adm nistered prices in eene induste * (antibiotics, appendix B). 1961. 

x+15331-16505 p. il. * Paper, $ tes. 

Communist and workers’ parties’ manifesto adopted Nov.—Dec. 1960 inter- 
pretation and analysis hearings before Subcommittee to Investigate Ad- 
ministration of Internal Security Act and other Internal Security Laws, 
87th Congress, 1st session, Jan. 26 [and] Feb. 2, 1961. 1961. ii+108 p. 
(Testimony of Jay Lovestone.] * Paper 30c. @ Item 1042 
L.C. card 61-60844 ¥ 4.3 89/2: © 73/35 
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5884 


5885 


5886 


5888 


5889 


5890 


5S91 


5892 


5593 


5894 


Aprit 1961 


Copyright law revision, studies prepared for subcommittee on patents, 
trademarks, and copyrights, 86th Congress, 2d session, pursuant to 
S. Res. 240; studies 26-28. 1961. xi+116 p. (Committee print, 86th 
Congress, 2d session.) * Paper, 35c. 

L.C. card 60-60692 Y¥ 4.J 89/2: C 79/no.26-28 
Includes: 26, Unauthorized i of sound recordings—27, Copyright in 
achitectural works—28, Copyright in choreographic works. 


Federal administrative procedure, hearings before subcommittee, 86th 
Congress, 2d session, pursuant to S. Res. 234, on procedural problems 
in administrative agencies, Nov. 29-Dec. 2, 1960. 1960. iii+348 p. 7 
@ Item 1042 
L.C. card 61-60657 Y 4.J 89/2: Ad 6/4 


Herbert J. Miller, jr., Assistant Attorney General-designate, hearing, 87th 
Congress, 1st session, on Herbert J. Miller, jr., Assistant Attorney Gen- 
eral-designate, Feb. 27, 1961. 1961. ii+8 p. 7 @ Item 1042 
L.C. card 61-60753 Y 4.J 89/2: M 61 


Independent inventors and patent system, study of Subcommittee on Pat- 
ents, Trademarks, and Copyrights, 86th Congress, 2d session, pursuant 
to 8. Res. 240, study no. 28; [prepared by C. D. Tuska]. 1961. viii+40 
p. (Committee print, 86th Congress, 2d session.) * Paper, 15¢c. @ Item 
1042 
L.C. card 61-60866 Y 4.J 89/2: P 27/3/no.28 


Insurance industry, hearings before subcommittee on antitrust and monop- 
oly 86th Congress, 2d session, pursuant to S. Res. 2388. @ Item 1042 
L.C. card 59-60947 Y 4.J 89/2: In 7/3/pt.10 


pt. 10. Opeeetions of foreign companies, May 24-June 17, 1960. 1961. iii+ 
09-6365 p. * Paper, $1.75. 


Nomination of Burke Marshall, hearings, 87th Congress, 1st session, on 
nomination of Burke Marshall to be Assistant Attorney General, Mar. 2 
and 15, 1961. 1961. ii+24 p. ¢ @ Item 1042 
L.C. card 61-60884 Y 4.J 89/2: M 35 


Nomination of Lee Loevinger, hearing, 87th Congress, 1st session, on 
nomination of Lee Loevinger to be Assistant Attorney General, Feb. 7, 
1961. 1961. ii+21p. fT @ Item 1042 
L.C. card 61-60835 Y 4.3 89/2: L 82 


Nomination of Louis Falk Oberdorfer, hearing 87th Congress, 1st session, 
on nomination of Louis Falk Oberdorfer to be an Assistant Attorney 
General, Feb. 6, 1961. 1961. ii+12 p. f @ Item 1042 
L.C. card 61-60532 Y 4.J 89/2: Ob2 


Nomination of Nicholas de B. Katzenbach, hearing, 87th Congress, 1st ses- 
sion, on nomination of Nicholas de B. Katzenbach to be Assistant Attor- 
ney General, Feb. 9, 1961. 1961. ii+6p. fT @ Item 1042 
L.C. card 61-60671 Y¥ 4.J 89/2: K 15 


Ramsey Clark, Assistant Attorney General, designate, hearing, 87th Con- 
gress, Ist session, Feb. 27, 1961. 1961. ii+7 p. f @ Item 1042 
L.C. eard 61-60755 Y¥ 4.J 89/2: C 54/2 


Security and constitutional rights, hearings before Subcommittee on Con- 
stitutional Rights, 86th Congress, 2d session. ft @ Item 1042 
L.C. card 56-60654 


pt. 4. 3 EY materials on industrial personnel security program, a »ypendix 


to pt. 8, Study of methods of providing due process of law in Federal 
loyalty- ssecurit * (aia pursuant to S. Res. 233, July 2, 1959. 1961. 
iv-+1915-22 Y4J 9/2 : Se 2/2/pt.4 
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5896 


5897 


5898 


5899 


5900 


5901 


5902 


5903 


Page 48 


GOVERNMENT PUBLICATIONS 


Labor and Public Welfare Committee, Senate 


Amendments to Fair labor standards act, hearings before Subcommittee on 
Labor, 87th Congress, 1st session, on S. 256, S. 879, 8. 895, Feb. 28—Mar. 6, 
1961. 1961. vii-+1-32b+33-752 p. il. 7 @ Item 1043 
L.C. card 61-60882 Y4.L11/2: F 15/961 


Background studies prepared by State Committees for White House Con- 
ference on Aging, report by Subcommittee on Problems of Aged and 
Aging to Committee on Labor and Public Welfare. (Committee print, 
86th Congress, 2d session.) @ Item 1043 


L.C. card 61-60407 Y 4.L 11/2: W 58/pt. (nos. ) 
pt. 9. —, Ay North Syastan, North Dakota, Ohio. 1960. v+4543-4995 p. 
-aper, 


pt. 10. tiene: Oregon, Pe atineiin. 1960. v-+4997-5644 p.il.4° * Paper, 


pt. 11. Puerto Rico, Rhode Island, South Carolina, South Dakota, Tennessee. 
1960. v+5645-6239 p. il. 4° * Paper, $3.25. 

Directory of voluntary organizations in field of aging, report by Subcom- 
mittee on Problems of Aged and Aging; Dec. 1960. 1961. xi+365 p. 
(Committee print, 86th Congress, 2d session.) * Paper, $1.00. 

L.C. card 61-60913 ¥ 4.L11/2: Ag 4/2 


Migratory labor, hearings before subcommittee on migratory labor, 86th 
Congress, 2d session, on S. 1085, S. 1778, S. 2141, and S. 2498. 1961. 
7 @ Item 1043 
L.C. card 60-61492 Y¥ 4.L11/2: L 11/6/959-60/pt.2 
pt. 2. Washington, D.C., Homestead and Clewiston, Fla., Fresno and Sacramento, 

Calif., May 12—July 11,1960. vii-+763-1853 p. il. 


National Water Resources, Select Committee on, Senate 


Supplemental information on subjects covered by committee’s studies [on 
water resources], pursuant to S. Res. 48, 86th Congress; Jan. 1961. 
1961. xii+1i30 p. il. 2 maps. (Committee print, 87th Congress, 1st 
session.) [Critical evaluation of Committee print 11, Future needs 
for navigation.] * Paper, 60c. 

L.C. card 61-60902 Y 4.N 21/8: W 29/2 


Post Office and Civil Service Committee, Senate 


Civil service nomination, hearing, 87th Congress, 1st session, on nomina- 
tion of John W. Macy, jr., to be civil service commissioner, Feb. 28, 1961. 


1961. ii+15p. ¢ © Item 1044 
L.C. card 61-60752 Y 4.P 84/11: C 49/3/961 


Post Office nomination, hearing, 87th Congress, Ist session, on nomination 
of Richard James Murphy to be Assistant Postmaster General, Bureau 
of Personnel, Mar. 17, 1961. 1961. ii+8 p. 7 @ Item 1044 
L.C. card 61-60883 Y 4.P 84/11: N 72/961-3 


Post Office nominations, hearing, 87th Congress, 1st session, on nomina- 
tions of Frederick C. Belen to be Assistant Postmaster General, Bureau 
of Operations, Robert J. Burkhardt to be Assistant Postmaster General, 
Bureau of Facilities, and Ralph W. Nicholson to be Assistant Post- 
master General, Bureau of Finance, Jan. 28, 1961. 1961. ii+11 p. 
{Corrected print.] { @ Item 1044 
L.C. card 61-60503 Y 4.P 84/11: N 72/961-2 

Statistical supplement, Jan. 1961, to Survey of Economic effects of 3d-class 
bulk mail rate increase, submitted by Department of Commerce to Sen- 
ate and House of Representatives (pursuant to sec. 209 of Public law 
85-426); Feb. 1, 1961. 1961. [3]+vii+88 p. 4° (Committee print, 
87th Congress, 1st session.) * Paper, 50c. 

L.C. ecard 60-61331 Y¥ 4.P 84/11: M 283/6 
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Arrit 1961 


Public Works Committee, Senate 


5904 Nomination of Aubrey J. Wagner to be member of Board of Directors of 
Tennessee Valley Authority, hearing, 87th Congress, 1st session, on 
nomination of Aubrey J. Wagner to be member of Board of Directors of 
Tennessee Valley Authority, Mar. 2, 1961. 1961. iii+14p. + @ Item 
1045 
L.C. card 61-60834 Y 4.P 96/10: W 12 


5905 Nomination of Rex M. Whitton as Federal highway administrator, hear- 
ing, 87th Congress, 1st session, Feb. 3,1961. 1961. ii+11lp. + @ Item 
1045 
L.C. card 61-60906 Y 4.P 96/10: W 61 


5906 Nominations of Martin W. Oettershagen and Joseph H. McCann, hearing 
before Subcommittee, 87th Congress, Ist session, on nomination of Mar- 
tin W. Oettershagen to be administrator of St. Lawrence Seaway Devel- 
opment Corporation, and Joseph H. McCann, to be deputy administrator 
of St. Lawrence Seaway Development Corporation, Mar. 20, 1961. 1961. 
ii+llp. * @ Item 1045 
L.C. card 61-60927 Y 4.P 96/10: Oe 8 


Small Business, Select Committee on, Senate 


5907 Small business export and world market, 1960, hearings, 86th Congress, 2d 
session, Nov. 17-Dec. 14, 1960. 1961. xvi+457 p. il. [These hearings 
were held at New York City, New Orleans, La., San Francisco, Calif.] 
+ @ Item 1049 
L.C. card 61-60695 Y 4.8m 1/2: Ex 7 


COPYRIGHT OFFICE, Library of Congress 


Catalog of copyright entries, 3d series, v. 14. 


5908 pt. 2. Periodicals, no. 1; Jan.June 1960. 1961. viii+219 p. 4° * Paper, 
$2.00 a yr., 50c. additional for foreign mailing ; single copy, $1.00. 
@ Item 793 


L.C. card 6—35347 LC 3.6/5 : v.14/pt.2/no.1 
5909 pt. 5. Music, no. 1; Jan.—June 1960. 1961. ix+976 p. 4° * Paper, 

$3.50. @ Item 795 

L.C. card 6—-35347 LC 3.6/5 : v.14/pt.5/no.1 
5910 pts. 7-11A. Works of art, reproductions of works of art, scientific and technical 


drawings, photographic works, prints and pictorial illustrations, 
no. 1; Jan.—June 1960. 1961. ix+150 p.4° * Paper, $2.00 per 
year, 50c. additional for foreign mailing; single copy, $1.00. 
@ Item 798 

L.C. card 6—35347 LC 3.6/5 : v.14/pt.7-11A/no.1 


CUSTOMS BUREAU, Treasury Dept. 


5911 70th set, revised pages to customs regulations; Jan. 1961. 1961. [19] p. 4° 
* Paper, $7.50 (including basic regulations and revised pages for 1 
yr.), $2.00 additional for foreign mailing; revised pages only, begin- 
ning with 56th set, $4.00 a yr; $1.00 additional for foreign mailing. 
@ Item 948-A T 17.9: 954/rev.pages 70 


DEFENSE DEPARTMENT 


Cataloging handbook H (series). @ Item 314—-A D 7.6/2: (nos. ) 
5912 2-1. Federal supply classification : pt. 1, Groups and classes; Jan. 1961. Revised 


i 

Jan. 1, 1961. [1961.] vi+30 p. 4° (Armed Forces Supply Support 
Center.) [Issued with perforations.] * Paper, 25e. 

5915 2-2. Federal supply classification: pt. 2, Numeric index of classes. Revised 
Jan, 1,1961,. Jan. 1961. vi+[784] p.4° (Armed Forces Supply Support 
Center.) Issued with perforations. Supersedes all previous issues. | 
* Paper, $7.00 (including basic volume, supplements, and addendums for 
an indefinite period), $2.00 additional for foreign mailing. 
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5926 


5927 


5929 


GOVERNMENT PUBLICATIONS 


Changes in 1955 naval supplement to Manual for courts-martial, United 
States, 1951 Changes no. 5 and 6, pt. 5; Nov. 9, 1960. [1960.] iv+ 
[35] p. (Department of Navy, Office of J udge Advocate General.) [Is- 
sued in loose-leaf form.] * Paper 15c. @ Item 349 

D1,15/4 : 955/ch.5, 6/pt.5 
Defense standardization manual M (series). 


200. [Standardization policies, procedures and instructions, Jan. 1, 1960], notice 
5; Jan. 15, 1961. [1961.] [80] p. il. 4° [Includes new and revised 
pages. Issued in loose-leaf form.] * Paper, $6.00 a yr. (including basic 
material and monthly change notices), $2.00 addition: ul for foreign 
mailing. @ Item 314-A D 7.6/3: 200/notice 5 


How to buy surplus personal property from Army, Navy, Air Force, Ma- 
rine Corps: [prepared by Office of Assistant Secretary of Defense 
(Supply and Logistics).] Jan. 1961. cover title, 23 p. il. narrow 8° 
* Paper, 15c. @ Item 306 D 1.2: P 94/961 


Military standards. [Issued with perforations. ] D 7.10: (nos.) 


MIL-STD-171A (rd). 
Finishing of metal and wood surfaces; Oct. 11, 1960. 
{1960.] cover title, vii+32 p. 4° * Paper, 35c. 
MIL-STD-726. 
Packaging ets code, Change notice 1; Dec. 30, 
1960. [1961.] [24] p. 4° * Paper, $1.25 (including 
military standard and supplementary material), 50c. 
additional for foreign mailing. 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 


Administration of Public laws 874 and 815 [8ist Congress, as amended], 
10th annual report of Commissioner of Education, June 30, 1960. [1961.] 
vi+161 p. il. 4° (OE-22003-60.) [Text on p. 2 of cover.] * Paper, 
$1.00. @ Item 460-A-22 
L.C. card E 52-22 : FS 5.222 : 22003-60 

Advance report on engineering enrollments and degrees, 1960; by Wayne E. 
Tolliver, Henry H. Armsby and Leah W. Ramsey. Jan. 1961. 4 p. 4° 
(OE-54004-60.) [Processed.] + 
L.C. card E 53-28 FS 5.254 : 54004-60 


Bulletin 1961 (series). 
1. See, below, Educating more able children in grades 4, 5, and 6. 
$ See, below, School plant management, administering’ custodial program. 
* See, below, eg and enrollments in science and mathematics in public 
high schools, 1 
7. See, below, Publications of Office of Education, 1961. 

Circular. 

634. See, below, Fall 1960, enrollment, teachers, and schoolhousing in full-time 
public elementary and secondary day schools. 

Educating more able children in grades 4, 5, and 6 [with bibliography]; 
by Gertrude M. Lewis. [1961.] vi+84 p. il. (OK-35006; Bulletin 
1961, no.1.) *Paper,35c. @ Item 460-A-35 
L.C. card HEW 61-44 FS 5.235 : 35006 

Education directory 1960-61; pt. 4, Education associations; [prepared by 
Bobbie Doud]. [1961.] cover title, [1]+117 p. (OK-10001-61.) 
* Paper, 50c. @ Item 460 & 460—A-10 
L.C. card E 13-213 FS 5.25 : 960-61/pt.4 


Exceptional children in local public schools, recent enrollments; [by Ro- 
maine P. Mackie and Patricia P. Robbins]. [1961.] [4] p. il. 4° (OK- 
35020.) [Reprint from School life, Nov. 1960.] + FS 5.235 : 35020 


Fall 1960 statistics on enrollment, teachers, and schoolhousing in full-time 
public elementary and secondary day schools; by Samuel Schloss and 
Carl Joy Hobson. [1961.] v+3 p. 4° (EO-20007-60; Circular 634.) 
[Text on p. 2 of cover.] * Paper, 25c. © Item 460—A-20 
L.C. card EB 55-208 FS 5.220 : 2000760 


“For Sale by Superintendent of Documents 
{Distribution Made by Issuing Office 
Official Use. Not Available 


Mailing Address fer <e Agencies Listed Is Washington 25. D.C., 


Page 50 Unless Otherwise Indicated 





59 


598 


593 


593: 


5935 


5936 


5937 


5939 


5940 


5941 





ice 
sic 
ign 
ef 

[a- 
ise 
161 

3.) 

60. 
30, 


ing 
Oc, 


td. 
1} 
er, 


E. 
4° 


60 


ic 


me 
tin 
by 


1.) 


t.4 
t0- 
)20 
me 


nd 
4.) 


60 





5930 


5931 


5932 


5933 


5936 


5938 


5939 


5940 


5941 


Aprit 1961 


Industrial arts education, call to the profession; [by Marshall L. Schmitt]. 
[1961.] [4] p. il. 4° (EO~-383017.) [Processed. Reprint from School 
life, Oct. 1960.] 7 FS 5.233 : 33017 


23d International Conference on Public Education; [by Romaine P. Mackie 
and Fredrika M. Tandler]. [1961.] [4] p.4° (OE-10008). [Reprint 
from School life, Dec. 1960.] 7 FS 5.210: 10008 


New educational media program, authorized by title 7 of National defense 
education act of 1958. [1959, revised 1961.] [1961.] 6 p. narrow 8° 
(OE-34008.) + @ Item 460—A-34 FS 5.234 : 34008 


Newsletter, cooperative research program, no. 4; Jan. 1961. [1961.] 4 
p. 4° (OE-12001-4; Cooperative Research Branch.) [Processed.] 7 
FS 5.212 : 12001-4 


Offerings and enrollments in science and mathematics in public high 
schools, 1958; by Kenneth E. Brown and Ellsworth 8. Obourn. [1961.] 
ix+87 p. il. (OE-29021; Bulletin 1961 no. 5.) [Text on p. 2 and 8 of 
cover.] *Paper,35c. © Item 460—A-29 
L.C. card E 56-125 FS 5.229 ; 29021 


Publications of Office of Education, 1961; prepared by Baryl Parke. 
(1961.] vi+52 p. (OE-11000A; Bulletin 1961, no. 7.) * Paper, 25c. 
@ Item 460-A-1 
L.C. card E 53-22 FS 5.211: 11000A 

School plant management, administering custodial program [with selected 
bibliography]; by R. N. Finchum. [1961.] ix+97 p. il. (OE-21005; 
Bulletin 1961, no. 4.) [Text on p. 2 of cover.] * Paper, 40c. @ Item 
460-A-21 
L.C. card HEW 61-45 FS 5.221 : 21005 

Social climates in high schools; by James S. Coleman with assistance of 
Kurt Jonassohn and John W. C. Johnstone. [1961.]  ix+75 p. il. 
(OE-33016 ; Cooperative research monograph 4.) * Paper, 30c. @ Item 
460-A-33 
L.C. card HEW 61-46 FS 5.233 : 33016 


[Studies in comparative education]: National higher technical education 
in Indonesia, recent trends [with bibliography]; by Kenneth L. Neff. 
Oct. 1960 [published 1961]. [1961.] [5]+67 p. 4° (OE-14052; Inter- 
national Educational Relations, Division of International Education.) 
* Paper, 45c. @ Item 460—-A-14 
L.C. card HEW 61-53 FS 5.214 : 14052 

——— Teacher training in Communist China; by Theodore Hsi-en Chen. 
Dec. 1960. vi+49 p. 4° (OK-14058; Division of International Educa- 
tion.) [Study presented in preliminary form at conference on educa- 
tion in Communist China held at Washington in Aug. 1960 under 


auspices of International Educational Relations Branch.] + 
L.C. ecard HEW 61-52 FS 5.214 : 14058 


Vocational education in next decade, proposals for discussion. [Jan. 4, 
1961]. cover title, viii+197 p. il.4° + ©@ (Special offer). 
L.C. card HEW 61-48 FS 5.2: V 85/3 


EMPLOYMENT SECURITY BUREAU, Labor Dept. 


BES (series). 

U-196. Significant disability insurance data, 1959; prepared by John M. Diggins. 
Mar. 1961. [1]+4-9+ [1] p. 10 tab. 4° Processed. Includes on p. 3 
of cover other Bureau of Employment Security publications on tempo- 
rary disability insurance.]  ¢ 
L.C. ecard L 56-149 L 7.61 : U-196 
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Choosing your occupation, career guidelines for high school students from 


your State Employment Service. [1960.] cover title, [16] p. il. oblong 
24° *Paper, 15c. @ Item 755 L7.2: Oc 1/4 


ENGINEERS CORPS (Army), Defense Dept. 
Annual bulletin of Beach Erosion Board [with bibliography], v. 14. 


July 1960. cover title, [2]+64 p. il. 4° (Office, Chief of Engineers.) 
[Processed.] ¢ D 103.16: 14 


Lake Texarkana, Tex. Sept. 1960. [2] p. il. narrow f° folded into 8° size. 


(Army Engineer Division, Lower Mississippi Valley, Army Engineer 
District, New Orleans, La.) [Processed.] ft Mississippi River Com- 
mission, Vicksburg, Miss. D 108.302 : T 31/2/960 


Manuals EM (series). D 103.6/3 : (nos.) 

1110—1-2101. [Engineering and design: by 5 | stresses for structural de- 
sign], Jan. 6, 1958, Change 3. Jec. 30, 1960]. [1961.] [4] 

4° [Issued in loose-leaf Po + @ Item 338—A 

1110-2-3001. Engineering and design: Planning and design of hydroelectric 
power plant structures [with list of references]; Dec. 15, 
1960. [1961.] cover title, iii+32 p. il. 1 pl. 4° [Issued with 
perforations. Supersedes Engineer manual for civil works 
construction, pt. 130, chap. 1-3, Mar. 1956.] * Paper, 45c. 
@ Item 338-A 

1110-345-151. Engineering and design: Standard practice for concrete for 
military structures ; [Jan. 16, 1961]. [1961.] cover title, 
[80] p. 4° [Processed. Issued in loose-leaf form.] t 

1110-345-461. Engineering and design: Protection against chemical and biolog- 
ical agents and radiological fallout; Jan. 19, 1961. [1961.] 
cover title, iii+-72 p. il. 4° [ Processed. Issued in loose-leaf 
form. Recission, edition of Oct. 1, 1958. Some of the pages 
are issued as leaves.] + 
L.C. card 61-60935 

1110-345-701. Engineering and design: Structural foundations, airfield and heli- 
port pavements, and drainage facilities: [Mar. 6, 1961 I, 


{1961.] 3 p. 4° (Processed. Issued in loose-leaf form.] ¢ 


Technical memorandums. (Beach Erosion Board.) [Processed.] 7 

D 103.19: (nos.) 

122. Effects of reefs and bottom slopes on wind set-up in shallow water [with 

list of references; by E. G. Tickner]. Nov. 1960. [3]-+20+[1] p. il. 4° 

123. Transient wind tides in shallow water [with list of references; by Ernest 
Glenn Tickner]. Jan. 1961. [2]+48+4 [9] p. il. 4° 


Waterways Experiment Station: Technical memorandum. 
3-323, rp.5. Investigation of pressures and deflections for flexible pavements; 
Development of representative soil strengths from laboratory tests; 
[prepared by Donald N. Brown]. Army—MRC Vicksburg, Miss. Dee. 
1960. vii+43 p.+[2] leaves, il. 4° ¢ D 103.24/2 : 8-323/rp.5 


Technical reports. [Processed.] t D 108.24/2: (nos.) 
7. Outlet works, Oahe Dam, Missouri River, S. Dak., hydraulic model 
investigation. Army-MRC Vicksburg, Miss., Sept. 1960.  viii+ [164] 

. + [2] leaves, il. 4° 
.C, card 61—60876 

6-599. Investigation of methods of finishing formed concrete surfaces [with list 

of references; prepared by B. J. Houston]. Army—MRC Vicksburg, 

Miss., Dec. 1960. [11] -+-viii+-15 p. il. 4° 


2-557. 


FACILITIES AND MATERIEL BUREAU, Federal Aviation Agency 


Airport planning data sheet: 1, Suggested outline for preparation of urban 
(metropolitan) area airport studies. Sept. 1, 1959. 7+-[1] p. 4° (Air- 
ports Division, Airport Planning Branch.) [Processed. Includes 
Selected list of references. | FAA 4.12:1 


Airport terminal buildings [with bibliography on noise control]. Sept. 
1960. vi+86 p. il. oblong 12° (Airports Division.) [Supersedes Air- 
port terminal buildings, Apr. 1958, published by Civil Aeronautics Ad- 
ministration.] * Paper, 55¢e. @ Item 431-C-20 


L.C. card 61-60340 FAA 4.9/2: T 27 
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Apri 1961 


[Planning guide] : 2, Longest airline nonstop flights for use in preparation 
of national airport plan. May 9, 1960. [1]+10 p.+[7] leaves il. 3 
maps, 6 pl. 4° (Airport Planning Branch, Airports Division.) [Proc- 
essed.] Tf FAA 4.12: 2 


Planning series: 3, Aircraft noise abatement [with bibliography]. Sept. 2, 
1960. [2] leaves+14 p. il. 4° (Airport Planning Branch, Airports 
Division.) 7 FAA 4.12:3 


FARMER COOPERATIVE SERVICE, Agriculture Dept. 


Improving member relations in farmer cooperatives, challenge of sixties, 
[by] Irwin W. Rust, chief, Membership Relations Branch, Farmer Co- 
operative Service, Department of Agriculture. [1960.] 11 p. 4° [Proc- 
essed. Speech delivered at managers, directors, and agricultural lead- 
ers cooperative conference, Columbus, Ohio, Nov. 1960.] + A 89.10: R93 

News for farmer cooperatives, reprint. [Processed.] 7 
197. as” nl helps provide better seed stock; by K. W. Lauer. Oct. 1960. [2] p. 

4° [From Oct. 1960 issue.] A 89.8/a: 197 
ae and decisions facing cooperatives, by Irwin W. Rust, chief, 
Membership Relations Branch. [1961.] 12 p. 4° [Processed. Notes 

for speech delivered to Kansas Co-op Council, Oct. 1960.) 7 
A 89.10: R 92 


FARMERS HOME ADMINISTRATION, Agriculture Dept. 


Adequate credit services for modern agriculture [address] to be delivered 
by Darrel A. Dunn, Assistant Administrator of Farmers Home Admin- 
istration, Washington, D.C., at Kansas Bankers Association group 
meetings at Larned, Oct. 19; Hays, Oct. 20; Clay Center, Oct. 26; El 
Dorado, Oct. 27; and Chanute, Oct. 28. [1960.] 9 leaves, 4° [Proc- 
essed.] 7 A 84.8: D 92 


FEDERAL AVIATION AGENCY 


Aircraft instrument approaches, centers, facilities, airports, fiscal year 
1960. [1960.] cover title, ii+71 p. il. 4° (Office of Management Serv- 
ices, Statistics Division, Airspace Branch.) + @ Item 431—A-—10 
L.C. card 61-60900 FAA 1.40: 960 


[This entry number not used. ] 


Civil aeronautics manuals. [Issued in loose-leaf form.] @ Item 431- 
og 3 FAA 1.34: (nos.) 


> Aes. acrorthinees, transport categories, dated May 1, 1960, supp. 1; 

eb 1961. [1961.] [6] p. 4° * Paper, $1.50, (including basic manual 
and supplementary material for an indefinite period), 50c. additional for 
foreign mailing. 

24. Mechanic and repairman certificates, dated Dee. 15, 1959, supp. 2; Jan. 1, 
1961. [1961.] [4] p. 4° * Paper, $1.00 (including basic manual and 
-_ or service for an indefinite period ; 25c. additional for foreign 
mailing. 

40. Scheduled interstate air carrier certification and operation rules, dated 
Sept. 15, 1959, supp. 3; Mar. 3, 1961. [1961.] [32] p. 4° * Paper, $1.00 
(including basic manual and supplementary service for an indefinite pe- 
riod) ; 35c. additional for foreign mailing. 


Civil air regulations amendments. [Processed.] + 
40--28. Scheduled interstate air carrier certification and canention rules: Oxygen 
prone requirements and altitude training for flight crewmembers as- 
igned to duty on turbine-powered airplanes operated above 25,000 ft. ; 
effective Mar. 3, 1961. Jan. 19, 1961. 3 p. 4° [Published ‘in Federal 
register Feb. 3, 1961. Issued in loose-leaf form. ] 4. -f- 
C 31.209 : 40/7/amdt.28 
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Civil air regulations amendments—Continued 


41. Certification and operation rules for scheduled air carrier operations 
outside continental limits of United States: Oxygen mask requirements 
and altitude training for flight crewmembers —— to duty on 


turbine-powered = operated above 25,000 ft.; effective Mar. 3, 
1961. Jan. 19, 1961. 3 p. 4° [Published in Federal Bag cer y Feb. 3, 
1961. Issued in Loose- leat” form.] C 31.209 : 41/5/amdt.36 


42-30. Irregular air carrier and off-route rules: Recent me om” experience re- 
quirements for flight crewmembers; effective Jan Dec. 30, 
960. 1p. 4° [Processed. Published in Federal register Jan. 6, 1961. 
Issued in loose-leaf form.] C 31.209: 42/3/amdt. 30 
42-31. Irregular air carrier and off-route rules: Oxygen mask requirements and 
altitude training for flight crewmembers assigned to duty on turbine- 
powered airplanes operated above 25,000 ft.; effective Mar. 3, 1961. 

Jan. 19, 1961. 3 p. 4° [Published in Federal register Feb. 3, 1961 
Issued with perforations. ] C 31.209: 42/3/amdt. 31 
60-20. Air traffic rules: Definitions of prohibited area and eernktee area, effec- 
tive Dec. 23, 1960. Dee. 23, 40% [published] oon 1 p. 4° [From 
Federal register, Dec. 29, 1960. A 1.6/6 : 60/amdt.20 
60-21. Air traffic rules: Definition of rnd airspace, a Feb. 21, 1961. 
Jan. 16, 1961. 2p.4° [From Federal register Jan. 20, 1961. Issued 
with perforations. ] FAA 1, 6/6: 60/amét.21 
60-22. Air traffic rules: VFR minimum weather conditions, effective Mar. 3, 1961. 
Jan. 26, 1961. 1p. 4° [Issued in loose-leaf form. | lore in Fed. 
eral register Feb. 2, 1961.] FAA 1.6/6: 60/amdt.22 
Notrr.—Civil air regulations pt. 60 is included in Pa.» material furnished 
subscribers to Civil aeronautics manual 60 (* Paper, $1.00, including supplementary 

material for an indefinite period ; 35c. additional for foreign mailing). 


FAA air traffic activity, calendar year 1960. [Feb. 1961.] cover title, 
vi+156 p. il. oblong 12° * Paper, 75c. @ Item 431-C-1 
L.C. ecard 59-61457 FAA 1.27 : 960-2 


Federal Aviation Agency, 2d annual report to the President and Congress, 
calendar year 1960. [1961. ] xiv+58 p. il. [Erratum, 1 p. oblong 24°, 
was issued also.] * Paper,30c. @ Item 431—-A-7 
L.C. card 60-60859 FAA 1.1: 960 


General aviation in Alaska, 1958; [prepared by Survey and Evaluation 
Branch, Statistics Division]. Dec. 1960 [published 1961.] iv+12 p. il. 
(Office of Management Services.) * Paper, 10c. @ Item 431-C-8 

FAA 1.2: Al 18/958 


Index of technical standard orders; Feb. 10, 1961. [1961.] 2 p. 4° 
({Fact-12 (rev. Feb. 10, 1961).]) [Processed.] ¢ FAA 1.88: ind/961 


Regulations of administrator. FAA 1.6/4: pt. (nos.) 

pt. 406. Certification procedures, effective Dec. 29, 1960. [1961.] 5 p. 4° 
{From Federal register, Dec. 29, 1960. Issued with perforations.] 
* Paper, 5c. 

pt. 410. Delegation option procedures for certification of small Uepianes, «. 
engines, and propellers (effective Dec. 29, 1960). [1961.] 8 
{Issued in loose-leaf form.] [From Federal register, Dec. 29, 1580.1 
* Paper, 5c. 

pt. 418. Representatives of administrator, effective Dec. 29, 1960. [1961.] 3 
p.4° [From Federal register, Dec. 29, 1960.] * Paper, 5c. 


Responsibility for air progress and safety, remarks by James T. Pyle, 
acting administrator, Federal Aviation Agency, before Missouri Pilots 
Association, St. Louis, Mo., Feb. 25, 1961. [1961.] 5 leaves, 4° [Proc- 
essed.] Tf FAA 1.12: P 99/9 


FEDERAL COMMUNICATIONS COMMISSION 


Communications act of 1934, with amendments and index thereto, revised 
to Sept. 13, 1960 [and Administrative procedure act, Judicial review 
act, and selected sections of Criminal Code pertaining to broadcasting]. 
1961. iii+135p. * Paper, 50c. @ Item 286 
L.C. card 36-26664 CC 1.5: C 73/960 
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Rules and regulations: v. 1, transmittal sheet 1-7. [1961.] [28] p. 4° 
{Includes new and revised pages to pt. O, Statement of organization, 
delegation of authority and other information, pt. 1, Practice and pro- 
cedures. Issued in loose-leaf form.] * Paper, $2.50 (including basic 
manual and amendments for an indefinite period) ; $1.00 additional for 
foreign mailing. © Item 287 CC 1.6/1: 960/trans.7 


—v. 2, transmittal sheet 2-10. [1961.] [138] p. 4° [Includes new 
and revised pages to pt. 2, Frequency allocation and radio treaty mat- 
ters. Issued in loose-leaf form.] * Paper, $2.00 (including basic man- 
ual and emendments for indefinite period) ; 75c. additional for foreign 
mailing. @ Item 287 CC 1.6/2 : 959/trans.10 


—— v. 3, transmittal sheet 3-12. [1961.] [23] p. 4° [Includes new and 
revised pages to pt. 3, Radio broadcast service, pt. 4, Experimental 
auxiliary and special broadcast service. Issued in loose-leaf form.] 
* Paper, $4.50 (including basic manual and amendments for an indefi- 
nite period) ; $1.25 additional for foreign mailing. © Item 287 

CC 1.6/3 : 959/trans.12 


v. 5, transmittal sheet 5-14. [1961.] [9] p. 4° [Includes new and 
revised pages to pt. 11, Industrial radio services. Issued in loose-leaf 
torm.) * Paper, $2.50 (including basic manual and amendments for an 
indefinite period) ; $1.00 additional for foreign mailing. @ Item 287 

CC 1.6/5: 959/trans.14 


-——v. 7, transmittal sheet 7-8. [1961.] [10] p. 4° [Includes new and 
revised pages to pt. 21, Domestic public radio service (other than Mari- 
time mobile. Issued in loose-leaf form.] * Paper, $2.00 (including basic 
manual and amendments for an indefinite period) ; 75¢c. additional for 
foreign mailing. @ Item 287 CC 1.6/7 : 959/trans.8 


—— v.8; Jan. 1961. [1960, published 1961.] cover title, 105 p.4° [Issued 
in loose-leaf form.] * Paper, $1.25 (including basic manual and amend- 
ments for an indefinite period); 50c. additional for foreign mailing 
@ Item 287 
L.C. eard 60-61384 CC 1.6/8: 961 


Includes: pt. 31, Uniform system of accounts for class A and class B telephone 
companies pt. 33, Uniform system of accounts for class C telephone companies. 


FEDERAL CREDIT UNIONS BUREAU, Health, Education and 
Welfare Dept. 





Supplement to Rules and regulations for Federal Credit Unions, Jan. 27, 
1961. [1961.. 7Tp.4° * Paper, 5c. @ Item 527 
FS 3.306: F 31/2/960/supp. 


FEDERAL DEPOSIT INSURANCE CORPORATION 


Operating banking offices insured by Federal Deposit Insurance Corpora- 
tion, asof Jan. 1, 1961. M.D. [1961.] iii+444 p. 7 
L.C. card 4946567 Y 3.F 31/8: 18/961 


FEDERAL EXTENSION SERVICE, Agriculture Dept. 


Using studies as tool in 4-H program building. [1960.] 11 p. 4° [Proe- 
essed. Talk presented at State 4-11 Leaders’ Meeting, Chicago, Ill. 
Nov. 28, 1960, by Laurel K. Sabrosky.] Tf A 43.21: Sal 


FEDERAL HOME LOAN BANK BOARD 


Investments of individuals in savings accounts, U.S. savings bonds and life 
insurance reserves, 1960. [Mar. 1961.] 4+ [2] p. 4° ([Operating 
Analysis Division.]) [Processed.] 7 FHL 1.13 : 960 
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5994 Rules and regulations for Federal savings and loan system [with amend- 
ments to Jan. 4, 1960]; insert sheets 5-10. [1961.] Each 1 p. or 2 p. 
[Processed.] 7 FHL 1.6: Sa 9/960/insert 5-10 


FEDERAL HOUSING ADMINISTRATION, Housing and 
Home Finance Agency 


5995 KHA appraised values and maximum mortgage amounts for 1- and 2- 
family residences, specified statutory or administrative limits for sec. 
203(b), effective Apr. 29, 1960. Revised Apr. 29, 1960, reprinted Jan. 
1961. [1]+7 p. 4° (FHA no. 426.) [Processed.] ft HH2.2:M 84/4 


5996 Rental housing mortgage insurance, housing the elderly mortgage insur- 
ance, nursing homes mortgage insurance, administrative regulations 
under sec. 207, 231 and 232 of National housing act, as amended, title 
24, chap. 11, subchap. D, pts. 232, 238, 285-238, Code of Federal regula- 
tions, effective dates, sec. 207, Aug. 13, 1954, sec. 231, Sept. 23, 1959, sec. 
232, when issued. [1961.] cover title, [43] p. (FHA no. 2012.) 
[Issued in loose-leaf form.] * @ Item 594 HH 2.6/2: 207, 231, 232 


FEDERAL MARITIME BOARD, Commerce Dept. 


Federal Maritime Board, Maritime Administration (SP (series).) [Proc- 
essed.] Tf C 39.109/2 : (nos. ) 
5997 61-4. Address by Ralph E. Wilson, chairman, Federal Maritime Board, and mari- 
time administrator, Department of Commerce, at 42d annual convention 
— Valley Association, St. Louis, Mo., Feb. 6, 1961. [1961.] 
p. 40 
5998 61-5. Address by Ralph E. Wilson, chairman, Federal Maritime Board, and mari- 
time administrator, Department of Commerce, at monthly meeting of 
Robert L. Hague Merchant Marine Industries’ Post no. 1242 of American 
Legion, New York City, Feb. 15, 1961. [1961.] 4 p. 4° 
5999 61-6. Address by Ralph E. Wilson, member, Federal Maritime Board, before 
Propeller Club, Port of Newport News, Newport News, Va., Mar. 8, 1961. 
{1961.] 7p. 4° 
6000 61-7. Remarks of Thos. E. Stakem, chairman, Federal Maritime Board, at annual 
dinner meeting of Port of Philadelphia Maritime Society on Mar. 23. 
1961. [1961.} 4p. 4° 


FEDERAL MEDIATION AND CONCILIATION SERVICE 


6001 13th annual report, fiscal year 1960, Federal Mediation and Conciliation 
Service. 1961. vii+45p.il. * Paper,25c. @ Item 433 
L.C. card 49-45739 FM 1.1: 960 


FEDERAL POWER COMMISSION 


6002. Federal Power Commission, reports, opinions, decisions, and orders, v. 13, 
Jan. 1—-Dec. 31, 1954. 1961. xxxvii+[1]+1691 p. il. * Cloth, $5.25. 
@ Item 438 
L.C. card 40—29138 FP 1.20: 18 


FEDERAL REGISTER OFFICE, General Services Administration 


Code of Federal regulations and Cumulative pocket supplements. 


Note.—For the convenience of those who maintain complete sets of the Code 
of Federal regulations, arrangements have been made to supply the 1960 pocket 
supplements for use during 1961 and any completely revised volumes issued in 1961 
on a subscription basis at $80.00 a year, $20.00 additional for foreign mailing. The 
revised volumes and supplements will be mailed as printed and all subscribers will 
receive expiration notices in ample time to renew their subscriptions, thus avoiding 
loss of continuity. The Superintendent of Documents will continue to make avail- 
able the revised volumes and individual supplements for those who do not maintain 
complete sets. 
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Cumulative pocket supplement to Code of Federal regulations: title 7, Agri- 
culture, pts. 900 to 959, as of Jan. 1, 1961. [1961.] xv+624 p. [Title 
7, pts. 900-959, revised 1955, supplemented with this cumulative supple- 
ment brings these parts up to date as of Jan. 1, 1961.] * Paper, $1.75. 
@ Item 572 
L.C. card 4946198 GS 4.108 : 7/pt.900-959/supp.960 


—— title 10, Atomic energy, title 11, Bankruptcy, title 12, Banks and bank- 
ing, title 18, Business credit and assistance, as of Jan. 1, 1961. [1961.] 
xv+235 p. [Titles 10-13, revised as of Jan. 1, 1959, supplemented with 
this cumulative pocket supplement brings these titles up to date as of 
Jan. 1,1961.] * Paper, 75c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 10-13/supp.960 


—— title 17, Commodity and securities exchanges, as of Jan. 1, 1961. 
(1961.] xv-+275 p. [Title 17, 1949 edition, supplemented with this 
cumulative pocket supplement brings this title up to date as of Jan. 1, 
1961.] * Paper, $1.00. © Item 572 
L.C. card 49-46198 GS 4.108 : 17/supp.960 

——title 22, Foreign relations, title 23, Highways, as of Jan. 1, 1961. 
(1961.] xv+119 p. [Titles 22-28, revised as of Jan. 1, 1958, supple- 
mented with this cumulative pocket supplement brings these titles up to 
date as of Jan. 1,1961.] * Paper, 50c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 22,23/supp.960 

-——— title 24, Housing and housing credit, as of Jan. 1, 1961. [1961.] xv+ 
129 p. [Title 24, revised as of Jan. 1, 1959, supplemented with this Cu- 
mulative pocket supplement, brings this title up to date as of Jan. 1, 
1961.] * Paper, 55c. © Item 572 
L.C. card 4946198 GS 4.108 : 24/supp.960 

—— title 28, Judicial administration; title 29, Labor, as of Jan. 1, 1961. 
[1961.] xv+608 p. [Titles 28-29, 1949 edition supplemented with this 
cumulative pocket supplement brings these titles up to date as of Jan. 1, 
1961.] | * Paper, $1.75. @ Item 572 
L.C. card 49-46198 GS 4.108 : 28,29/supp.960 

title 32, National defense, pts. 800 to 999 as of Jan. 1, 1961. [1961.] 
xv-+59 p. [Title 32, pts. 800 to 999, rev. as of Jan. 1, 1960 supplemented 
with this cumulative pocket supplement, brings these parts up to date 
as of Jan. 1, 1961.] * Paper, 40c. © Item 572 
L.C. card 49-46198 GS 4.108 : 32/pt.800-999/supp.960 


—-- title, 32, National defense, pt. 1100 to end, as of Jan. 1, 1961. [1961.] 
xv+170 p. [Title 32, pt. 1100 to end, rev. 1954, supplemented with this 
cumulative pocket supplement brings these parts up to date as of Jan. 1, 
1961.] * Paper, 60c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 82/pt.1100-end /supp.960 


—— title 42, Public health, as of Jan. 1, 1961. [1961.] xv+45 p. [Title 
42, revised as of Jan. 1, 1960, supplemented with this cumulative pocket 
supplement brings this title up to date as of Jan. 1, 1961.] * Paper, 35e. 
@ Item 572 GS 4.108 : 42/supp.960 


- title 48, Public lands, Interior, as of Jan. 1, 1961. [1961.] xv+3836 p. 
| Title 48, revised 1954, supplemented with this cumulative pocket sup- 
plement brings this title up to date as of Jan. 1, 1961.]  * Paper, $1.00. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 48/supp.960 

—— title 45, Public welfare, as of Jan. 1, 1961. [1961.] xv-+59 p. [Title 
45, revised as of Jan. 1, 1960, supplemented with this cumulative pocket 
supplement brings this title up to date as of Jan. 1, 1961.] * Paper, 40c. 
@ Item 572 
L.C. card 49-46198 GS 4.108 : 45/supp.960 
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Cumulative pocket supplement to Code of Federal regulations: title 46, 
Shipping, pt. 150 to end, as of Jan. 1, 1961. [1961.] xv+292 
p.il. [Title 46, pt. 150 to end, rev. as of Jan. 1, 1958, supplemented with 
this cumulative pocket supplement brings these parts up to date as of 
Jan. 1,1961.] * Paper, $1.00. © Item 572 
L.C. card 49-46198 GS 4.108 : 46/pt.150-end/supp.960 


—— title 47, Telecommunication, pt. 30 to end, as of Jan. 1, 1961. [1961.] 
xv+72 p. [Title 47, pt. 30 to end, revised as of Jan. 1, 1958, supple- 
mented with this Cumulative pocket supplement brings these parts up 
to date as of Jan. 1, 1961.] * Paper, 40c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 47/pt.30-end/supp.960 





title 49, Transportation, pts. 1-70, as of Jan. 1, 1961. [1961.] xv+ 
256 p. [Title 49, pts 1-70, 1949 edition supplemented with this cumula- 
tive pocket supplement brings these parts up to date as of Jan. 1, 1961.] 
* Paper, $1.00. @ Item 572 

L.C. card 49-46198 GS 4.108 : 49/pt.1-70/supp.960 


—title 49, Transportation, pts. 91-164, as of Jan. 1, 1961. [1961.] 
xv+126 p. [Title 49, pts. 91-164, revised as of Jan. 1, 1958, supple- 
mented with this Cumulative pocket supplement, brings these parts up to 
date as of Jan. 1,1961.] * Paper, 50c. @ Item 572 
L.C. card 49-46198 GS 4.108 : 49/pt.91-164/supp.960 


Principal officials in executive branch appointed Jan. 20-Feb. 20, 1961. 
(1961.] [2]+22 p. narrow 8° [Supplement 1 to U.S. Government or- 
ganization manual.] * Paper,15c. @ Item 577 
L.C. card 35-26025 GS 4.109 : 960/supp.1 


Principal officials in executive branch appointed Jan. 20-Mar. 20, 1961. 
{1961.] [2]+22 p. narrow 8° [Supplement 2 to U.S. Government 
organization manual.] * Paper, 15¢c. @ Item 577 
L.C. ecard 35-26025 GS 4.109 : 960/supp.2 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 


47th annual report of Board of Governors of Federal Reserve System, cov- 
erning operations for [calendar] year 1960. n.p. [1961]. viii+-182 
Oa Ft 
L.C. card 15-26170 FR 1.1: 960 


Bank debits to demand deposit accounts except interbank and Govern- 
ment accounts, 1960, summary figures, by districts, by months, individual 
centers by months. Mar. 6, 1961. [16] p. oblong 8° (Division of Bank 
Operations.) [Processed.] 7 FR 1.17/2: 960 


Federal reserve operations in perspective [statement by William McC. 
Martin, jr., chairman, Board of Governors of Federal Reserve System, 
before Joint Economic Committee, Mar. 7, 1961]. Washington [1961]. 
{1]+10 p. 4° [Processed. Preprinted from Federal reserve bulletin, 
Mar. 1961.] 7+ FR 1.3/a: Op 2 


Quarterly survey of consumer buying intentions. Washington [1961]. 
7 p. il. 4° [Processed. Preprinted from Federal reserve bulletin, Mar. 
1961.) 7 FR 1.3/a: C 76/4/961 


Remarks on consumer credit trends by M.S. Szymcezak, member of Board 
of Governors of Federal Reserve System before American Bankers 
Association annual National Instalment Credit Conference, Chicago, 
Ill., Mar. 21, 1961. [1963.] [1]+11 p. 4° [Processed.] + 

FR 1.28: Sz 9/38 
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6 re , 

19 FEDERAL SUPPLY SERVICE, General Services Administration 

h = : , 

of 6025. Federal specifications. @ Item 563 GS 2.8: 
NotTe.—These specifications are now so completely covered by the Index of 

30 Federal specifications, standards, and handbooks with cumulative monthly supple- 


ments, that listing in the Monthly Catalog of United States Government Publica- 

tions represents unnecessary and wasteful duplication of effort. For that reason 

aq they are no longer listed. 

e- Complete information on the Index of Federal specifications will be found in 
Se sees to the February 1961 issue of Monthly Catalog under Entry number 


1p 
30 Federal standard. [Issued with perforations.] ® Item 563 

6026 146. Tolerances for copper .% copper base alloy mill products; Jan. 16, 1961. 
m [1960.] [8]+380 p. il. 4° + Paper, 20c. GS 2.8/3 : 146 
a- Federal supply schedule, oo group. [Processed.] +t GS 2.7/4: (nos.) 
i 6027 26. pt. 1, Tires and tubes, FSC class 2620, Tires and tubes, pneumatic, aircraft, 

Jan. 1, 1961—Jan. 31, 1962 ; prepared ys National Buying Division. [1961.] 
60 21 p. oblong 8° (Control no. 59 ; Code 8 
6028 26. pt. 2, Tires and tubes, FSC class 2610, Pneumatic tires and tubes, except air- 
craft, FSC class 2630, — and cushion tires, FSC class 2640, Valves and 
& valve cores, Jan. 1—Dee. 1961; prepared by National Buying Division. 
le- [1961.] 88 p. oblong 8° ‘Coatral no. 4, Code 19-N.) 
t 6029 29. Engine accessories, FSC class 2920, Spark plugs, — and nonresistor, 
0 Apr. 15, 1961—Apr. 14, 1962; prepared by National Buying Division. 
[1961.] 5p. oblong 8° (Control no. 11, Code 28-N.) 
60 6030 35. Service and trade equipment, FSC class 3590, Heat process laminating 
presses, Mar. 1, 1961—Feb. 28, 1962; prepared by National Buying Division. 
{1961.] 7p. oblong 8° (Control no. 140; Code 36-N.) 
1. 6031 53. pt. 2, Hardware and abrasives, FSC class 5340, Seals, lead straps, binder, 
yr- Jan. 31—Aug. 31, 1961; prepared by National Buying Division. [1961.] 
4 p. oblong 8° (Control no. 141, Code 67—N.) 

6032 56. Construction and building materials, m. 1, 2 SC class 5610, Mineral construc- 

).1 tion materials, bulk, FSC class 5620, Building glass, tile, brick and block, 
FSC class 5640, Wallboard, building paper and thermal insulation mate- 

51. rials, FSC class 5650, Roofing and siding materials, GSA region 3, District 

nt of Columbia, and Maryland, Virginia, and West Virginia, Feb. 15—Aug. 14, 

‘1 1961; prepared by GSA region 3. [1961.] 29 p. 4° (Control no. 115, 
Code 78-3.) [Also includes certain items in FSC class 5350, Abrasive 

p.2 materials, FSC class 5440, Scaffolding equipment, FSC class 8030, Pre- 
servative and sealing compounds, FSC class 8040, Adhesives. ] 

6033 67. pt. 2, Photographic equipment, FSC class 6750, Photographic sensitized and 
chemical supplies, whiteprint (diazo) and blueprint papers, photocopy 
papers, sensitized cloths, reversal process and tinting kits, photographie 
and lantern-slide plates, Feb. 1, 1961—Jan. 31, 1962; prepared by National 

OV- Buying Division. [1961.] 62 p. oblong 12° (Control no. 19, Code 35—N.) 
92 6034 71. pt. 2. Household furniture, FSC class 7105, Living room furniture (uphol- 
a stered), Nov. 30, 1960—Nov. 14, 1961 (except as otherwise indicated in list 
of contractors) ; prepared by National Buying Division. [1961.] 68 p. il. 

G0 oblong 8° (Control no. 25, Code 40-N.) 

6035 71. pt. 4, Household furniture, FSC class 7105, Rattan living room, dining room, 

rn- ‘and recreation room furniture, Mar. 1, 1961—Feb. 28, 1962; prepared by 
National Ds en Division. [1961.] 17 p. il. oblong 8° (Control no. 27, 

nal Code 42-— 

nk 6036 75. pt. 5, Office supplies, (envelopes, printed and plain), Apr. 1—Sept. 30, 1961: 

160 prepared by National Buying Division. [1961.] 24 p. il. 4° (Control 
no. 46, Code 95—-N.) 

6037 78. Recreation and athletic equipment, FSC class 7810, Equipment for outdoor 
eC. games (including archery, court and field games, and water polo), FSC 
Mm, class 7820, Equipment for indoor games (including ecards, checkers, chess, 
1] and dominoes), FSC class 4320, Pumps, inflating (for footballs, basketballs, 
meld ete.), Mar, 1- Aug. 81, 1961; prepared by National Buying Division. [1961.] 
fin, 20 p. oblong 8° (Control no. 38, Code 53-N.) 
p2 6038 81. Containers, packaging, and packing supplies, FSC class 8115, Boxes, cartons, 

and crates, FSC class 8135, Packaging and packing bulk materials, GSA 
1] region 38, District of Columbia, Maryland, Virginia, and West Viegiows, 
Sent Apr. 1-Sept. 30, 1961; prepared by GSA region 8. [1961.]__5 
ar. (Control no. 96, Code 56-3.) [Also includes certain items in FSC Bua 
61 5510, Lumber and related basic wood materials. ] 


6039 84. Clothing and furnishings, pt. 2, Footwear, FSC class 8430, Men’s boots, over- 


ard shoes, and canvas athletic shoes, FSC class 8435, women’s and misses’ 

boots, overshoes, and canvas athletic shoes, FSC class 8450, Children’s 
ers overshoes and canvas athletic shoes, Mar. 1, 1961—Feb. 28, 1962; prepared 
go, by National Buying Division. [1961.] 16 p. oblong 8° (Control no, 39, 


Code 54—N.) ax 
‘ 6040 87. Agricultural supplies, pt. 2, FSC class 8730, Seed, GSA region 3, District of 
/38 Columbia, Maryland, Virginia, and West Virginia, Mar. 15-Sept. 14, 1961. 
[1961.] (Control no. 118, Code 83-3.) 
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6042 


GOVERNMENT PUBLICATIONS 


Federal supply schedule, FSC group—Continued 


89. Subsistence, pt. 3, FSC class 8960, Ice, GSA region 3, Washington, D.C., 
Prince Georges and Montgomery Counties, Md., and City of Alexandria, 
and Arlington County, Va., Apr. 1, 1961—Mar. 31, 1962; prepared by GSA 
region 3. [1961.] 5 p. 4° (Control no. 114, Code 73-3.) 

91. pt 2. Fuels, lubricants, oils, and waxes, FSC class 9130, Gasoline, GSA region 
3, District of Columbia, and Maryland, Virginia, and West Virginia, Mar. 1- 

Aug. 31, 1961. [1961.] 10 p. 4° (Control no. 66, Code 15-3.) 


Index of Federal specifications, standards, and handbooks, Jan. 1, 1961. 


6043 
[1961.] cover title, vii+152 p.4° [Issued with perforations.] * Paper, 
$1.50 (including 1961 cumulative supplements as issued) ; 50c. additional 
for foreign mailing. @ Item 565 
L.C. card 52-61969 GS 2.8/2: 961 
FEDERAL TRADE COMMISSION 
6044 Trade practice rules for poultry hatching and breeding industry ; promul- 
gated Feb. 22, 1961. [1961.] [2]+16 p. ([FTC-L-4588.])  [Proc- 
essed.] 7 FT 1.16: P 86/960 
FISH AND WILDLIFE SERVICE, Interior Dept. 
C.F.S. (series). [Processed.] 7 1 49.8/2: (nos.) 
6045 2482. Fish sticks and portions, 1960, annual summary. [1961.] 3 p. il. 4° 
(Bureau of Commercial Fisheries. ) 
6046 2518. South Carolina landings, 1960, annual summary. [1961.] 4 p. il. 4° 
(Bureau of Commercial Fisheries.) [Prepared in cooperation with South 
Carolina Wildlife Resources Department, Division of Commercial Fish- 
eries, Charleston, S.C.] 
Circulars. ; I 49.4: (nos.) 
6047 96. Index of fishery technological publications of Fish and Wildlife Service and 
former Bureau of Fisheries, 1918-55; compiled by M. E. Stansby and 
Rosemary Schairer. [1961.] ii+237 p. 4° (Bureau of Commercial 
Fisheries.) * Paper, $1.25. @ Item 609 
L.C. card 55—-60477 
6048 97. United States Fish and Wildlife Service, its responsibilities and functions; 
[by Edna N. Sater]. 1960. iv+44p. il. 7 
L.C. ecard 61-60964 
6049 99. Annual report, biological laboratory, Woods Hole, Mass., for year ending 
June 30, 1960; [by] Herbert W. Graham. Dec. 1960. [3]-+64 p. il. 4° 
(Bureau of Commercial Fisheries.) [Processed. Page 63 and 64 are 
left blank for notes. Errata, 1 p. 4°, Feb. 21, 1961, processed, was issued 
also.] 7 
L.C. card 60-61132 
6050 100. Better hunting and fishing on small watershed projects. 1960 [published 
1961]. 12 p. oblong 16° (Bureau of Sport Fisheries and Wildlife.) 
* Paper, 10c. @ Item 609 
Commercial fisheries review, separates. [Processed.] + I49.10/a: (nos.) 
6051 600. Development and use of otter-trawling gear for red snapper fishing in Gulf 
of Mexico, June 1957—May 1959 [with list of literature cited) ; by Francis 
J. Captiva and Joaquim B. Rivers. [1960.] 14 p.+ [14] folded leaves, 
il.4° [From v. 20, no. 10, Oct. 1960.] 
6052 603. Rapid objective freshness test for blue-crab meat and observation on 
spoilage characteristics [with list of literature cited]; by Caroline H. 
Kurtzman and Donald G. Snyder. [1960.] [1]+12-16 p. il. 4° [From 
v. 22, no. 11, Nov. 1960. Special technological reprint issued as part 
of program of technological advisory services to U.S. fishing industry.] 
6053 604. Trends and developments: Fishing vessel and gear developments, equip 
ment note no. 5, Sink gill-net fishing in New England [with list of 
literature cited ; by Warren F. Rathjen]. [1961.] p. 16-19, il. 4° [From 
v. 22, no. 11, Nov. 1960.) 
6054 606. Down with rejects, up with profits: [by] R. T. Whiteleather. [1960.] 
p. 16-19, il. 4° [From vy, 22, no. 12, Dec. 1960. ] 
6055 607. Trends and developments: Fishing vessel and gear developments, equip- 
ment note no, 6, Chain bridles and accumulators increase effectiveness 
of fall river clam dredges in deep water; [by Francis J. Captiva]. [1961.] 
p. 20-22, il. 4° [From v. 22, no, 12, Dec. 1960.] 
6056 608. Equipment note no. 7, Space-saving chart table installed on Seattle trawler 
Sunbeam; by Richard L. McNeely. [1961.]  p. 23, il. 4° [From vy. 22, 
no. 12, Dee. 1960.) 
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Apri 1961 


Fishery bulletin. 

182. Embryological stages in sea lamprey and effects of temperature on develop- 
ment [with list of literature cited]; by George W. Piavis. 1961. iv 
111-143 p. il. 4° (Bureau of Commercial Fisheries.) [From v. 61.] 
* Paper, 30c. @ Item 611 
L.C. card 61-60930 I 49.27 : 182 


Refuge leaflets. + I 49.44: (nos.) 

4—A. Wichita Mountains Wildlife Refuge. [1954, revised 1961.] [1961.] 
Ee. * narrow 8° ([Bureau of Sport Fisheries and Wildlife.]) @ Item 

78. Crescent Lake National Wildlife Refuge. [Oct. 1960.] [4] p. il. 4° (Bu- 
reau of Sport Fisheries and Wildlife.) [Processed.] 

80. Hart Mountain National Antelope Refuge. [Nov. 1960.] 4 p. il. 4° 
(Bureau of Sport Fisheries and Wildlife.) [Processed.] 

81. Blackwater National Wildlife Refuge. [Nov. 1960.] 4 p. il. 4° (Bureau 
of Sport Fisheries and Wildlife.) [Processed.] 

82. Sheldon National Antelope Refuge. [Nov. 1960.] 4 p. il. 4° (Bureau of 
Sport Fisheries and Wildlife.) [Processed.] 


Special scientific reports: Fisheries (series). + 1 49.15/2 : (nos. ) 

358. Biological and oceanographic observations in central North Pacific, July— 

Sept. 1958 [with list of literature cited]; by James W. McGary and 

Joseph J. Graham. Washington, D.C., Dec. 1960. v+107 p. il. 4° 
(Bureau of Commercial Fisheries.) [Processed.] 

360. Passamaquoddy fisheries investigations, 1957-58, report to International 
Joint Commission by International Joint Commission by International 
Passamaquoddy Fisheries Board; errata sheet. Jan. 19, 1961. 1 p. 4° 
(Bureau of Commercial Fisheries. ) 

363. Review of literature on menhaden with special reference to Gulf of Mexico 
menhaden, Brevoortia patronus goode [with list of literature cited]; b 
Gordon Gunter and J. Y. Christmas. Oct. 1960. iv+31 p. 4° (Bureau 
of Commercial Fisheries. ) 

365. Study of food preference and rate of feeding of Japanese oyster drill, 
Ocinebra japonica (dunker) [with list of literature cited] ; by Kenneth 
K. Chew. Nov. 1960. iii+27 p. il. 4° ({Contribution 44, College of 
Fisheries, University of Washington, Seattle, Wash.]; Bureau of Com- 
mercial Fisheries. ) 

367. Scallop resource of. United States Passamaquoddy area [with list of litera- 
ture cited]; by Robert L. Dow and Frederick T. Baird, jr. Dec. 1960. 
iv+9 p. il. 4° ([Bureau of Commercial Fisheries; International Passa- 
maquoddy Fisheries Board, 1956-59, Scientific report 2 22.)) 

368. ae hg mer study of silver hake [with list of literature cited] ; by John 

Conover, Raymond L. Fritz, and Manuel Vieira. Jan. 1961. 11+13 
“i il4° (Bureau of Commercial Fisheries. ) 


Wildlife leaflet. 
428. Distribution of winter blackbird roosts east of Appalachians; [by] Brooke 
Meanley and John S. Webb. Dec. 1960. 4 p. il. 4° (Bureau “<f hey ct 
Fisheries and Wildlife.) [Processed.] + 149 : 428 


FOOD AND DRUG ADMINISTRATION, Health, Education, and 
Welfare Dept. 


FDA 1961, protecting consumers of foods, drugs, & cosmetics. [1961.] 


[2]+18 p. il., oblong 32° (Division of Administrative Management.) 
tT @ Item 475 FS 13.102 : F 73/7 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 


[Foreign Agricultural Service, miscellaneous] FAS M (series). [Proce- 


essed.] 7 A 67.26: (nos.) 
109. U.S. agricultural exports, past and present, 1925-60; [prepared in Trade 
Statistics Branch, Trade Policy Division]. Feb. 1961. 2)+33 p. il. 4° 


L.C. ecard Agr 61-121 

111. bes cs 8 livestock and meat industry ; [by Dwight R. Bishop]. Feb. 1961. 
+20 p. il. 4° 
LC, card Agr 61-149 
International trade in vegetable expanding, summary of remarks by 

Clinton Cook, Agricultural economist, Fruit and Vegetable Division, 
Foreign Agricultural Service, before Vegetable Growers Association of 
America, Milwaukee, Wis., Nov. 29, 1960. [1960.] 7 p. 4° [Proe- 
essed.] f A 67.13: C 77 
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GOVERNMENT PUBLICATIONS 


New developments affecting trade among Americas, speech notes used by 
Max Myers, administrator, Foreign Agricultural Service, Department of 
Agriculture, at attache conference, Lima, Peru, Dec. 5, 1960. [1960.] 
12 p. 4° [Processed.] 7 A 67.13: M 99/8 


Special U.S. agricultural export programs; by Raymond A. Ioanes, deputy 
administrator, Foreign Agricultural Service. [1960.] 14 p. 4° [Proc- 
essed. Talk given at 38th annual outlook conference, Department of 
Agriculture, Washington, D.C., Nov. 15, 1960.] 7 A 67.13: Io 1/11 


U.S. wheat in foreign markets [address] presented by Raymond E. Vickery, 
director, Grain and Feed Division at National Association of Wheat 
Growers annual meeting, Enid, Okla., Dec. 6, 1960. [1960.] 10 p. 4° 
[Processed.] 7 A 67.13: V 66/7 


FOREIGN CLAIMS SETTLEMENT COMMISSION 


13th semiannual report to Congress for period ending Dec. 31, 1960. [1961.] 
vt+24p. + @ Item 1063-C 
L.C. card 56-62456 Y 3.F 76/3 : 1/960 


FOREIGN COMMERCE BUREAU, Commerce Dept. 


Business opportunities abroad. Mar. 10,1961. 46 leaves, 4° [Processed.] 
t C 42.2: B 96/2 


Checklist of BFC publications, market research data for use in foreign 
trade; Jan. 1961. [1961.] 28 p. 4° }~ @ Item 231-D 
C 42.15: C 41/961 


Opportunities in international trade, talk by E. E. Schnellbacher, director, 
Office of Trade Promotion, Bureau of Foreign Commerce, Department 
of Commerce, at conference on world trade at University of Kansas, 
Lawrence, Kans., Feb. 25, 1961. [1961.] 5 p. 4° [Processed.] + 

C 42.18: Sch 5/6 


World trade information service: pt. 1, Economic reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $3.75 additional for foreign mailing; 
single copy each 15c. (1-3 yr. subs.). @ Item 231-B C 42.13/1:(nos.) 


61-1. ee. areas in Pakistan ; [prepared by George S. Ayres]. [Jan. 1961.] 


61-3. Basic Nog on economy of Iraq i abibliography ; prepared by Woodrow 
Gainous]. [Jan.1961.] 12p 

61—4. Establishing business in a {prepared in European Division, 
Office of Economic Affairs]. [Jan. 1961. ] 4p. 4° [Supersedes pt. 1, 
no. 57-19, Mar. 1957.] 

61-6. Market for U.S. products in Federation of Malaya [with list of selected 
sources for further information; by Ada Wrigley]. [Jan. 1961.] 57 p. 


il, 4° 


World trade information service ; pt. 2, Operations reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $5.00 additional for foreign mailing; 
single copy, each 10c. (1-3 yr. subs.). @ Item 231-B C 42.13/2:(nos.) 
61-1. Import tariff system of Thailand ; speonered in Far Eastern Division, Office 
of Economic Affairs]. [Jan. 1961.] 2 p. 4° [Supersedes pt. 2, no. 
57-50, May 1957.] 

61-4. Licensing and exchange controls United Kingdom; [prepared by Deane M. 
Black]. [Jan. 1961.] 4 p. 4° [Supersedes pt. 2, no. 58-51, July 


1958. ] 

61-5. Living conditions in France; [prepared be European Division, Office of 
Economic Affairs]. [Jan. "1961.] 7 p. 4° [Supersedes pt. 2, 57-11, 
Jan. 1957.] 

61-6. Licensing and exchange controls, Finland ; pernes f in uae ean Divi- 
sion, Office of Panemic Affairs). (Jan. 1 4 [Supersedes 
pt. 2, no. 58-67, Oct. 1958.] 

61-7. Licensing and exchange pon Sweden ; [prepared by Grant Olson]. 
{[Jan. 1961.] 4p.4° [Supersedes no. 58-1, Jan. 1958.] 

61-8. Licensing and exchange controls, Ireland; [prepared by Deane M. Black]. 
{Jan.1961.] 4p.4° [Supersedes pt. 2, no. 58-9.] 
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6091 61-9. Licensing and exchange controls, eee [prepared by Alfred 
M. Groner]. [Feb. 1961.] 10 [Supersedes pt. 2, no. 58-10, 
Jan. 1958.] 
6092 61-10. Pharmaceutical regulations of France; [prepared by American Embassy, 
Paris]. [Mar. 1961.] 4 p. 4° [Supersedes pt. 2, 58-40, June 1958.] 
World trade information service: pt. 3, Statistical reports. [Issued ir- 
regularly.] * Paper, $6.00 a yr., $2.50 additional for foreign mailing; 
single copy each 20c. (1-3 yr. subs.). @ Item 231-B C42.13/3: (nos.) 
6093 60-47. Foreign trade of Nigeria, 1957-59; [prepared by International Economic 
Analysis Division, Office of Economie Affairs]. [Dec. 1960.] 4 p. 4° 
6094 61-2. Total export and import trade of United States, Jan._Nov. 1960; [pre- 
pared in International Economie Analysis Division, Office of Economic 
Affairs]. [Feb.1961.] 12 p. il. 4° 
6095 61-3. Market indicators for Far East [with bibliography; prepared by Inter- 
national Analysis Economic Division, Office of Economie Affairs]. 
1961. 8 p. il. 4° 


FOREST SERVICE, Agriculture Dept. 


6096 1960 annual report, Central States Forest Experiment Station. [1961.] 
[4]+52 p. il. [Processed. Includes list of 1960 publications. Errata, 
1 p. oblong 24°, was issued also.] + 
L.C. card 53-33228 A 13.68/1 : 960 


Central States Forest Experiment Station: [Miscellaneous release]. 


[Processed.] 7 
6097 6. Publications to Jan. 1960; [compiled by Dorothy E. Bennett]. [Revised 


1960.] [1960.] cover title, [3]+68 p. 4° A 13.68/8 : 6/3 

—— Station note. [Processed.] + 
6098 144. Cutting short bolts means more wood but more work, too; [by Ronald W. 
Jokerst]. Dec. 1960. [2] p. 4° [Processed.] ¢ A 18.68/10: 144 


6099 Deflection characteristics of 20-foot-diameter laminated wood ring sub- 
jected to compressive loading along diameter, Government research re- 
port; [by Fred Werren and Robert L. Ethington]. [1961.] cover title, 
20+ [10] p. il. 4° ([{BuS-4: Forest Products Laboratory.]) [Proc- 
essed.] & Paper, 75c. (PB 171165). A 13.27/2: W 85/95 


Forest Products Laboratory: [Reports]. [Processed.] 7 
A 13.27/14: (nos.) 
6100 238. List of publications on chemistry of wood and derived products. Oct. 
1960. cover title, 64 p. 4° {Includes list of other publication lists 
issued by Forest Products Laboratory. ] 


6101 508. List of publications on fungus defects in forest products and decay in 
trees, Dec. 1960. [1961.] cover title, 30 p. 4° 
6102 761. Preservative treatment and staining of shingles; [by F. L. Browne]. 


Original report dated 1930, revised Oct. 1960. [1961.] cover title, 
» 4° [Includes list of subject lists of publications by Forest 
Products Laboratory. ] 

6103 1878. Effect of thermal gradients on strength of phenolic and silicone rein- 
forced eager laminates ; [by Kenneth E. Kimball]. Sept. 1960. cover 
title, 224-[12] p. il. 4° [This report is one of series issued in coopera- 
tion with ANC a Panel on Plastics for Flight Vehicles of Department 
of Air Force, Navy, and Commerce. ] 

6104 1944-4, Mechanical properties of "Stale. a by John T. Drow. [Revised 
edition.] [Oct. 1960.] 2+ [1] 1, 4° 

6105 1956. Marupa (simarouba amara aubl. ‘ “* ith Hst of literature cited; by B. 
Francis Kukacha]. Revised Oct. 1960. [1961.] cover title, 4 p. 4° 
(Foreign wood series.) 

6106 2156. Stiffness and bending strength of beams laminated from 2 species of wood 
[with list of literature cited; by Robert L. Ethington]. Sept. 1960. 
cover title, 28-+-|22] p. il. 4° 

6107 2164. Drying stresses and stress relief in thin sections of wood [with list of 
literature cited; by Hans Kuebler]. Nov. 1960. cover title, 16+4- [20] 
». 1. 4° [Ineludes list of subject lists of publications issued by Forest 

-roducts Laboratory.] 

6108 2198, Interaction of moisture and wood a let of cee a cited ; by Harold 
Tarkow]. Sept. 1960. cover title, 8+ [8] p. il. 4° 

6109 2201. Protecting bulk-piled green lumber from fungi by dip treatment; [by 
Theodore C,. Scheffer and John T. Drow]. Oct. 1960. cover title, 
8+ [6] p. il. 4° 
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GOVERNMENT PUBLICATIONS 


Forest Products Laboratory—Continued 
2202. Performance of wood in fire [with list of literature cited: by H. 0. 
Fleischer] Nov. 1960. cover title. 10 p. 4° [Includes list of sub- 
ject lists of publications issued by J‘orest Products Laboratory. ] 
2206. Inspection of preservative treatment of poles; [by R. H. Baechler]. Nov. 
1960. cover title, 8 p. 4° 


—— Technical note. [Processed.] 7 
233. wae air-drying and — -dryir g periods for 1-inch Per Revised 
Aug. 1960. [1960.] [6] f 27/9 : 2833/3 
How our forests serve us. [Rev . aN Mar. 1961.] [1961.] “7 4° ([O- 
24.1) + @ Item 8&4 A 13.2: F 76/60/961 


Intermountain Forest & Range Experiment Station: Research note. 

[Processed.] f 
81. me intensity rainstorms on Boise and Payette National Forests ; ‘4 Aee Ww. J. 
Kidd, jr. ‘1961. 4 p. 4° 3.65/8 : 81 


List of publications on structural sandwich, plastic laminates, and wood- 
base aircraft components available from Forest Products Laboratory, 
Madison 5, Wis. [1960.] 14p.4° (RPI-4.) [Processed.] 

A 13.27/7: Ai 7/2,/960 


Minimum standards for progeny-testing southern forest trees for seed- 
certification purposes. Nov. 1960. cover title, 20 p. 12° (Southern 
Forest Experiment Station.) [Processed. Sponsored publication 20 of 
Committee on Southern Forest Tree Improvement. Text on p. 2 and 3 
of cover.] + A 13.40/2: P 94 


Molded composite for boat hulls, Government research report; [by B. G. 
Heebink, G. H. Stevens and E. W. Kuenzi]. [1961.] cover title, 22 
[21] p. il. 4° ([{BuS-8; Forest Products Laboratory.]) [Processed.] 
# Paper, $1.25 (PB 171168). . A 13.27/2: H 8&7 


Northeastern Forest Experiment Station: Forest research notes. [Proc- 
essed.] 7 1 eagle 
102. Virginia pine seed viable 2 months hefore natural cone opening; [by 

Thomas W. Church, jr., and Edward I. Sucoff]. 1960. 4 p. il. 


106. Sweetgum blight and dieback of associated hardwoods - Beltsville Experi- 
Fg ig Forest in Maryland; [by R. H. Fenton and J. D. Diller]. 1960. 


p. il. 
107. Simple filter dam for small streams; [by K. G. Reinhart]. 1960. 4 p. il. 
108. Release, browse damage, and growth of young white pines; [by Thomas W. 
McKonkey]. 1960. 2p. 
109. How to collect and process small polyhedral viruses of insects; [by Frank- 
lin B. Lewis]. 1960. Sp. 
110. How much scarification from summer logging? [by David A. Marquis and 
John C. Bjorkbom]. 1960. 3 p. il. 


—— Station papers. [Processed.] 7 A 13.42/16 : (nos. ) 
138. Effect of scrub oak and associated ground cover of soil rpolsture oo 
list of literature cited]; by Arthur R. Eschner. 1960. [2]+16 p. 
136. Trees for strip-mined lands, report on 10-year survival and growth of fous 
pogo af on coal-stripped jands in Pe nnsylvyania’s bituminous region [with 
st of literature cited]; by George Hart and William R. Byrnes. 1960. 
cover title, [1] +36 p. il. 


Operation Outdoors, pt. 2, National forest wildlife. [Feb. 1961.] cover 
title, 16 p. il. 4° * Paper, 20c. @ Item 84 A 13.2: Ou 8/pt.2 


Outlines of program for small forest ownerships; by Leonard I. Barrett, 
address at 1960 meeting of Association of Consulting Foresters, Nov. 13, 
1960, Washington, D.C. [1960.] 28 p. 4° [Processed.] 

A 13.35: B 27/2 


Pacific Northwest Forest and Range Experiment Station: Research notes. 
[Processed.] fT A 13.66/7 : (nos.) 
192. Chemical control of bigleaf “ee trees and stump sprouts; by Carl M. 
Berntsen. Oct. 1960. 9 p. il. 

193. Forest fire weather and tobe fire occurrence in western rr. ‘a 
western Washington in 1960; by Owen P. Cramer. Dec. 1960. . 
[Includes supplementary fire- weather data. ] 
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6140 
6141 
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6143 


6144 


6145 


6146 


6147 


6148 


6149 


6150 


Apri 1961 


194. Effect of thinning on form of young-growth Douglas-fir trees by Vern P. 
Yerkes. Nov. 1960. 5 p. il. 4° 

195. Harvesting minor forest — in Pacific Northwest; by Thomas C. 
Adams. Noy. 1960. S8p.4 

196. Heart-rot hazard is low in Abies amabilis reproduction injured by logging; 
by Paul E. Aho. Nov. 1960. 5 p. il. 4° 

197. Planting Sitka spruce and Douglas-fir on decayed wood in coastal Oregon; 
by Carl M. Berntsen. Nov. 1960. 5 p. il. 4° 

198. Behavior of ground vegetation under pty ed cut stand of Douglas-fir; 
by Kenneth W. Krueger. Dec. 1960. 3p. 4° 


—— Research paper. [Processed.] 
35. Northwest range-plant symbols adapted to automatic data processing; by 
George A. Garrison and Jon M. Skovliv. Aug. 1960. [38]+iv+143 p. 4° 
+ (Limited distribution). A 13.66/10: 35 


Pacific Southwest Forest and Range Experiment Station: Miscellaneous 
paper. [Processed.] fT 


54. 1960 fire weather severity in California; by Arthur R, Pirsko. Nov. 1960. 
14 p. il. 4° A 13.62/9 : 54 


—— Research notes. [Processed.] Tf A 13.62/7: (nos.) 
163. Rate of broadcast 2, 4-D spraying on 2d-year chamise sprouts; by T. R. 
Plumb and J. R. Bentley. Aug. 1960. 7 p. il. 4° 
165. Humidity patterns at middle elevations in coastal mountains of southern 
California [with list of literature cited; by] Mark J. Schroeder. Sept. 
1960. 6p. il. 4° 
166. Mortality of western pine beetle and California 5-spined ips in field trial of 
lindane ; by Robert L. Lyon and Boyd E. Wickman. Sept. 1960. 7 p. il. 


4° 

167. Segregation of white fir for kiln drying; by Harvey H. Smith and John R. 
Dittman. Sept. 1960. 6p. il. 4° 

168. Drying rate of white fir by Segregations ; by Harvey H. Smith and John R. 
Dittman. Sept. 1960. 10 p. il. 

170. Cooperative forest insect detection reports for California, 1959; by Ralph 
C. Hall and Charles B. Eaton, Oct. 1960. 8 p. il. 4° 


—— Technical papers. [Processed.] 7 A 13.62/10: (nos.) 
49. Douglas-fir seed production and dispersal in northwestern California iwi 
list of literature cited] ; by Douglass F. Roy. July 1960. [2]-+-22 p. il. 4° 
[Text on p. 2 of cover.] 
51. nes ations on pine susceptibility to weev ag (with list of literature cited] ; 
by R. Z. Callaham. Sept. 1960. [3]-+12 p. 


Plan for centralized nursery for Hawaii; [by] F. M. Cossitt. Dec. 1960. 
cover title, [1]+40 p. il. 4° (Pacific Southwest Forest and Range Ex- 
periment Station, Berkeley, Calif.) [Processed. Prepared in coopera- 
tion with Department of Agriculture and Conservation, Hawaii.] 7 

A 13.62/2: H 31 


Rocky Mountain Forest and Range Experiment Station: Station papers. 
[Processed.] + A 13.69/7: (nos.) 
54. Survey of effects of intentional burning on fuels and timber stands of 
Ponderosa pine in Arizona [with bibliography] ; by A. W. Lindenmuth, jr. 
Nov. 1960. cover title, [1]-+-22 p. il. 4° 

55. Study of early gully-control atructares in Colorado Front Range [with oe. 
raphy]; by Burchard H. Heede. Dec. 1960. cover title, fi] +42 p p. il. 4° 


Some water problems and hydrologic characteristics of Umpqua Basin 
[with list of literature cited]; by G. L. Hayes and G. H. Herring. July 
1960, [2]+22 p.il.4° (Pacific Northwest Forest and Range Experiment 

+ 


Station.) [Processed. Map and text on p. 2 and 3 of cover.] 7 
A 13.66/2: W 29 


poet pers Forest Experiment Station: Forest survey release. 
4. Arkansas forests; [by] Herbert S. Sternitzke. 1960. iv-+58 p. il. 4° 
A 18.40/5: 84 
—— Occasional paper. [Processed.] + 


180. Bark beetles affecting southern pines, review of current knowledge [with 
rst of wg ow cited]; [by Robert C. Thatcher]. amen 3 cover title, 
21+25 p. il. 4° A 13.40/6 : 180 
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GOVERNMENT PUBLICATIONS 


{This entry number not used.] 


Tree planters’ notes, publication for nurserymen and planters of forests 
and shelterbelts. [Processed.] 7 
44. Annual planting report, 1960 [Report of forest and windbarrier planting 
or United States, 1960, and] Forest tree nurseries in U.S., 1 “ 0. Dee 
1960. [61] p. 4° 13.51: 44 
Tropical Forest Research Center: Tropical Forest notes. ‘commana 7 


5. Service life of untreated posts in Puerto “@ after 1 year in wr iar 


H. Englerth. Sept. 29, 1960. [2] p /8:5 


GENERAL ACCOUNTING OFFICE 


Annual report of Comptroller General of United States, fiscal year 1960. 
1960 [published 1961]. x-+321 p. il. [Also issued as H. doe. 14, 87th 
Cong., Ist sess.] * Paper, $1.25. @ Item 543 
L.C. card 22-273853 GA 1.1: 960 


GAO manual for guidance of Federal agencies [titles 1-9]. [Issued in 
loose-leaf form.] * Paper, $11.00 (including basic manual and supple- 
mentary service) ; $2.50 additional for foreign mailing. 
title 2. Accounting principles and standards and internal eae — 

transmittal sheet 2-15; Feb. 10, 1961. — HF 
e710: 957/trans.2— 15 
[Norr.—Title 2 is also sold separately 4 a subscription basis. 
* Paper, $2.50, (including supplementary service) ; 75c. additional for 
foreign mailing. 

Report to Congress of United States: Audit of Government Printing Office, 
fiscal year 1960; by Comptroller General of United States. Feb. 1961. 
[3]-+28 leaves, 4° [Processed. 1 {7 (Very limited distribution). 

L.C. card 60-61403 GA 1.13: G 74 


—— Audit of revolving fund, Small Business Administration, fiscal year 
1959; by Comptroller General of United States. Feb. 1961. [3]+36 
leaves, 4° [Processed.] f (Very limited distribution). 

L.C. card 61-60904 GA 1.13: Sm1 


—— Examination of prices negotiated for coordinate data transmitting 
sets under Department of Air Force contracts AF 30 (635)-9324 and 
AF 30 (6385-11490 with Burroughs Corporation, Detroit, Mich., by 
Comptroller General of United States. Jan. 1961. [4]+34 leaves, 4° 
[Processed.] 7+ (Very limited distribution). 

L.C. card 61-60492 GA 1.13: C 78 


—— Examination of pricing of spare parts for J-69 turbojet engines 
under Department of Air Force negotiated contracts with Continental 
Aviation & Engineering Corporation, Toledo, Ohio; by Comptroller 
General of United States. Feb. 1961. [3]+27 leaves, 4° [Processed.] 
+ (Very limited distribution). 

L.C. card 61-60490 GA 1.13: T 84 


)xamination of target price of Department of Air Force, contract AF 
04 (647)-287, with North American Aviation, Inc., Rocketdyne Division, 
Canoga Park, Calif., by Comptroller General of United States. Feb. 
1961. [4]+17 leaves, 4° [Processed.] f(Very limited distribution). 
L.C. card 61-60941 GA1.18: Ai 7/5 


Review of certain contracts by Federal Maritime Board, Department 
of Commerce, for construction-differential subsidy and related ship 
construction; by Comptroller General of United States. Mar. 1961. 
[3]+-43 leaves, 4° [Processed.) {(Very limited distribution). 

L.C. card 61-60943 GA 1.13: Sh6 
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Aprin 1961 


— Review of cost of excess proficiency flying in Air Force; by Comptrol- 
ler General of United States. Jan. 1961. [4]+47 leaves, 4° [Proc- 
essed.] (Very limited distribution). 

L.C. card 61-60946 GA 1.13: F 67 


— Review of expenditures for selected maintenance and construction 
projects at Army Chemical Center, Edgewood, Md.; by Comptroller 
General of United States. Mar. 1961. [4]-+16 leaves, 4° [Processed.] 
+ (Very limited distribution). 

L.C. card 61-60945 GA 1.13: M 28 


— Review of supply activities of United States Army Japan Depot- 
Complex ; by Comptroller General of United States. Feb.1961. [4]+38 
leaves, 4° [Processed.] 1(Very limited distribution). 

L.C. ecard 61-60948 GA1.13: Su7 


—— Review of supply management activities of Marine Corps Air Facility, 
Iwakuni, Japan Department of Navy; by Comptroller General of United 
States. Mar. 1961. [4]+18 leaves, 4° [Processed.] 7(Very limited 
distribution). 

L.C. card 61-60944 GA 1.13: Su 7/2 


— Review of supply management of selected electronic equipment pro- 
grams, Department of Navy; by Comptroller General of United States. 
Jan. 1961. [4]+16 leaves, 4° [Processed.] {(Very limited distribu- 
tion). 

L.C. card 61-60947 GA 1.18: El2 


GENERAL SERVICES ADMINISTRATION 


Inventory report on real property owned by United States throughout 
world as of June 30, 1960. [1961.] [1]-+-vii+72 p. il. * Paper, 25c. 
@ Item 559-A 
L.C. card 57-44028 GS 1.15: 960 


GEOGRAPHIC NAMES BOARD, Interior Dept. 


Decision list. [Processed.] 7 


6002. Decisions on names in United States and Virgin Islands, decisions rendered 
from May-Aug. 1960. Washington, D.C., Dee. 1960 [publishe d 1961]. 
V+77 p. 133.5/2 : 6002 


GEOLOGICAL SURVEY, Interior Dept. 


Bulletins. @ Item 620 119.3: (nos.) 


1078. Geology and coal resources of Buffalo-—Lake DeSmet area, Johnson and 
Sheridan Counties, Wyo. [with list of references cited] ; by William 
J. Mapel. 1959. vi+148 p. il. 23 pl. 18 are in portfolio. [De- 
scription of sedimentary rocks and reserves of coal in part of 
Bighorn Mountains and adjacent west side of Powder River Basin. 
Two plates in portfolio are colored.] * Paper, $4.75. 
L.C. card GS 59-188 

1082-F. Geology and fluorspar deposits, Northgate district, —. Sari 3 ie - 
references cited] ; by Thomas A. Steven. 1960. v+823—42 
6 pl., 4 are in pocket. {Prepared in cooperation with Goldrade 
State Geological Survey Board and Colorado Metal Mining Fund 
Board. Contributions a economic geology. Four plates are 
colored.]  * Paper, $1.75 

1101. Vanadium- urentune deposits of Rifle Creek area, Garfield County, Colo. 
{with list of references cited], by Richard P. Fischer; with section 
on Mineralogy, by Theodore Botinelly. 1960. iv+52 p. il. 10 pL, 4 
are in pocket. [Prepared on behalf of Atomic Energy C ommission 
and published with permission of Commission. Four plates are 
colored.] * Paper, $1.25. 
L.C, card GS 61-187 

1111-B. Field de scription and sampling of coal beds [with fine of literature 
cited] ; by James M. Schopf. 1960. iv-+25-—70-+-[20] p. il, 22 pl, 
8 are in pocket. Information required in pte A coal beds, 
with discussion of sampling methods and applications for coal 
geology. Contributions to general geology.) * Paper, $1.00 
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GOVERNMENT PUBLICATIONS 


Bulletins—Continued 
1111-C, D. Petrology of Meade Peak phosphatic shale member of Phosphoria 


formation at Coal Canyon, Wyo. [with list of references cited], 
and Method of X-ray analysis for determining ratio of calcite to 
dolomite in mineral mixtures [with list of literature cited]; by 
Rk. A. Gulbrandsen. 1960. [xiii] -+71-152 p. il. 6 pl. 2 are in 
pocket. [Prepared partly on behalf of Atomic Energy Commission 
and published with permission of Commission. Contributions to 
general geology.] * Paper, $1.00. 


Circulars. [Processed.] 7 1 19.4/2:(nos.) 
441. Ground-water resources of the South, frontier of nation’s water supply 


[with list of references cited] ; by P. E. LaMoreaux. Washington, 1960. 


iii+9 p. il. 4° 
L.C, card GS 61-190 


442. Ground-water resources, development and management [with list of ref- 


erences]; by C. S. Conover. Washington, D.C. 1961. [2]+7 p. 4° 
L.C. card GS 61-192 


Professional papers. ® Item 624 T 19.16 : (nos. ) 
330-A. Papooenie eee. of Bairdia and related soem {with bibliography] ; 


Sohn. 1960. iii-+105+ [7] p. il 4° [Monographie 
subjective revision of genera and species, ishodieg identification keys 
and stratigraphic ranges. Revision of some Paleo-zoic ostracode 
genera.] * Paper, $1.00. 


331—A. Archeogastropoda, Mesogastropoda and stratigraphy of Ripley Owl Creek, 


366. 


2 
e 


374—A. 


and Prairie Bluff formations [with list of references] ; by Norman F. 
Sohl. 1960. iv+151+ [17] p. il. 18 pl., 2 are in pocket, 1 tab in 
pocket, 4° [In this report, 48 genera and 94 named and 33 unnamed 
species are discussed and diagnosed; 4 genera are new; 3 new sub- 
genera are proposed, and 21 species and 2 subspecies are described as 
new. Late Cretaceous gastropods in Tennessee and Mississippi.] 
* Paper, $2.00. 

Tertiary and Quaternary gastropoda of Okinawa [with list of refer- 
ences]; by F. Stearne MacNeil. 1960 [published 1961]. iv+148+ 
[20] p. il, 21 pl., 2 are in pocket, 4° [Comparison of late Miocene, 
Pliocene, and Pleistocene gastropoda of Okinawa with related faunas 
of East Asia together | = resume of geologic setting of fossiliferous 
a apm ue tery $2. 

L.C. ecard GS 61-19 

Ash-flow tuffs, their aia: geologic relations, and identification [with 
list of selected references] ; by Clarence 8S. Ross and Robert L. Smith. 
1960. vi+81 p. il. 1 pl. 4° [Study of emplacement, by flowage, of 
hot gas-emitting volcanic ash, its induration by welding and crys- 
tallization, and criteria for recognizing resulting rock. Plate is col- 
ored.] * Paper, $1.00. 

L.C. ecard GS 61-177 

Upper Eocene and Oligocene larger Foraminifera from Viti Levu, Fiji 
{with list of literature cited] ; by W. Storrs Cole. 1960. ili+7-+ [4] 
p. il. 3 pl. 4° [Illustrations of first Eocene and Oligocene fossils from 
Fiji, and their occurrence in surrounding areas. Shorter contribu- 
tions to general geology.] * Paper, 25c. 


. Joints in precambrian rocks, Central City-Idaho Springs area, Colo. 


[with list of references cited] ; by J. E. Harrison and R. H. Moench. 
1961. iii+14 p. il. 4° [Shorter contributions to general geology. 
Prepared on behalf of Atomic Energy Commission and published with 
permission of Commission.] * Paper, 20c. 


Remarks of Robert J. Hackman, Geological Survey, Department of In- 
terior, before American Congress on Surveying and Mapping, Mar. 21, 
1961. 


Water-supply papers. @ Item 625 I 19.13 : (nos.) 
1460-I. Effect of irrigation withdrawals on stage of Lake Washington, Miss. 


1 


Page 68 





491. 


[1961.] 6 leaves, 4° [Processed.] {+ 119.50: H 11 


with list of references cited]; by G. Earl Harbeck, jr., Harold G. 
Golden, and Edward J. Harvey. 1961. iv+359-388 p. il.  [Pre- 
pared in cooperation with Mississippi Board of Water Commissioners. 
Contributions to hydrology of United States.] * Paper, 20c. 

Geology and ground-water features of Butte Valley region, Siskiyou 
County, Calif. [with list of references cited] ; by P. R. Wood. 1960. 
v+150 p. il. 3 pl. in pocket. [Prepared in cooperation with Call- 
fornia Department of Water Resources. Two plates are colored.] 
* Paper, $2.00. 

L.C. card GS 61-189 
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1534. Progress report on wells penetrating artesian aquifers in South Dakota 


[with selected bibliography] ; by R. W. Davis, C. F. Dyer, and J. E. 
Powell. 1961. iv+100 p. 9 pl. 3 are in pocket. [Prepared in co- 
operation with South Dakota State Water Resources Commission. ] 
* Paper, 
L.C. card GS 61-185 

5-A. Ammoniated thermal waters of Lake and Colusa Counties, Calif. [with 
list of references]; by C. E. Roberson and H. C. Whitehead. 1961. 
iii+11 p. il. [Geochemistry of water.] * Paper, 15ce. 


1535-B. Geologic control of mineral composition of stream waters of eastern 


1627. 


slope of southern Coast Ranges, Calif. [with list of references cited] ; 
by G. H. Davis. 1961. iii+30 p. il. [Geochemistry of water.] 
* Paper, 20c. 

4—A. Artificial recharge through well tapping basalt aquifers, Walla Walla 
area, Wash. [with list of references cited]; by Charles E. Price. 
1961. iv+33 p. il. [Prepared in cooperation with State of Wash- 
ington Department of Conservation. Artificial recharge of ground 
water.] * Paper, 20c. 

Surface water supply of United States, 1959: pt. 4, St. Lawrence River 
Basin; [prepared by personnel of Water Resources Division]. 1960 
[published 1961]. x-+417 p. il. [Prepared in cooperation with 
Illinois, Indiana, Michigan, Minnesota, New York, Ohio, Pennsyl- 
vania, Vermont, and Wisconsin, and with other agencies.] * Paper, 


$1.50. 
L.C. card 46-40712 


HEALTH, EDUCATION, AND WELFARE DEPARTMENT 


Gradual retirement in Department of Health, Education, and Welfare, 
handbook for use in developing individual plans for gradual retirement. 
1961. [2]+14 p. 4° (Division of Personnel Management, Office of 


Ad 


ministration, Office of Secretary; Form HEW 3881, Dec. 1960.) 


* Paper, 10c. @ Item 445-A FS 1.6/3: R31 
rrants-in-aid and other financial assistance programs administered by 
Department of Health, Education, and Welfare. 1961 edition. [1961.] 
x+198 p. 1 tab. 4° (Office of Secretary—( )ffice of Program Analysis.) 
[Annual issue. Supplement to Handbook on programs of Department 


of 


Health, Education, and Welfare.] * Paper, $1.50. @ Item 445-A 


L.C. card 59-60898 FS 1.6/6: 961 


[This 


H.O. 


15. 


16. 


entry number not used. ] 


HYDROGRAPHIC OFFICE, Navy, Defense Dept. 


publications. @ Item 878 (Rev. 1957) D 203.22: (nos.) 
Change 6, Feb. 4, 1961, to Sailing directions for northern Canada, 2d edi- 


tion, 1951. 1961. [174] p. il. 4° [Formerly no. 77. Includes list of 
effective pages. Issued in loose-leaf form.] + Paper, 35c. 

Change 6, Jan. 21, 1961, to sailing directions for Baffin Bay and Davis 
Strait, 2d edition, 1951. 1961. [196] p. il. 4° [Formerly no. 76. 
Issued in loose-leaf form. Includes effective pages.] + Paper, 35c. 

Change 8, Jan. 7, 1961, Sailing directions for West Indies, v. 2, 6th edition, 
1949. 1961. [92] p. il. 4° [Formerly no. 129. Includes list of effective 
pages. Issued in loose-leaf form.] + Paper 35c. 

Change 8, Jan. 7, 1961, to —~ directions for Bay of Biseay, 5th edition, 
1951. 1961. [102] p. il. 4° [Formerly no. 133. Includes list of effee- 
tive pages. Issued in a leaf form.] + Paper, 35c. 

Change 7, Feb. 11, 1961, to Sailing directions for west coast of India, 4th 
edition, 1951. 1961. [146] p. il. 4° [Formerly 159. Includes list of 
effective pages. Issued in loose-leaf form.] f Paper, 35e. 

Change 6, Jan. 14, 1961, to Sailing directions for south Indian Ocean, 4th 
edition, 1952. 1961. [126] p. il. 4° [Formerly no. 161. Includes 
list of effective pages. Issued in loose-leaf form. |] +t Paper, 35ce. 

Change 6, Jan. 14, 1961, to Sailing directions for Malacea Strait and Su- 
matra, 4th edition, 1951. 1961. [296] p. il. 4° [Formerly no. 162. 
Issued in loose-leaf form. Includes list of effective pages.] + Paper, 35c. 

Change 6, Dec. 24, 1960, to Sailing directions for Pacific Islands, v. 1, 1st 
edition, 1952. 1960. [166] p. il. 4° [Formerly no. 165A, Includes list 
of effective pages. Issued in loose-leaf form.] + Paper, 85c. 
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116. List of lights and fog signals, Baltic Sea, with Kattegat, belt and sound and 
Gulf of Bothnia, pt. 5; Nov. 26, 1960. 1st edition. 1960. [47] p. il. 4° 
{Formerly H.O. 35. Includes list of effective pages and Notice to 
Mariners no. 48 of 1960. Issued in loose-leaf form.] f Paper, 40c. 
L.C. card 7-24405 


IMMIGRATION AND NATURALIZATION SERVICE, Justice Dept. 


Documentary requirements for aliens in United States. [1961.] cover 
title, 17 p. il. (M-97 (rev. 1-1-61).) 7 @ Item 725 
L.C. card 61-60880 J 21.2: Al 4/5/961 


Passenger travel between United States and foreign countries, by sea and 
air, by port of arrival or departure, year ended June 30, 1960 [exclusive 


of Canadian travel over land borders]. [1961.] [17] leaves, 4° [Proc- 
essed.] 7 J 21.13 : 960 


INDIAN AFFAIRS BUREAU, Interior Dept. 


Answers to your questions on American Indians, questions on education, 
health, land, citizenship, economic status, ete. [1961.] vi+43 p. nar- 
row 12° 7 Haskell Institute, Lawrence, Kans. @ Item 627 
L.C. card 56-62315 I 20.2: In 2/21/961 


INDUSTRIAL RELATIONS OFFICE (Navy), Defense Dept. 


How to conduct a hearing, guide for hearing officials in conduct of employee 
relations hearings. Sept. 1960. cover title, [2]+45 p. 4° (NAVEXOS 
P-2258.) [Text on p. 2 of cover.] * Paper, 30c. @ Item 378-B 
L.C. card 61-60274 . D 204.6/2 : H 35 


INTERIOR DEPARTMENT 


Remarks of Lawrence J. O’Connor, jr., administrator, Oil Import Adminis- 
tration, Department of Interior, before Society of Petroleum Engineers, 
AIME, St. Louis, Mo., Feb. 28, 1961. [1961.] 8 leaves, 4° (Informa- 
tion Service.) [Processed.] 7 11.68: Oc5 

[Saline water] research and development progress report. [Processed.] 
45. Demineralization of saline water by electrically-induced adsorption on porous 

graphite electrodes [with list of references]; by University of Oklahoma 
Research Institute, Norman, Okla. Sept. 1960. [4]-+48-+[12] p. il. 4° 
(Office of Saline Water.) & Paper, $1.75 (PB 171129). 11.88: 45 

Sioux Indian Museum and Crafts Center, Rapid City, S. Dak. [1961.] 
15 p. il. narrow 8° (Indian Arts and Crafts Board.) [Prepared in 
cooperation with City of Rapid City, S. Dak.] ¢ @ Item 603-A 

11.84: Si7 


Southern Plains Indians Museum and Craft Center, Anadarko, Okla., east 
of city on highway 62, admission free. [1961.] 14 p. il. narrow 8° 
(Indian Arts and Crafts Board.) + @ Item 603-A 11.84: So8p 


INTERNAL REVENUE SERVICE, Treasury Dept. 


Statistics of income, 1958, fiduciary, gift and estate tax returns, filed dur- 
ing calendar year 1959; prepared by Statistics Division. [1961.] vii+ 
116 p. il. 4° (Publication no. 406 (2-61).) * Paper, 70c. @ Item 964 
L.C. ecard 18-26596 T 22.35/2: F 44/2/958 

Statistics of income 1958-59: Corporation income tax returns, with account- 
ing periods ended July 1958-June 1959; prepared by Statistics Division. 
(1961.] v+274 p. il. 4° (Publication 16 (1-61).) * Paper, $1.50. 


@ Item 964 
L.C. card 18-26569 T 22.35/2: C 81/958-59 
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XUM 


Aprit 1961 


Statistics relating to alcohol and tobacco industries, fiscal year 1960; pre- 
pared by Alcohol and Tobacco Tax Division. [1961.] vii+84 p. 4° 
({Publication 67(1960).] * Paper, 50c. 

L.C. card 5461854 T 22.43 : 960 


INTERNATIONAL COOPERATION ADMINISTRATION, State Dept. 


Annual report of Advisory Committee on Voluntary Foreign Aid, covering 
relief shipments made by voluntary agencies to countries and areas 
participating in Overseas freight subsidy program, fiscal year 1959. 
[1961.] 22 leaves, oblong 8° [Processed.] 7 S 17.22/2 : 959 


INTERSTATE COMMERCE COMMISSION 


74th annual report of Interstate Commerce Commission, fiscal year 1960. 
1961. iii+245 p. il. [Also issued as H. doe. 12, 87th Cong., 1st sess.] 
* Cloth, $1.75. @ Item 673 (paper) 
L.C. card 4-18123 IC 1.1: 960 


Carload waybill statistics, 1959: mileage block distribution, traffic and 
revenue by commodity class, territorial movement, and type of rate, 
manufactures and miscellaneous and forwarder traffic, 1 percent sample 
of terminations in 1959. Jan. 1961. [1]+ii+3876 p. 4° (Statement 


MB-5, 1959; Bureau of Transport Economics and Statistics.) 7 


@ Item 673-A 
L.C. card A 60-9338 IC 1.28/6 : 959 


—— State-to-State distribution, all commodities, traffic and revenue, 1 
percent sample of terminations in 1959. Washington, D.C., Nov. 1960. 
{1]+ii+26 p. 4° (Statement SS-1, 1959; Bureau of Transport Eco- 
nomics and Statistics.) [Processed.] 7 

L.C. card A 60-9065 IC 1.23/9 : 959 


—— State-to-State distribution products of agriculture traffic and revenue 
1 percent sample of terminations in 1959. Washington, D.C., Oct. 1960. 
(1]+11+92 p. 4° (Statement SS-2; Bureau of Transport Economics 
and Statistics.) [Processed.] 7 
L.C. card 61-20657 IC 1.23/10: 959 

—— State-to-State distribution, products of forests, traffic and revenue, 
1 percent sample of terminations in 1959. Washington, D.C., Oct. 1960. 
(1]+ii+44 p. 4° (Statement SS-5, 1959 ; Bureau of Transport Eco- 


nomics and Statistics.) [Processed.] Tf 
L.C. ecard A 59-9726 IC 1.23/13/959 





State-to-State distribution, products of mines, traffic and revenue, 
1 percent sample of terminations in 1959. Washington, D.C., Oct. 1960. 
(1]+ii+65 p. 4° (Statement SS-4, 1959; Bureau of Transport Eco- 
nomies and Statistics.) [Processed.] 7 

L.C. card A 61-9313 IC 1.28/12 : 959 


Cost of transporting freight by class 1 and class 2 motor common carriers 
of general commodities, Central region, 1959; prepared by Cost Finding 
Section. Feb. 1961. cover title, ii+50 p.4° (Statement 1-61; Bureau 
of Accounts.) [This study, issued as information, has not been adopted 
by Interstate Commerce Commission.] * Paper, 35c. @ Item 682-A 
L.C. card A 61-9309 IC 1 acco.2: F 88/13/959 


Decisions of Interstate Commerce Commission, Feb. 1957—-Feb. 1960. 1961. 
xiii+902 p. (Interstate Commerce Commission reports, v. 56, Valua- 
tion reports.) * Cloth, $4.00. @ Item 680 
L.C. card 8-30656 IC 1 val.9: 56 
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Decisions of Interstate Commerce Commission, Dec. 1957—Mar. 1958. 1960. 
xxii+864 p. (Interstate Commerce Commission reports, v. 74, Motor 
carrier cases.) * Cloth, $4.00. @ Item 688 
L.C. card 8-30656 IC 1 mot.8: 74 


— carrier accident investigation report. 

- cP an rire Company, accident of Aug. 11, 1960, Desert Center, Calif, 
(1960.] [1]+10 il. 4° (Bureau of Motor ‘Carriers, Section of Motor 
Carrier Safety.) Processed. We IC 1 mot.18 : 47 

Railroad accident investigation reports. [Processed.] + 
IC 1 acci.5: (nos.) 
3897. Chicago, ay ae and Quincy Railroad Company, Nodaway, Mo., Aug. 22, 

0. 960.] 12 p. il. 1 pl, 4° 

3898. Grand "trunk = Railroad Company, Gregory, Mich., Sept. 28, 1960. 
3899. be yng Railroad Company, Morrisonville, Ill., Sept. 22, 1960. [1960.] 


8 p. il. 4° 
Report of Section of Railroad Safety, Bureau of Safety and Service, to 
Interstate Commerce Commission, fiscal year 1960. 1960. [1]+36 p. 
* Paper, 15c. @ Item 693 
L.C. card A 55-9223 IC 1 saf.1: 960 


JOINT CHIEFS OF STAFF, Defense Dept. 


JCS pub. (series). 
2. ee Action Armed Forces (UNAAF), Change 1; Mar. 10, 1961. [1961.] 
. 4° [Issued with perforations.] {¢ @ Item 315-C D 5.12: 2/ch.1 


JUSTICE DEPARTMENT 


Opinion of Attorney General [volume 41, Opinion]. 
82. Federal aid highway program, prevailing wage determination ; rt 26, 1960. 
1 20 p. * Paper, 10c. 5/a: 41/82 


LABOR DEPARTMENT 


Ability is ageless, guide to action, [improving job opportunities for 40- 
plus workers through community action]. [1960.] cover title, 16 p. 
il. 4° [Text on p. 2 and 3 of cover.] * Paper, 15c. @ Item 745-A 

L1.7/2: Abd 


Address by George C. Lodge, Assistant Secretary of Labor for International 
Affairs, at Charity Night Banquet of Greater Concord Junior Chamber 
of Commerce, Concord, Mass., Mar. 22, 1961. [1961.] 13 leaves, 4° 
(USDL-4445.) [Processed.] 7 L1.13: L 82/5 


Address by Secretary of Labor Arthur J. Goldberg, at testimonial luncheon 
in his honor, New York, N.Y., Feb. 18, 1961. [1961.] 9 leaves, 4° 
(USDL-4410.) [Processed.] 7 L 1.13: G 56/2 


Address by Secretary of Labor Arthur J. Goldberg before 1961 Midwest 
International Hotel Show, Chicago, Ill., Mar. 14, 1961. [1961.] 8 
leaves, 4° (USDL-4434.) [Processed.] 7 L 1.18: G 56/4 

Address by Secretary of Labor Arthur J. Goldberg before Negro American 
[Labor Council Workshop and Institute, Washington, D.C., Feb. 17, 1961. 
{1961.] 5 leaves, 4° (USDL-4408.) [Processed.] { L1.13:G56/3 


People and prosperity, address of Arthur J. Goldberg, Secretary of Labor, 
before National Industrial Conference Board, Washington, D.C., Feb. 18, 
1961. [1961.] 8 leaves, 4° (USDL-4398.) [Processed.] 7 

L 1.13: G56 

Summary of address by Secretary of Labor Arthur J. Goldberg before 
National Legislative Conference, Building and Construction Trades De- 
partment, AFL-CIO, Washington, D.C., Mar. 20, 1961. [1961.] 4 
leaves, 4° (USDL-4447.) [Processed.] + L 1.18: G 56/5 
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960. LABOR-MANAGEMENT REPORTS BUREAU, Labor Dept. 
otor J 
6237 Labor-management reporting and disclosure act of 1959: Reports required 
3: 74 from employers. Revised Feb. 1961. [1961.] [2]+5 p. narrow 8° 
* Paper, 5c. @ Item 762—D-1 
— L.C. card L 60-6 L 31.2: R 29/3/961 
Yalif. 
fotor Register of reporting labor organizations, June 30, 1960. @ Item 762-—D-1 
3: 47 L.C. card 61-19 L, 31.2 : R 26/pt. (nos. ) 
6238 pt. 3. Great L&kes States, Illinois, except 5 counties in metropolitan St. Louis, 
108.) any — Minnesota, Wisconsin. [1961.] xviii+151-236 p. 
per, 30¢. 
3. 22, 6239 pt. 4. Southeastern States, Alabama, Florida, Georgia, Mississippi, North Caro- 
lina, Puerto Rico, South Carolina, Tennessee, Virgin Islands. [1961.] 
1960. xviii+235-288 p. * Paper, 30c. 
960.) TART 
LABOR STANDARDS BUREAU, Labor Dept. 
. to Bulletin. 
> D. 6240 225. Selected references on domestic migratory agricultural workers, their fam- 
ilies, problems, and programs, 1955-60; prepared by Gwen Geach, as- 
: 960 sisted by Martha J. Mitchell. Jan. 1961. iii+38 p. + © Item 763 
L.C. eard L 55-236 L 16.3: 225 


6241 Remarks by W. M. Drake, manager of General Electric Company's Cin- 
cinnati Aircraft Service Shop at midwestern regional meeting, of Presi- 
dent’s Committee of Employment of the Physically Handicapped at 


eh Louisville, Ky., Mar. 16-17, 1961. [1961.] 9 leaves, 4° (President's 
‘ Committee on Employment of the Physically Handicapped.)  [Proc- 
essed.] 7 L 16.44/3: D 78 


LABOR STATISTICS BUREAU, Labor Dept. 
1960. 


11/82 6242 Annual averages for 1960 and year-end review. Jan. 1960 [1961]. cover 
title, [9] p. 4° [Processed. From Monthly report on labor force, 
Dee. 1960.) 7 42.84/a : Av 35/960 
- 40 BLS reports. L 2.71: (nos.) 
6 6243 175. Work stoppages: Aircraft and parts industry, 1927-59; [prepared in Divi- 
Pp. sion of Wages and Industrial Relations]. {[Jan. 1961.] cover title, 
’ 6 p.4° [Processed.] 
Abd L.C, card L 61-25 
6244 176. Work stoppages : Water transportation industry, 1927-59; [prepared in Divi- 
onal sion of Wages and Industrial Relations]. [Jan. 1961.] cover title, 8 
ber p. 4° [Processed.] 7 
wage L.C. eard L 61-29 
s, 4 6245 178. Wage structure: Power laundries and dry cleaners, Apr.—June 1960; [pre- 
82/5 pared by Douglas K. Fridrich].  [Jan. 1961.] cover title, iii-+40+ [2] 
p. 4° 
heon L.C. ecard L 61-28 
3. 4° 6246 182. Labor in Sudan ; [prepared by Lorraine O’Grady-Jones]. Feb. 1961. cover 
ee /s title, viq-27 p. map, 4° [Processed. Prepared in cooperation with Inter- 
56/2 national C —— Administration, ] 
- L.C, card L 61-27 
wes 
1.8 Bulletins. @ Item 768 L 2.3: (nos.) 
56/4 6247 1285-22, Occupational wage survey: Washington, D.C.--Md.--Va., Nov. 1960; 
se [prepared by Elliott A. Browar]. Jan. 1961. iii4+-26 p. oblong 8° 
rican {Also issued as H. doc. 33, pt. 22, S7th Congress, Ist session.] 
1961. * Paper, 25e. 
56/3 LC, eard L 49-125 
ov, 6248 285-24. Same: Philadelphia, Pa., Nov. 1960; [prepared by Elliot A. Browar]. 
abor Jan. 1961. iii4-30 p. oblong 8° [Also issued as H. doce, 33, pt. 24, 
7 : 87th Cong., Ist sess.]  * Paper, 25c. 
b. 13, L.C. card L 49-125 
6249 1285-25. Same: Trenton, N.J., Dec. 1960; [prepared by Elliott A. Browar]. 
G56 Feb. 1961. iii-+-24 p. oblong 8° [Also issued as H. doc. 33, pt. 25, 
. 87th Cong., Ist sess.] * Paper, 25e. 
efore L.C. card L 49-125 
6250 1285-26. Same: Richmond, Va., Dec. 1960; [prepared by Donald Cruse]. Feb. 
s De- 1961. iii-+18 p. oblong 8° [Also issued as Il. doc, 33, pt. 26, 87th 
4 4 Cong., Ist sess. * Paper, V'0e, 
56/5 L.C, card L 49-125 
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1285-27. Same: Denver, Colo., Dec. 1960; [prepared by William P. O’Connor]. 
Feb. 1961. iii+18 p. oblong 8° [Also issued as H. doc. 33, pt. 27, 
87th Cong., lst sess.] * Paper, 20c. 
L.C, ecard L 49-125 

1285-28. Same: Indianapolis, Ind., Dec. 1960; [prepared by Woodrow C. Linn]. 
Feb. 1961. iii+18 p. oblong 8° [Also issued as H. doc. 33, pt. 28, 
87th Cong., 1st sess.] * Paper, 20c. 
L.C. card L 49-125 

1285-29. Same: Canton, Ohio, Dee. 1960; [prepared by Woodrow C. Linn]. 
Feb. 1961. iii+16 p. oblong 8° [Also issued as H. doc. 33, pt. 29, 
87th Cong., Ist sess.] * Paper, 20c. 
L.C. ecard L 49-125 

1285-31. Same: Buffalo, N.Y., Dec. 1960; [prepared by Elliott A. Browar]. Feb. 
1961. iii+28 p. oblong 8° [Also issued as H. doc. 33, pt. 31, 87th 
Cong., Ist sess.] * Paper, 25c. 
L.C. card L 49-125 

1285-382. Same: Salt Lake City, Utah, Dec. 1960; [prepared by William P. 
O'Connor]. Feb. 1961. iii+22 p. oblong 8° [Also issued as H. doe. 
33, pt. 32, 87th Cong., 1st sess.] * Paper, 25c. 
L.C. card L 49-125 

1289. Union wages and hours, local-transit operating employees, July 1, 1960 
and trend 1929-60; [prepared by Thomas C. Mobley]. Feb. 1961 
v+10 p. 4° [Also issued as H. doc. 83, 87th Cong., 1st sess]. 
* Paper, 15c. 
L.C. card L 42-139 


Department store inventory price indexes, Jan. 1961. Mar. 8, 1961. 2p. 4° 
[Processed.] 7 L 2.79: 961 


Material submitted by Ewan Clague, commissioner of Labor Statistics, 
Department of Labor to Joint Economic Committee for hearings on 
Jan. 1961 economic report of President, Feb. 9, 1961. [1961.] 31 leaves, 
7 pl. 10 tab., 4° [Processed.] + L 2.2: Ee 7/2 


Monthly labor review reprint. 7- 


2360. Special labor force reports: no. 11, Work experience of eg in 
1959; [by] Sophia Cooper. (1961,] 1272-1283+ Al-— a A iz: 4° 
{From Monthly labor review, Dec. 1960.] Ja: ‘5360 


Publications of Division of Productivity and Technological Developments 
[published as of Feb. 1, 1961]. Feb. 1961. [1]+6 p. 4° [Processed.] 
T L 2.34/2: P 94/961 


Steel strikes and bargaining abroad; [by] Abraham J. Siegel. [1961.] 
leaves 122-128, 4° [Processed. From Monthly labor review, Feb. 1961.] 
L 2.6/a: St 32/5 


Summary release, earnings in manufacture of manifold rae forms, 
Oct. 1959. [1961.] 3 p. 4° [Processed.] 7 12.2: F 76/4 


United Steelworkers and unionwide bargaining; [by] George Seltzer. 
[1961.] leaves 129-136, 4° [Processed. From Monthly labor review, 
Feb. 1961.] fT 1, 2.6/a: St 32/4 


LIBRARY OF CONGRESS 


Annual report of Librarian of Congress for fiscal year 1960. 1961. 
xv+156 p. il. large 8° [Also issued as H. doc. 5, 87th Cong., 1st sess.] 
* Cloth, $2.00. @ Item 785 
L.C. card 6-6273 LC 1.1: 960 


Archive of recorded poetry and literature, checklist. 1961. [4]+182 p. 4° 
(General Reference and Bibliography Division, Reference Department.) 
* Paper, 70c. @ Item 806—C 
L.C. card 61-60005 LC 2.2: P 75/5 


Publications of aerospace medicine bibliography project (as of Jan. 1961). 
{1961.] [2] p. 4° (Science and Technology Division.) [Processed.] 
Tt LC 33.2: Ae 8/2 
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MARINE CORPS (Navy), Defense Dept. 
‘<I 6267 Handbook for retired marines: Oct. 5, 1960. [1960.] cover title, 2+-[90] 

: p. 4° (MCO P1760.5.) [Cancels handbook (NAVMC 1163-DN) of 

Dec. 2, 1957.] +t @ Item 384 
a1: L.C. card 61-60523 D 214.9/2: R 31/960 

; MEDICINE AND SURGERY BUREAU (Navy), Defense Dept. 
in]. 

9 
29, 6268 Operating room manual [with bibliography]. [1961.] iv+248 p. 4° 

(NAVMED P-5070.) + @ Item 385-B 
bon L.C. card 61-60766 D 206.6/3: Op 2 
MILITARY ACADEMY, West Point (Army), Defense Dept. 
7 P 
=e, 6269 Official register of officers and cadets, United States Military Academy, 
West Point, N.Y., for academic year ending June 8, 1960. [1961.] 
- {[2]+148 p. 7 
ss]. L.C. card 7-31770 D 109.7 : 960 
MILITARY HISTORY, OFFICE OF CHIEF OF (Army), Defense Dept. 
». 4° 
961 6270 United States Army in World War II: Technical services, Chemical War- 
Hc fare Service [v. 2], From laboratory to field [with bibliographical note] ; 
wer by Leo P. Brophy, Wyndham D. Miles and Rexmond C. Cochrane. 1959 
ov [published 1960]. xviii+[1]+498 p. il. large 8° * Cloth $3.50. @ Item 

oe 345 

”) 
ee L.C. card 60-60002 D 114.7: C 42/v.2 

6271 Technical services, Ordnance Department [v. 2], Procurement and 
2 PA supply [with bibliographical note]; by Harry C. Thomson and Lida 
2360 Mayo. 1960. xix+[1]+504 p. il. large 8° * Cloth, $4.00. @ Item 345 

t L.C. card 60-60004 D 114.7: Or 2/v.2 
ents 
a } MINES BUREAU, Interior Dept. 

) 

Information circulars. I 28.27 : (nos. ) 
61.) 6272 7994, Gasfreeing of cargo tauks ; by Michael G. Zabetakis. [1961] [3] +10 
61.) + @ Item 637-A 
32/5 ic. aa 61—60812 
6273 7998. Research and technologie work on explosives, explosions, and flames, fiscal 
rms years 1955 and 1956; by Ruth F. Brinkely and Robert W. Van Dolah. 
eagee {1961.]) [2]-+ii+31 p. il. 4° * Paper, 30c. © Item 637—A 
16/4 6274 8006. Natural-gasoline and cycling plants in United States, Jan. 1, 1960; by 
Ivan F. Avery. [1961.] iii+17 p. 4° * Paper, 20c. @ Item 637-A 
tzer. L.C. card Int 59-69 
jew 6275 8018. Helium production at Bureau of Mines, Keyes, Okla., plant: by W. M. 
9 : Deaton and R. D. Haynes. [1961.] [3]+16 p. il. 4° [Processed.] 
32/4 + Mines Bureau, Pittsburgh, Pa. 
L.C. card 61-60962 
Report of investigations. I 28.23 : (nos. ) 
6276 5652. Refractory-clay deposits of Wyoming; by Joel N. Van Sant. [1961.] 
961. [2] +iv+105 p. il. 4° + Mines Bureau, Pittsburgh, Pa. @ Item 637—A 
oss.] 6277 5670. Lake Superior iron resources, preliminary sampling and metallurgical 

— evaluation of Mesabi Range nonmagnetic taconites; by R. L. Marovelli 

{and others]. [1961.] ili+35 p. il. 4° * Paper, 30c. @ Item 637—-A 

: 960 6278 5676. Heats of formation of cerium sesquioxide and bismuth sesquioxide by com- 

bustion calorimetry; by Alla D. Mah. [1961.] [8]-+7 p. 4° } Mines 

p. 4° Bureau, Pittsburgh, Pa. @ Item 637—A I 28.23 : 5676 

6279 5697. Paper-coating clay from coarse Georgia kaolins by new attrition- rah 

ant.) process; by I, L. Feld [and others]. [1960.] [3]+20 p. il. 4° [Proe- 
essed.] +t Mines Bureau, Pittsburgh, Pa. 

75/5 6280 5705. Extracting tar acids with monoethanolamine [with bibliography]; by 

James M. Stuckey. [1961.] [2]+ii+27 p. il. 4° [Processed.] 

31) + Mines Bureau, Pitteburee, Pa, 

JL) 6281 5707. Research on hazards associated with production and handling of liquid 
sed.] hydrogen; by M. G. Zabetakis and D. S. Burgess. [1961.] [2]+v+50 
e 8/2 pu. il, 4° [Processed. ] t Mines Bureau, Pittsburgh, Pa 

*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries 
Mailing Address for All Agencies Listed Is Washington 25. D.C., 
Unless Otherwise Indicated Page 75 











6282 
6283 


6284 


6285 


6286 


6287 


6288 


6289 


6290 


6291 


6292 


6293 


6294 


6295 


6296 


6297 
6298 


6299 


6300 


6301 


6302 





GOVERNMENT PUBLICATIONS 


Report of investigations—Continued 


5708. Design criteria for portable seismographs; by Wilbur I. Duvall. [1961.] 
3]+6 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5710. High-temperature heat content and entropies of crystalline and glassy 
germanium dioxide; by K. K. Kelley and A. U. Christensen. [1961.] 
(2]+5p.il.4° + @ Item 637-A 

5713. Effects of hydraulic fracturing in Oklahoma waterflood wells [with bib- 
liography]; by John P. Powell and Kenneth H. Johnston. [1961.] 
{2]+ii+21 p. il. 2 tab. 4° + Minés Bureau, Pittsburgh, S 

5714. Reconnaissance of titanium resources, Kemper County, Miss.; by A. D. 
Hahn. [1961.] [38]+16p.il.4° + @ Item 637-A 

5717. Susceptibility of organic compounds to tritium exchange labeling [with 
bibliography]; by Marvin L. Whisman, F. G. Schwartz, and B. H. 
Eccleston. (1961.] {4]+18 p. il. 4° [Processed.] + Mines Bureau, 
Pittsburgh, Pa. 

5719. Development and operation of pilot plant for feeding bituminous = 
slurry to pereeare gasifier; by W. R. Huff and L. F. Willmott. [196 
(2]+ii1+36 p. il. 4° [Processed. ] + Mines Bureau, Pittsburgh, Pa. 

5721. Preparation characteristics of coal from Preston County, W. Va.; by T. E. 
Gray and E. R. Palowitch. [1961.] [2]+ii+37 p. il. 4° [ Processed. 
Includes list ef other Bureau of Mines publications in this series. | 
+ Mines Bureau, Pittsburgh, Pa. 

5724. Smelting taconite in Bureau of Mines experimental blast furnace; by 
Miles B. Royer, Norwood B. Melcher, and W. O. Philbrook. [1961.] 
[3]-+-15 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5725. Ultimate composition of organic material in Green River oil shale {with 
bibliography]; by John Ward Smith. [1961.] [3]+16 p. il. 4° [Proe- 
essed.] 7 Mines Bureau, Pittsburgh, Pa. 

5726. Laboratory-scale casting furnace for high- pootting point metals; by P. G. 
Clites and E. D. Calvert. [1961.] [38]+13 il. 4° [Processed. ] 
+ Mines Bureau, Pittsburgh, Pa. 

5727. Rapid determination of aluminum, iron, copper, cadmium, and lead in zinc- 
base alloys; by R. J. Gajan and D. M. Geehan. [1961.] [3]-+10 p. il. 4° 
[Processed.] + Mines Bureau, Pittsburgh, Pa. 

5728. Beneficiating manganese oxide ores from Butte-Philipsburg Federal stock- 
pile; by G. V. Sullivan, W. A. Stickney, and R. C. Bush. [1961.] [2]+ 
ii-+19 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5729. Beneficiating spodumene from pegmatites of Gaston County, N.C.: by 
James S. Browning and Thomas L. MeVay. [1961.] [3]+12 p. il. 4° 
[Processed.] + Mines Bureau, Pittsburgh, Pa. 

5731. Carbonizing properties of Wyoming Coals; by W. S. Landers [and others]. 
{1961.] [2]+iii+74 p. il. 4° [Processed.] Mines Bureau, Pitts- 
burgh, Pa. 

5733. Radioactive inert gh as tracers for petroleum reservoir studies [with 
recreate by F. : ee W. D. Howell, and J. Wade Watkins. 
os (3]+1 op. il. 4° [Processed.] + Mines Bureau, Pittsburgh, 


5734. Senate of bimetal-reduced hafnium; by Dale W. Richardson. [1961.] 
{3]+21 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh, Pa. 

5736, Chemical analysis and electrical resistivity of selected California oilfield 
waters [with bibliography]; by David M. Gullikson, W. Hodge Cara- 
way, and George L. Gates. [1961.] [2]-+-ii4-21 p. il. 4° [Processed.] 
+ Mines Bureau, Pittsburgh, Pa. 

5737. Applying modern instrumental techniques to oilfield water analysis [with 
bibliography]; by David M. Gullikson, W. Hodge Caraway, and George 
L. Gates. (1961. ] [2]+iv+45 p. il. 4° [Processed.] + Mines Bureau, 
Pittsburgh, Pa. 

5738. High-temperature furnaces for X-ray diffractometers [with bibliography]; 
iB William J. Campbell, Stephan Stecura, and Clark Grain. [1961.] 

[2]+4i1+-30 p. il. 4° [Processed.] + Mines Bureau, Pittsburgh Pa. 


MISSOURI BASIN INTER-AGENCY COMMITTEE 


Minutes of 116th meeting of Missouri Basin Inter-Agency Committee, 
Dec. 15, 1960, Sioux City, Iowa; prepared by H. E. Ahblstedt, and R. J. 
Cunningham, [1961.] [123] p.il.4° [Processed.] t 
L.C. card 58-33283 Y 3.M 69: 2M 66/960-6 


NATIONAL AERONAUTICS AND SPACE ADMINISTRATION 


Address by James FE. Webb, administrator National Aeronautics and Space 
Administration at Robert H. Goddard memorial dinner, Washington, 
D.C., Mar. 16, 1961. [1961.] 6 leaves 4° [Processed.] + 

NAS 1.11: W 38 
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6303 International satellite and space probe summary. Feb. 24, 1961. 1 p. 4° 
(Office of Public Information.) [Processed.] ¢ 


-961.] L.C. card 60—-64616 NAS 1.16: 961/73 
ooo 6304 International satellite and space probe summary [and charts]. Mar. 10, 
‘i 1961. [4] leaves 4° (NASA release no, 61-46; Office of Public Informa- 
a bib- tion.) [Processed. Charts issued in loose-leafform.] ¢£ 
— L.C. card 60-64616 NAS 1.16: 961/4 
ali NACA research memorandum RM (series). (National Advisory Commit- 
wa tee for Aeronautics.) [Processed. No longer confidential. Classifica- 
meg tion changed Jan. 12, 1961.] 7+ Y 3.N 21/5: 15/ (Jetter-nos. ) 
6305 A53D02. Experimental investigation of zero-lift drag of fin-stabilized body of 
; coal fineness ratio 10 at Mach numbers between 0.6 and 10 [with list 
.961.] of references]; by Carlton S. James and Robert J. Carros. Wash- 
‘2. 3 ington, June 11, 1953. cover title, 836+ [4] p. il. 4° 
T. E. 6306 A55F15. Drag and rolling-moment effectiveness of trailing-edge spoilers at Mach 
essed. numbers 2.2 and 5.0 [with list of references] ; by Thomas N. Canning 
ries. | and Charles E. DeRose. Washington, Oct. 38, 1955. cover title, 
2 50 p.+ [2] leaves, il. 4° 
e; by 6307 A57H19. Effects of leading-edge slat and trailing-edge split flap on aerodynamic 
1961. ] characteristics of wing-fuselage combination having nearly triangular 
wing of aspect ratio 2.9 at Mach numbers from 0.60 to 0.92 [with 
{with list of references] ; by Fred A. Demele. Washington, Jan. 24, 1958. 
[Proc- cover title, 66 p.+[2] leaves, il. 4° 
P.G 6308 AS7TL11a. Effects of modified roll-command system on flight-path stability and 
aera tracking accuracy of automatic interceptor [with list of references] ; 
ssed.] by William C. Triplett. Washington, Mar. 4, 1958. cover title, 
ine 19+ [1] p. il. 4° 
i 4° 6309 A58D15. Experimental investigation of drag due to wedges along trailing edge 
i of swept wing [with list of references] : by Bruno J. Gambucci and 
fiok John A. Wyss. Washington, June 27, 1958. cover title, 15 p.+ [2] 
[21 *; leaves, il. 4° 
21+ 6310 AD5S8E21a. Forces and pitching moments on aspect-ratio-3.1 wing-body combination 
Th at Mach numbers from 2.5 to 3.5 and sublimation studies of effect 
os Vv of single-element roughness on boundary-layer flow [with list of 
il. 4 references]; by Edward J. Hopkins, Stephen J. Keating, jr., and 
Richard R. Muhl. Washington, Aug. 26, 1958. cover title, 21 p. 
hers]. + [8] leaves, il. 4° 
Pitts- 6311 ADSFO3. Wind-tunnel investigation of low-speed aerodynamic characteristics of 
hypersonic glider configuration [with list of references] ; by Mark W. 
{with Kelly. Washington, Sept. 15, 1958. cover title, 38 p.-+[2] leaves, 
itkins. il. 4° 
burgh, | 6312 A58F09. Static and dynamic-rotary stability derivatives at subsonic speeds of 
model of X—15 research airplane [with list of references] ; by Ar- 
1961.]} mando E. Lopez and Bruce BE. Tinling. Washington, Sept. 15, 1958. 
cover title, 49 p.+-[3] leaves, il. 4° 
ilfield 63138 E54G23a. Analysis and construction of design charts for turbines with down- 
Cara- stream stators [with list of references]; by Richard H. Cavicchi 
ssed.] and Anita B. Constantine. Washington, Nov. 18, 1954. cover title, 


49 p.+ [2] leaves, il. 10 pl. in pocket, 4° 
{with 6314 E54G26a. Performance investigation and high flight-speed application of turbine 


yeorge with variable-area stator [with list of references]; by Curtis L. 

ureau, Walker and Emmert T. Jansen. Washington, Oct. 25, 1954. cover 
title, 27 p.+- [2] leaves, il. 4° 

phy]: 6315 E55E05. Effect of inlet temperature on rotating stall and blade vibrations in 

1961.) multistage axial-ilow compressor [with list of references] ; by Arthur 

‘ A. Medeiros, Howard F. Calvert, and David B. Fenn. Washington, 


Aug. 5,1955. cover title, 17-+ [4] p. il. 4° 

6316 E55F20. Effect of inlet flow distortion on compressor stall and acceleration 
characteristics of J65-B-3 turbojet engine [with list of references] ; 
by David B. Fenn and Joseph N. Sivo. Washington, Nov. 18, 1955. 
cover title, 32--[4] p. il. 4° 


‘ittee, 6317 E55F27. Free-flight heat-transfer measurements on two 20°-cone-cylinders at 
R. J. Mach numbers from 1.3 to 4.9 [with list of references] ; by Leonard 
Rabb and Scott H. Simpkinson. Washington, July 18, 1955. cover 
960-6 title, 58 p.+ [2] leaves, il. 4° 
’ 6818 E57F18, Theoretical and experimental study of boric oxide deposition on surface 
immersed in exhaust gas stream from jet-engine combustor, including 
J method of calculating deposition rates on surfaces {with list of 
references]; by Paul C. Setze. Washington, Oct. 8, 1957. cover 
title, 43+ [4] p. il. 4° 
Space 6319 E57HO07a. Performance of external-internal compression inlet with abrupt inlet 
ton with abrupt internal turning at Mach nos, 3.0 to 2.0 [with list of 
Ig ton, references]; by Leonard J. Obery and Leonard B. Stitt. Washing- 


ton, Oct. 21,1957. cover title, 20-+-[4] leaves, il. 4° 
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L55E3 1b. 


L55F21. 


L55L19b. 


L56C23. 


L56D30. 


L56E23. 


L56F12a. 


Performance of translating-double-cone axisymmetric inlet with cowl 
bypass at Mach numbers from 2.0 to 3.5 [with list of references] ; 
by James F. Connors and George A. Wise. Washington, Nov. 13, 
1957. cover title, 24 p.+[3] leaves, il. 4° 

Thermal reaction of diborane with trimethylborane [with list of ref- 
erences]; by John H. Lamneck, jr., and Samuel Kaye. Washing- 
ton, Sept. 4, 1958. cover title, 26 p.+ [2] leaves, il. 4° 

Pivoting-cowl-and-spike technique for efficient angle-of-attack operation 
of supersonic inlets [with list of references]; by Nick E. Samanich 
and Robert W. Cubbison. Washington, Sept. 23, 1958. cover title, 
20 p.+ [3] leaves, il. 4° 

Flight-determined transonic lift and drag characteristics of YF—102 
airplane with 2 wing configurations [with list of references] ; by 
Sdwin J. Saltzman, Donald R. Bellman, and Norman T. Musialowski. 
Washington, July 20, 1956. cover title, 44 p.+[3] leaves, il. 4° 

Flight measurements and calculations of wing loads and load distribu- 
tions at subsonic, transonic, and supersonic speeds [with bibliog- 
raphy]; by Frank S. Malvestuto, Thomas V. Cooney, and Earl R. 
=" | Washington, July 27, 1957. cover title, 20 p.+ [3] leaves, 
1, 4° 

Simulator studies of jet reaction controls for use at high altitude 
{with list of references]; by Wendell H. Stillwell and Hubert M. 
Drake. Washington, Sept. 26, 1958. cover title, 40+ [4] p. il. 4° 

Preliminary investigation of effects of body contouring as specified by 
transonic area rule on aerodynamic characteristics of delta wing- 
body combination at Mach numbers of 1.41 and 2.01 [with list of 
references]; by Harry W. Carlson. Washington, Sept. 22, 1953. 
cover title, 18 p.+ [2] leaves, il. 4° 

Investigation of effects of jet exhaust and Reynolds number upon flow 
over vertical stabilizer and rudder of Douglas D—-558-II research 
airplane at Mach numbers of 1.62, 1.98, and 2.41 [with list of 
references] ; by Carl E. Grigsby. Washington, June 17,1954. cover 
title, 39 p.+ [2] leaves, il. 4° 

Evaluation of rolleron-roll-rate stabilization system for canard missile 
configuration at Mach numbers from 0.9 to 2.3 [with list of refer- 
ences]; by Martin L. Nason, Clarence A. Brown, jr., and Rupert S. 
— Washington,, Sept. 15, 1955. cover title, 47 p.+[3] leaves, 

°o 


Some effects of configuration variables on store loads at supersonic 
speeds [with list of references] ; by Norman F. Smith and Harry W. 
Carlson. Washington, July 6, 1955. cover title, 14 p.+ [2] 
leaves, il. 4° 

Some recent experimental data on 3-dimensional oscillating air forces 
| with list of references] ; by Sumner A. Leadbetter and Sherman A. 
Clevenson. Washington, June 27, 1955. cover title, 11 p.+[3] 
leaves, il. 4° 

Loads on external stores at transonie and supersonic speeds [with list 
of references]; by Lawrence D. Guy. Washington, July 19, 1955. 
cover title, 11 p.+ [2] leaves, il. 4° 

Flutter characteristics of swept wings at transonic speeds [with list 
of references]; by Laurence K. Loftin, jr. Washington, July 
1955. cover title, 15 p.-+- [2] leaves, il. 4° 

Exploratory investigation of moments on oscillating control surfaces 
at transonic speeds [with list of references] ; by Dennis J. Martin, 
Robert F. Thompson, and C. William Martz. Washington, Aug. 15, 
1955. cover title, 15-+-[6] p. il. 4° 

Wind-tunnel investigation at low speed of sideslipping, rolling, yawing, 
pitching characteristics for model of 45° swept-wing fighter-type 
airplane [with list of references]; by Byron M. Jaquet and H. §. 
Fletcher. Washington, Sept. 1, 1955. cover title, 27+ [6] p. il. 4° 

Aerodynamic heating of aircraft components [with list of references] ; 
by Leo T. Chauvin. Washington, Feb. 14, 1956. cover title, 12 
p.+ [3] leaves, il. 4° 

Heat transfer on lifting surfaces of 60° delta wing at angle of attack 
for Mach number 1.98 [with list of references] ; by Howard §. 
a Washington, May 31, 1956. cover title, 24 p.-+[2] leaves, 

o 

Free-flight investigation of effects of simulated sonic turbojet exhaust 
on drag of twin-jet boat-tail bodies at transonic speeds [with list 
of references]; by Abraham Leiss. Washington, July 20, 1956. 
cover title, 38 p.+-[2] leaves, il. 4° 

Static lateral and directional stability and effective sidewash charac- 
teristics of model of 35° swept-wing airplane at Mach number of 
1.61 [with list of references] ; by M. Leroy Spearman. Washing- 
ton, Aug. 28,1956. cover title, 37+- [4] p. il. 4° 

Flight and analytical study of roll requirements of fighter airplane 
[with list of references] ; by James J. Adams. Washington, Aug. 3, 
1956. cover title, 26 p.+ [2] leaves, il. 4° 
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L56H22a. 


L56L10. 


L57D05. 


L57D22. 


L57D238a. 


L57D24. 


L57E14. 


L57G12. 


L57G23. 


L57HOS. 


L57K27. 


L57L04. 


L5SA08. 


L58E05 


L58E06. 


L5S8E08. 


L58E08a. 


L58H20. 


Aprit 1961 


Wind-tunnel investigation of 2 vertical-take-off-and-landing jet bomber 
airplane configurations at Mach numbers of 1.94 and 2.40 [with list 
of references] ; by Robert A. Jones and Robert W. Rainey. Wash- 
ington, Oct. 31, 1956. cover title, 42 p.+[2] leaves, il. 4° | 

Supersonic free-flight measurement of heat transfer and transition 
on 10° cone having low temperature ratio [with list of references] ; 
by Charles F. Merlet and Charles B. Rumsey. Washington, Jan. 31, 
1957. cover title, 24 p.+ [2] leaves, il. 4° 

Heat transfer and boundary-layer transition on highly polished hem- 
isphere-cone in free flight at Mach numbers up to 3.14 and Reynolds 
numbers up to 24 x 10° [with list of refer rene es]; by wr J. Buglia. 
Washington, Apr. 18, 1957. cover title, 26+ [4] p. 4° 

Some effects of wing height on vertical-tail stale A sarmntions of 
complete model in sideslip at high subsonie speeds [with list of 
references]; by Albert G. Few, jr., and William J. Alford, jr. 
Washington, July 17, 1957. cover title, 97 p.+ [2] leaves, il. 4° 
{Errata, 1 p., was issued also.] 

Some experiments with insulated structures; by Richard Rosecrans, 
Aldie E. Johnson, jr., and William M. Bland, jr. Washington, 
June 10,1957. cover title, 8 p.+ [3] leaves, il. 4° 

Sine-cosine method for reducing interference pressure drag of swept- 
back wings [with list of references] ; by Maxine A. Faget. Wash- 
ington, July 2,1957. cover title, 29+ [4] p. il. 4° 

Aerodynamic characteristics of body in 2-dimentional flow field of 
circular-are wing at Mach number of 2.01 [with list of references] ; 
by John P. Gapeynski and Harry W. Carlson. Washington, July 2, 
1957. cover title, 49 p.+ [3] leaves, il. 4° 

Effects of wing warp on lift, drag, and static longitudinal stability 
characteristics of aircraft configuration having arrow wing of aspect 
ratio 1.86 at Mach numbers from 1.1 to 1.7 [with list of references] ; 
by Warren Gillespie, jr. Washington, Aug. 30, 1957. cover title, 
27 p.+[2] leaves, il. 4° 

Transonie investigation of effects of spanwise and chordwise external 
store location and body contouring on aerodynamic characteristics 
of 45° sweptback wing-body configurations [with list of references] ; 
by Albin O. Pearson. Washington, Sept. 25, 1957. cover title, 75 
p.+[3] leaves, il. 4° 

Analog computer study of some filtering, command-computer, and 
automatic-pilot problems connected with attack phase of auto- 
matically controlled supersonic interceptor [with list of references] ; 
by Windsor L. Sherman. Washington, Oct. 3, 1957. cover title, 
37 p.+[2] leaves, il. 4° 

Transonic investigation of axial-flow compressor rotor with hub-tip 
ratio of 0.75 and blades having NACA A.I.» mean lines [with list 
of references] ; by Peter T. Bernot and Melvyn Savage. Washing- 
ton, Sept. 30, 1957. cover title, 839-+- [4] p. il. 4° 

Transonie investigation of axial-flow pint schoel rotor with contracted 
exit annulus [with list of references]; by Robert S. Babington. 
Washington, Feb. 17, 1958. cover title, 41 p. [2] leaves, il. 4° 

Free-flight investigation at Mach numbers from 0.8 to 1.5 of effect of 
fuselage indentation on zero lift drag of 52.5° sweptback-wing-body 
configuration with symmetrically mounted stores on fuselage [with 
list of references]; by Sherwood Hoffman. Washington, Feb. 20, 
1958. cover title, 27 p.+- [2] leaves, il. 4° 

Section thrust coeflicients for full-scale, 3 blade, supersonie-type pro- 
peller operating at low and negative blade angles [with list of ref- 
erences]; by Leland B. Salters, jr., and Martha C. Lewis. Wash- 
ington, Mar. 17, 1958. cover title, 23 p.4-[2] leaves, il. 4° 

Transonic characteristics of outboard ailerons on 4-percent-thick 30° 
sweptback wing, including some effects of aileron trailing-edge 
thickness and aerodynamic balance [with list of references] ; by 
Charles F. Whitcomb and Chris C. Critzos. Washington, July 9, 
1958. cover title, 70+ [6] p. il. 4° 

Effects of wing sweep, horizontal-tail configuration, and ventral fin on 
static stability characteristics of model with wing of aspect ratio 
3 at Mach nos. from 2.29 to 4.65 [with list of references] ; by Byron 
M. Jaquet and Roger H. Fournier. Washington, July 21, 1958. 
cover title, 88-+-[6] p. il. 4° 

Experimental investigation of effects of wing plan form and dihedral 
angle on sideslip derivatives of sweptback-wing-body combinations 
at supersonic speeds [with list of references] ; by William B. aA 
right. Washington, July 14, 1958. cover title, 66-+-[4] » 3 1 4° 

Simulation study of high-performance aircraft including effect on 
yilot control of large accelerations during exist and reentry flight 
with list of references] ; by C. H. Woodling [and others]. Wash- 
ington, July 17, 1958. cover title, 10 p.+[38] leaves, il. 4° 

lo ‘stability and control characteristics at Mach numbers 

1.41 and 2.01 of 67° swept-wing airplane configuration with 
Sakand control surfaces [with Hist of references]; by M. Leroy 
Spearman and Ross B. Robinson. Washington, July 7, 1958 
cover title, 36 p.+[2] leaves, il. 4° 
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L58B21. Aerodynamic characteristics at Mach nos. 2.36 and 2.87 of airplane 
configuration having cambered arrow wing with 75° swept leading 
edge [with list of references] ; by Joseph M. Hallissy, jr., and Dennis 
F. Hasson. Washington, Aug. 4, 1958. cover title, 63 p.+[3] 
leaves, il. 4° 

Ld58E26. Longitudinal and lateral aerodynamic characteristics at combined 
angles of attack and sideslip of generalized missile model having 
rectangular wing at Mach number of 4.08 [with list of references] ; 
by Fred M. Smith, Edward F. Ulmann, and Robert W. Dunning. 
Washington, Aug. 14, 1958. cover title, 91 p.+[3] leaves, il. 4° 

L58E29. Wind-tunnel investigation of effect of sweep and taper ratio on effective 
ness of spoiler-slot-deflector controls on_aspect-ratio 4 wings at 
transonic speeds [with list of references]; by Alexander D. Ham- 
mond and Linwood W. McKinney. Washington, Aug. 14, 1958. 
cover title, 69 p.+[3] leaves, il. 4° 


NASA memorandum. [Processed. No longer confidential.] + 
1-24—59L. Static lift, drag, and pitching-moment characteristics of wings with 
arrow and modified-diamond plan forms combined with several 
different bodies at Mach numbers of 2.97, 3.35, and 3.71 [with list 
of references]; by Dennis F. Hasson and John G. Presnell, jr, 
Washington, Jan. 1959. cover title, 50+[4] p. il. 4° [Classifica- 
tion changed Jan. 12, 1961.] NAS 1.10 : 1-24-59 L 


NASA 4th semiannual report to Congress, Apr. 1-Sept. 30, 1960. [1961.] 
[23]+278 p.+[8] leaves, il. 4° [Processed. Also issued as H. doce. 55, 
87th Cong. 1st sess., and sent to depositories in that form. See Entry 
no. 5590.] NAS 1.1: 960-2 


NASA technical memorandum TM (series). [Processed.] 7 
X-186. Test of aerodynamically heated multiweb wing structures in free jet 
at Mach number 2, 5 aluminum-alloy models of 20-inch chord with 
0.064-ineh-thick skin, 0.0025-inch-thick webs, and various chordwise 
stiffening at 2° angle of attack [with list of references] ; by Donald H. 
Trussell and Robert G. Thomson. Jan. 1960. cover title, 33-+-[4] 
p. il. 4° [Classification changed Jan. 12, 1961.] NAS 1.15 : X-186 


NASA technical notes. [Processed.] NAS 1.14: D-(nos.) 
D-118. Errata 2 [Investigation of flow over spiked-nose hemisphere cylinder at 
Mach number of 6.8], by Davis H. Crawford, Dec. 1959. [Feb. 10, 

1961.] [2] leaves, il. 4° + 

D-291. Laminar boundary layer behind strong shock moving into air [with list 
of references] ; by Harold Mirels. Feb. 1961. cover title, 15+[1] 
p. il. 4° Paper, 50c. 

D-354. Effects of sting-support diameter on base pressures of elliptic cone at 
Mach numbers from 0.60 to 1.40 [with list of references] ; by Louis 
S. Stivers, jr., and Lionel L. Levy, jr. Feb. 1961. cover title, 30 p.+ 
[2] leaves, il. 4° & Paper, Tic. 

D-581. Thermodynamic analysis of thrust augmentation for nuclear rockets 
[with one reference] ; by Hugh M. Henneberry, Lester C. Corrington, 
and Roger D. Becker. Mar. 1961. cover title, 30 p.+[2] leaves, lil. 4° 
# Paper, 75c. 

D-583. Analytical performance characteristics and outlet flow conditions of 
constant and variable lead helical inducers for cryogenic pumps [with 
list of references]; by John C. Montgomery. Mar. 1961. cover title, 
34+ [4] p. il. 4° & Paper, $1.00. 

D-589. Electric spark ignition in carbon-vane fuel pumps [with one reference] ; 
by John A. Campbell, Richard J. Parker, and Robert G. Dorsch. Feb, 
1961. cover title, 16 p.+[2] leaves, il. 4° & Paper, 50c. 

D-636. Wind-tunnel investigation of transonic-transport configuration utilizing 
drag-reducing devices at Mach numbers from 0.20 to 1.03 [with list of 
references]; by Donald L. Loving. Mar. 1961. cover title, 117+-[2] 
p. il. 4° Paper, $2.50. 

D-641. 3-dimensional trajectory simulation using 6 degrees of freedom with arbi- 
trary wind [with list of references]; by Robert L. James, jr., Mar. 
1961. cover title, 28 p.+2 leaves, il. 4° & Paper, 75c. 

D-646. Low-subsonic-speed static stability of right-triangular-pyramid and _half- 
cone lifting reentry configurations [with list of references] ; by George 
: Ware. Feb. 1961. cover title, 28 p.+[2] leaves, il. 4° & Paper, 
5e. 

D-650. Some effects of nose bluntness and fineness ratio on static longitudinal 
aerodynamic characteristics of bodies of revolution at subsonic speeds 
{with list of references] ; by William C. Hayes, jr., and William P. 
Henderson. Feb. 1961. cover title, 65 p.+[2] leaves, 1]. 4° & Paper, 


$1.75. 
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6396 


D-651. 


D-653. 


D-656. 


D-663. 


D-664. 


D-669. 


D-670. 


D-675. 


Aprin 1961 


Investigation of static stability characteristics of 2 stages of 3-stage mis- 
sile at Mach number of 4.00 [with 2 references] ; by Ausley B. Carra- 
way, Frederick G. Edwards, and Jean C. Keating. Mar. 1961. cover 
title, 18 p.+2 leaves, il. 4° # Paper, 50c. 

Landing characteristics and flotation properties of reentry capsule [with 
list of references] ; by Victor L. Vaughan, jr. Feb. 1961. cover title, 
36+-[3] p. il. 4° & Paper, $1.00. 

Low-speed investigation of effects of large wing-sideslip angles on aero- 
dynamic characteristics of 2 arrow-wing-fuselage arrangements [with 
list of references] ; *. ae G. Gainer, Feb. 1961. cover title, 41+ 
{1] p. il. 4° # Paper, 25 

Experimental hcl iy of effects of random loading on fatigue life 
of notched cantilevel-beam specimens of SAE 4130 normalized steel 
{with list of references]; by Robert W. Fralich. Feb. 1961. cover 
title, 19-+-[1] p. il. 4° Paper, 50e. 

Microwave reflectivity of deposited aluminum films for passive relay 
communications [with list of references] ; by William F. Cuddihy ana 
a H. Shreve. Feb. 1961. cover title, 22+-[1] p. il. 4° & Paper, 
5e. 

Very low frequency (VLF) synchronizing system [with list of references; 
by] Chesley H. Looney, jr. Feb. 1961. cover title, iii-+-14-+-[1] p. il. 4° 
® Paper, 50c. 

Measurement of upper-atmosphere structure by means of pitot-statie tube 
[with list of references; by] J. E. Ainsworth, D. F. Fox, and H. F. 
LaGow. Feb. 1961. cover title, iii+47+ [6] p. il. 4° & Paper, $1.25. 

Optimization of powerplant parameters for orbital-launch nuclear rockets 
[with list of references]; by Paul G. Johnson and Roger L. Smith. 
Feb. 1961. cover title, 47+ [2] p. il. 4° # Paper, $1.25. 


76. Effect of surface condition on ductile-to-brittle transition temperature of 


D- 680, 


D-683 


D-685. 


I) GS7. 


1-688, 


1-689. 


I) 722 


tungsten [with list of references] ; by Joseph R. Stephens. Feb. 1961. 
cover title, 31 p.+ [2] leaves, il. 4° & Paper, $1.00. 


. Critical conditions for drop and jet shattering [with list of references] : 


by Gerald Morrell. Feb. 1961. cover title, 13 p.+ [2] leaves, il. 4° 
® Paper, 50c. 


. Performance of low-thrust storable-bipropellant rocket at very low cham- 


ber pressure [with list of references] ; by John P. Wanahainen, Richard 
L. DeWitt, and Phil S. Ross. Mar. 1961. cover title, 22 p.+[2 
leaves, il. 4° & Paper, 75c. 

One-dimensional analysis of magneto-hydrodynamic energy conversion 
a. list of references]; by Robert G. Deissler. Mar. 1961. cover 
title, 45 p.+[2] leaves, il. 40 ® Paper, $1.25. 


. Thermoluminescence of sodium chloride Srcndhanid with 40-Mev alpha 


particles [with list of references]; by Charles C. Giamati, Michael 
Haeskaylo, and Gabriel Allen. Mar. 1961. cover title, 13 p.+[2] 
leaves, il, 4° & Paper, 50c. 

Explicit linear filtering solution for optimization of guidance systems 
with statistical inputs [with list of re ferences] ; by Elwood C. Stewart. 
Feb. 1961. cover title, [1]+84 p.+[2] leaves, il. 4° & Paper, $2.25. 

Experimental and theoretical study of heat conduction for air up to 
5000°K [with list of references] ; by Tzy-Cheng Peng and Warren F. 
$1.00" Feb. 1961. cover title, 48 p.+[2] leaves, il. 4° & Paper, 

1.00. 

Surface pressures and heat transfer on unswept blunt plates in helium 
at high Mach numbers [with list of references] : by Joseph G. Marvin. 
Mar. 1961. cover title, 29-+ [1] p. il. 4° & Paper, T5e. 

Flow field over blunted flat plates and its effect on turbulent boundary 
layer growth and heat transfer at Mach number of 4.7 [with list of 
of references] ; by Thorval Tendeland, Helmer I. Nielsen, and Melvin J. 
Fohrman. Feb, 1961. cover title, 59 p.+2 leaves, il. 4° & Paper, 
$1.50. 


. Titanium nitride, oxidizable coating for high-temperature protection of 


graphite [with list of references]; by N. T. Wakelyn. Feb. 1961. 
cover title, 17+ [1] p. il. 4° & Paper, 50¢. 


723. Launch characteristics of X ~ research airplane as determined in flight 


D-726. 


D-728. 


[with list of references]; by Gene J. Matranga. Feb. 1961. cover 
title, 31 p.+-[2] leaves, il. 4° & Paper, $1.00. 


- Technique for obtaining hypervelocity impact data by using relative 


velocities of 2 projectiles [with one reference] ; by William H. Kinard 
and Rufus D. Collins, jr. Feb. 1961. cover title, 14+ [4] p. il. 4° 
? Paper, 50e. 

Investigation of high-velocity impact cratering into nonmetallic targets 
and correlation of penetration data for metallic and nonmetallic 
targets [with list of references] ; by William H. Kinard and Rufus D. 
on jr. Feb. 1961. cover title, 31 p.-+[2] leaves, il. 4° & Paper, 

Of 

Experimental investigation of high-speed hydrofoil with parabolic thick- 
ness distribution and aspect ratio of 3 [with list of references] ; by 
Kenneth Christopher. Mar. 1961. cover title, 23-++[1] p. il. 4° 
’ Paper, The. 
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GOVERNMENT PUBLICATIONS 


NASA technical notes—Continued 

D-729. Structural-loads a on a wing VTOL configurations [with list 

— references] ; John F. Ward. Mar. 1961. cover title, 18+ [1] 
-4° OP “aE, SOc. 

D-738. Sirees of altitude-measuring methods for vertical separation of aircraft 
{with list of references] ; by William Gracey. Mar. 1961. cover title, 
39 p.+ leaves,4° © Paper, $1.00. 

D-753. Pieme measurements on sharp and blunt 5°- and 15°-half-angle cones 
at Mach number 3.86 and angles of attack to 100° [with list of refer- 
yg by James L. Amick. Feb. 1961. cover title, 47 p.+ [2] leaves, 

40° Paper, $1.25 

D-769. NASA AEC liquid- iets corrosion meeting, Dec. 7-8, 1960, Washington, 

. [papers, with lists of references]. Feb. 1961. cover title, iii+109 
+[2] leaves, il. 4° # Paper, $2.50. 

D-773. Het- Po heat-loss characteristics and anemometry in subsonie continuum 
and slip flow [with list of references] ; by Frederick W. Boltz. Feb. 

1961. cover title, [1]+80 p.+([2] leaves, il. 4° Paper, $2.00. 

D-776. Wing-tunnel investigation of 4-foot-diameter ducted fan mounted on ti 
of. semispan wing [with 1 reference] ; A! aul F. Yaggy and — 
s. — Mar. 1961. cover title, 3 p.+2 leaves, il. 4° & Paper, 

D-785. Aerody namics of tilting ducted fan configuration [with list of references] ; 
by Paul F. Yaggy and Kenneth W. Goodson. Mar. 1961. cover title, 
15 p.+ [2] leaves, il.4° & Paper, 50c. 

NASA technical translation. [Processed.] 

F-11. ee. observation of artificial earth satellites [articles with bibliog- 

raphies]; translation [by Joint Publications Research Servi el. Feb. 


1961. cover title, ii+54 p.+[2] leaves, il. 4° Paper, $1.50 
NAS 1.13/2: F-11 


Technical report R (series), 1960. * Paper, $15.00 a yr., $4.00 additional 
for foreign mailings; single copies vary in price. @ Item 830—-D 
NAS 1.12: (nos.) 


54. Factors that affect operational reliability of turbojet engines [with lists of 
references] ; by Lewis Center Staff. [1961.] cover title, ii+211 p.+[2] 
—- Uy ts [Supersedes NACA Research memorandum E55H02, 1956.) 

aper, 5. 
55. Analysis of corridor and guidance requirements for —— entry into 
lanetary atmospheres [with list of references]; by Dean Chapman. 
1961.] i+47 p.+[2] leaves, il. 4° * Paper, 50c. 

63. Method of solution with tabulated results for attached oblique shock-wave 
system for surfaces at various angles of attack, sweep, and dihedral in 
equilibrium real gas including atmosphere [with list of references]; by 
Robert L. Trimpi and Robert A. Jones. [1961.] cover title, 14-141 p.+ 
[2] leaves, il. 4° * Paper, $1.25. 

64. Mechanical properties of pneumatic tires with special reference to modern 
aircraft tires [with list of references] ; by Robert F. Smiley and Walter B. 
Horne. [1961.] cover title, iv+58 p.+[2] leaves il. 4° [Supersedes 
NACA secmioal note 4110, 1958.] * Paper, 55c. 

68. Interactions between nitrogen and oxygen molecules [with list of references] ; 
by Willard E. Meador, jr. [1961.] cover title, [2] leaves4-ii4-25 p. il. 49 
* Paper, 40c. 

74. Latera response of airplanes to random atmospheric turbulence [with list of 
references]; by John M. Eggleston and William H. Phillips. [1961. 
cover title, i+ 59 p.+[2] leaves, il. 4° [Supersedes Technical notes 3954, 
1957, and 4196, 1958.]_ * Paper, 55e. 

75. Analytical study of soft landings on gas-filled bags [with list of references ; 
by Jack B. Esgar and William C. Morgan. :[1961.] cover title, i+ 30 p. ie 
[2] leaves, il. 4° * Paper, 40c. 

77. Flow in base region of axisymmetric and 2-dimensional configurations [with 
list of references] ; by Milton A. Beheim. {1961.] cover title, i+32 p.+ 
[2] leaves, il. 4° * Paper , 400, 

79. Fast interplanetary missions with low- pent pro 
references]; by W. E. Moeckel. [1961.] fi 
* Paper, 40c. 


NATIONAL ARCHIVES AND RECORDS SERVICE, 
General Services Administration 


opulsion esr [with list of 
i} 29 p.+[2] leaves, il. 4° 


IRAC records in space age, past, present and future of records manage- 
ment, 1st meeting 1960-61 season, Sept. 16, 1960, National Archives 
Theatre, presiding, Robert E. Beets, headquarters, Air Force, speakers, 
Seymour J. Pomrenze, Department of Army, Robert H. Bahmer, Na- 
tional Archives and Records Service, Robert A. Shiff, Naremco Services, 
Incorporated, New York, City, N.Y. [1961.] [1]+17 p. 4° [Proc- 
essed.] + GS 4.16: 961/1 
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Apri 1961 


Preliminary inventories. [Processed.] + 
6415 183. Preliminary inventory of records of Bureau of Ships (record group 19) ; 
compiled by Elizabeth Bethel [and others]. Washington, 1961. vili- 
241 p.4° ([National Archives publication 61—11.]) 


L.C. card A 61-9166 GS 4.10: 133 
NATIONAL BUREAU OF STANDARDS, Commerce Dept. 
Handbooks. ® Item 245 C 13.11: (nos.) 
6416 64. — - pone of free-air ionization chambers. [1961.] 1 p. [Proc- 
essed. 
6417 75. Measurement of absorbed dose of neutrons, and of mixtures of neutrons and 


gamma rays, recommendations of National Committee on Radiation Pro- 
tection and Measurements, NCRP report no. 25 [with list of references]. 
Feb. 3, 1961. vi+86 p. il. 120 * Paper, 35c. 
L.C. card 61-60661 
6418 76. Medical X-ray protection up to 3 million volts [with list of references]. 
Feb. 9, 1961. viii+52 p. il. 12° [Recommendations of National Commit- 
tee on Radiation Protection and Measurements, NCRP report 26. Super- 
sedes H60.] * Paper, 25c. 
L.C. card 61-60556 
6419 77. Precision measurement and calibration, selected papers [with lists of refer- 
ences], compilation by Sherman F. Booth of previously published techni- 
cal papers by staff of National Bureau of Standards. Feb. 1, 1961. 3 v. 
es card 61-60513 
Electricity and electronics. rete? 2 . il. 4° Me $6.00. 
ee Heat and mechanics. vii+965 p. il. * Cloth 
v. 3. Ono metrology, and radiation. vit [1] 11036 p. ? “40 * Cloth, 


6420 Journal of research of National Bureau of Standards [with lists of ref- 
erences], v. 63, July—Dec. 1959. 
L.C. card 28-26613 
sec. A. Physics .— b rpey t popes 63A-1 to 63A3-—-24. [1960.] errs 
306 p. * Cloth, $3.5 C 13.2 


:63 A 

sec. B. Mathensatics "asi fy’ gt ont physics, papers 63B1- | Bs “S32. 14, 
{1960.] 11+1+175_p. il. 4° * Cloth, $2.25 3.22/2:63 B 
sec. C. ae ess ( and instrumentation, papers 63C1-1 to 632, tt hey, 
+154 p. il. 4° * Cloth, $2.25. C 13.2. :63C 
sec. D. Radio, propagation, papers 63D1-1 to 63D3-—30. a's wiv lte846 
il. 4° * Cloth, $3.75. : 63D 
ilnidaiieas publications. © Item 247 pereocpbt 


6421 233. Units of weight and measure (United States customary and metric) defini- 
tions and tables of equivalents; [by L. V. Judson]. Dec. 20, 1960 [pub- 
vaned ~~" ] [(2]+62 p.4° [Supersedes Miscellaneous publication 214.] 
aper, 40c, 
L.c. aah 55-61590 
6422 236. Standard frequencies and time signals from WWV and WWVH, insert. 
{1961.] [2] p.il.4° [Processed.] + 


Monographs. ® Item 247-A C 13.44: (nos. ) 


6423 8. Mercury barometers and manometers, errata sheet. Feb. 7, 1961. 1 p. 
oblong 8° [Processed.] 

6424 19. Atomic energy levels in crystals [with bibliography; by] John L. Prather. 
Feb. 24, 1961. iv er il. 4° * Paper, 60c. 
L.C. card 61-607 

6425 24. Spectrophotometric atlas of spectrum of CH from 8000A to 5000A; [by] 
‘e = M. R ee and H. P. Broida. Feb. 14, 1961. [1]+20 p. il. 4° 

aper, 20: 

L.C, card 61_ 60723 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept. 


426 Anniversary bulletin of Public Health Service’s National Institute of 
Arthritis and Metabolic Diseases; [produced by Information Office]. 
[1961.] 4p. il. large 4° (Special issue.) ¢ @ Item 507 FS 2.22: Ar7 


27 Enzymology in USSR, review of literature [with bibliography]; by 
Chester W. DeLong. 1960 [published 1961]. ix+189 p.  ([Public 
Health Service publication 782]; Division of General Medical Sciences, 
Russian Scientific Translation Program.) * Paper, 65c. @ Item 507-Q 
L.C. card 61-60450 FS 2.22/19: En 9 
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6440 


GOVERNMENT PUBLICATIONS 


Highlights of research progress in general medical sciences, 1960, pre- 
pared by Division of General Medical Sciences as background material 
for submission at Congressional hearings on appropriations for fiscal 
year 1962. [1961.] v+45 p. ({Public Health Service publication 
815.]) * Paper, 25c. @ Item 507—-M 
L.C. card 60-61345 FS 2.22/20 : 960 


Manual for microscopical diagnosis of malaria in man [with bibliography] ; 
by Aimee Wilcox. 1960 edition. [1960.] viii+80-+[1] p. il. (Public 
Health Service; [publication 796; formerly National Institute of Health 
bulletin 180]) [The last 25 pages in the collation consist of plates, some 
of which are colored.] * Paper, 50c. @ Item 507-H 
L.C. card 61-60701 FS 2.22/15: M 29 


Patients in mental institutions, 1958: pt. 3, Private hospitals for mentally 
ili and general hospitals with psychiatric facilities; prepared by Na- 
tional Institute of Mental Health, Biometrics Branch, Hospital Studies 
Section. [1961.] 39 p. 4° ({Public Health Service publication 781, 
pt.3.]) ¢ @ Item 494 
L.C. card 42-37617 FS 2.59 : 958/pt.8 


Reference guide (series). 
2. Mental health for teachers and pupils, selected reading list. Revised Jan. 
1961. [1961.] [21+7 p. 4° (Public Health Service, [National Institute 
of Mental Health, Bethesda 14, Md].) + @ Item 507-I FS 2.22/4: 2/3 


NATIONAL MUSEUM, Smithsonian Institution 


Bulletins. @ Item 919 SI 3.3: (nos.) 
221. Type specimens of birds in United States National Museum; by Herbert G. 
Deignan. [1961.] x+748 p. [Errata, 1 p. 48°, tipped in proceding 
p. v.] * Paper, $2.75. 
L.C. card 61—60889 
228. Elevator systems of Eiffel Tower, 1889; by Robert M. Vogel. 1961. cover 
title, p. 1-40, fl. 4° (Contributions from Museum of History and Tech- 
nology, paper 19.) * Paper, 35c. 
L.C. card 61—60968 
228. John Ericsson and age of caloric; by Eugene S. Ferguson. 1961. cover 
title, p. 1-40, il. 4° (Contributions from Museum of History and Tech- 
nology, paper 20.) * Paper, 15c. 


Proceedings of National Museum. ¢ @ Item 922 SI 3.6: 113/ (nos.) 
8451. Revision of milliped genus Deltotaria (Polydesmida : Xystodesmidae) [with 
list of literature cited]; by Richard L. Hoffman. 1961. v. 113, cover 
title, p. 15-35, il. 
8452. Four new species of Pseudocyclops, (Copepoda, Calanoida) from Puerto 
Rico [with list of literature cited] ; by Thomas FE. Bowman and Juan G, 
Gonzalez, 1961. v. 113, cover title, p. 37-59, il. 
——— [title page, contents, and index to] v. 111, nos. 3422-3430. 1961. 
iv+681-602 p. + @ Item 922 $13.6: 111/t.p.& cont. 


9 


Publications of National Museum, July 1959-June 1960. [1961.] 2 p. 
~ @ Item 918-A 
L.C. card 48-45549 $13.9: P 96/960 
United States National Museum, annual report for year ended June 30, 
1960. [1960.] vi+175 p.il. [Also issued as H. doc. 9, pt. 2, 87th Cong, 
1st sess.] + @ Item 918 
L.C. card 6-6378 SI 3.1: 960 


NATIONAL OFFICE OF VITAL STATISTICS, Health, Education, and 
Welfare Dept. 


Medical certification of medicolegal cases. Nov. 1960 [published 1961]. 
[4]+24 p. 12° (Public Health Service [publication 810}.) [At head 
of title: U.S. National Committee on Vital and Health Statistics.] 
* Paper, 15c. @ Item 508 
L.C. card 61-60714 FS 2.102: M 46 
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6453 


6454 


Arr 1961 


NATIONAL PARK SERVICE, Interior Dept. 


Abraham Lincoln Birthplace, National Historic Site, Ky. [Revised 
2961.] [1961.] [6] p. il. 4° * Paper, 5c. © Item 650 

I 29.21: Ab 8/2/961 

Announcement from National Park Service to out-of-town school groups 

visiting Washington, D.C. [1961.] 16 p. il. narrow 8° ¢ © Item 648 


I 29.2: N 21/8/961 

Castillo de San Marcos National Monument, Fla. [Revised 1961.] [1961.] 
[8] p. il. * Paper, 5c. @ Item 650 I 29.21: C 27/961 
Grand Teton National Park, Wyo. [Revised 1961.] [1961.] 382 p. il. 
narrow 8° * Paper, 15c. @ Item 651 I 29.6: G 76/20/961 


Home of Franklin D. Roosevelt, National Historic Site, Hyde Park, N.Y. 
[Revised 1961.] [1961.] [8] p. il $¢ @ Item 650 
I 29.21: R 67/961 
Lava Beds National Monument, Calif. [1961.] 10 p. il. narrow 8° 
@ Item 650 I 29.21: L. 38/2/961 
Olympic National Park, Washington. [Revised 1961.] [1961.] [2] p. 
oblong f°, folded into narrow 8° size and so printed as to number 18 


pages. *Paper, 10c. @ Item 651 I 29.6 : 01 9/3/961 
Petrified Forest National Monument, Ariz. [1961.] 16 p. il. oblong 8° 
* Paper, 10c. @ Item 650 I 29.21: P 448/4/961 
Pipe Spring National Monument, Ariz. [1961.] [4] p. il. * Paper, 5e. 
@ Item 650 I 29.21: P 66/2/961 
Your national parks, brief history, with questions and ai ers. [1961.] 
[18] p. il. narrow 8° * Paper, 10c. @ Item 648 1 29.2: N 21/19 


NATIONAL RAILROAD ADJUSTMENT BOARD 


Awards 9381-9460, 3d division, interpretation (serial no. 184) v. 90. 
Champlin- Shealy Company, Chicago 2, Ill. [1961.] [1]+893 p. 
t National Railroad Adjustment Board, Chicago, Ill. (price = applica- 
tion.) RA 1.9: 90 
L.Q. eard 36-26212 


NATIONAL SCIENCE FOUNDATION 


Graduate fellowship program for fiscal year 1961, fellowship awards [and 
applicants accorded honorable mention]. Mar. 20, 1961. [101] p. 4° 
(NSF-61-113.) [Processed. Includes transmittal letter.] + 
L.C. card 60-61377 NS 1.19 : 961 


National Science Foundation programs for education in sciences. Mar. 
1961. vi+34 p. il. 12° (NSF-61-5.) [Text on p. 3 of cover.] 7 
@ Item 834-C 
L.C. card 61-60888 NS 1.2: Ed 8/3/961 


Reviews of data on research & development. 


26. ere and development and gross national A prpduct, Feb. 1961. 8 p. il. 
(NSF 61-9.) * Paper, 10c. @ Item 8 NS 1.11: 26 


NAVAL OBSERVATORY, Defense Dept. 


Air almanac, 1961, Sept.—Dec. 1960 [published 1961.] p. 487-732+A60 
p. il. 4° [Text on p, 2-4 of cover. Last 4 pages of collation consist of 
Navigational star chart mounted on cloth, oblong 8°, folded into 4° size, 
with Stars, Sept.-Dec. 1961, Interpolation of G.H.A. and Polaris (pole 
star) table, 1961, on verso, Produced jointly by H. M. Nautical Alma- 
nac Office, Royal Greenwich Observatory, and Nautical Almanac Office, 
Naval Observatory, Printed separately in England and in United 
States.] * Stiffboard, $2.00. @ Item 393 
L.C. card 52-61239 D 213.7 : 961/3 
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GOVERNMENT PUBLICATIONS 


NAVAL PERSONNEL BUREAU, Defense Dept. 


Aviation storekeeper 3 & 2 [with reading list; prepared by Navy Training 
Publications Center, Memphis, Tenn., and Training Divisions of Bu- 
reau of Naval Personnel]. [1961.] cover title, vii+302 p. il. 4° (Navy 
training course; NAVPERS 10398-A.) + @ Item 404 
L.C. card 61-60871 D 208.11: Av 5/16/961 


Basic electricity ; [prepared by Navy Training Publications Center]. 1960 
{published 1961]. x+[8]+448 p. il. 4° (Navy training course; 


NAVPERS 10086-A.) * Paper, $3.50. @ Item 404 
L.C. card 61-60932 D 208.11 : El 2/3/960 


Engineman 1 & C [with reading list.] [Original edition 1954, major revi- 
sion 1960.] [1961.] cover title, viii+286 p. il. 4° (Navy training 
course, NAVPERS 10543-A.) [Prepared by Navy Training Publica- 
tions Center for Bureau of Naval Personnel with technical assistance 
by Bureau of Ships and Service School Command, Naval Training Cen- 


ter, Great Lakes, Ill.]  * Paper, $1.75. © Item 404 
L.C. card 61-60681 D 208.11: En 3/2/960 


Organization and functions of Office of Judge Advocate General; prepared 
by Office of Judge Advocate General. 1961. cover title, iii+132 p. il. 4° 
(NAVPERS 10843-A.) + © Item 404 
L.C. card 61-60872 D 208.11/2: J 89 


NAVAL RESEARCH OFFICE, Defense Dept. 


Naval Training Device Center, index of publications, June 30, 1960. 
[1960.] cover title, [82] p. 4° (NAVEXOS P-1480, revised June 30, 
1960. ) -laparaeaca Supersedes NAVEXOS P-1480, revised Sept. 1, 
1958.] E 
L.C. card 56-62204 D 210.14/2 : P 96/960 

Naval Training Device Center, Port Washington, N.Y.: Technical report 


NAVTRADEVCEN (series). [Processed.] 
565-1. Selected abstracts from literature on stress; prepared by Sol Killer, 


Joseph W. Linskey. Nov. 1960. iv+227 p. 4° (Contract N61339- 
D 210.14 : 565-1 


NRL reports. (Naval Research Laboratory.) [Processed.] 
D 210.8 : (nos.) 


5501. Erratum, Microbial inhibitors for systems of jet fuel and water, by Doro- 
— E. Klemme and John M. Leonard. Jan. 1961. 3 x 5 in. [Proe- 

sed. Issued in card form.] 

5565. Filterability of distillate fuels: pt. 1, Development of methods and effect 
of filter porosity [with list of references : by A. J. Chiantella and J. B. 
Johnson]. Nov. 3, 1960. cover title, 1i+224+ [2] p. il. 4° Paper, 
75e. (PB 161966). 


NAVAL WEAPONS BUREAU, Defense Dept. 


PERT, data processing lesson plan handbook for technicians. Revised 
Nov. 1960. [1960.] [1]+14+ [12] p. il. 4° (Special Projects Office.) 
* Paper, 20c. © Item 408-B-2 D 217.14: P& 


PERT, instruction manual and systems and procedures for program eval- 
uation system. [1960.] [1]+8+[8] p. il. 4° (Special Projects Office.) 
*Paper, 15c. @ Item 408-B-2 D 217.14: P 94/2 


PERT, program evaluation research task, summary report, phase 2. Sept. 
1958. [2]+ii+108 p. il. 4° (Special Projects Office.) * Paper, 50c. 
® Item 408-B-1 D 217.2: P 94/958-2 


Proceedings of PERT coordination task group meeting [Sperry Gyroscope 
Co., Great Neck, L.I.] Mar. 17-18, 1960 [and LMSD, Palo Alto, Calif.] 
Aug. 16-17, 1960. Nov. 1960. [74] p. il. 4° (Special Projects Office.) 
* Paper, 40c. @ Item 408-B-1 D 217.2: P 94/4/9680 
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Summary minutes for meeting of contractor PERT reporting personnel 
[General Electric, Pittsfield, Mass.], June 8-9, 1960 [and Aerojet 
General, San Francisco, Calif.], July 14-15, 1960. Nov. 1960. [38] 
p. il. 4° (Special Projects Office.) * Paper, 25¢c. @ Item 408-B-1 

D 217.2: P 94/5/960 


—— Naval Weapons Laboratory, Dahlgren, Va., Nov. 15-16, 1960. [1961.] 
ii+22 p. il. 4° * Paper, 15c. @ Item 408-B-1 D 217.2: P 94/5/960-2 


United States naval aviation, 1910-60; [by Adrian O. Van Wyen and Lee 
M. Pearson]. [1961.] cover title, v-+239 p. il. 4° (NAVWEPS 00- 
80P-1.) * Fabrikoid, $2.50. @ Item 408-B-1 
L.C. card 61-60687 D 217.2: Av5 


NAVY DEPARTMENT, Defense Dept. 


Navy comptroller manual: v. 2 [Accounting classifications], Change 111; 
Feb. 24, 1961. [1961.] [81] p. 4° (Office of Comptroller.) [Processed. 
Issued in loose-leaf form.] tf D 201.6/2: 2/ch.111 


——v. 3 [Appropriation, cost and property accounting (field) ], Change 
112; Feb. 24, 1961. [1961.] 7+[173] p. il. 4° (Office of Comptroller.) 
[Processed. Issued in loose-leaf form.] f D 201.6/2 : 3/ch.112 


— v. 4 [Disbursing], Change 112; Feb. 24,1961. [1961.] 4+ [47] p. il. 4° 
(Office of Comptroller.) [Processed. Issued in loose-leaf form.] ¢ 
D 201.6/2 : 4/ch.112 


-——— v. 4 [Disbursing], chap. 4 [Military pay and accounts], Change 103; 
Feb. 24,1961. [1961.] 4+ [24] p. il. 4° (Office of Comptroller.) [Proc- 
essed. Issued in loose-leaf form.] ft D 201.6/2 : 4/chap.4/ch.103 


Navy directives system, consolidated subject index of unclassified instruc- 
tions, period ending Dec. 31, 1960. [1961.] [3]+177 p. 4° (AOINST 
5215, 17K. Publications Division, Administrative Office.) [Issued with 
perforations. Cancels AO instruction 5215.17J Navy directives system 
consolidated subject index Dec. 31, 1959.] ~ @ Item 373 
L.C. card 56-61749 D 201.6: D 62/960 


OLD-AGE AND SURVIVORS INSURANCE BUREAU, 
Health, Education, and Welfare Dept. 


Interviewing in social security, as practiced in administration of old-age 
survivors and disability insurance; by Elizabeth de Schweinitz and 
Karl de Schweinitz. 1961. ix+99p.12° (Division of Field Operations.) 
{Includes list of references entitled Index to quotations.] * Cloth, 
$1.50. @ Item 516 
L.C. card HEW 61-54 FS 3.2: In 8 


OASI (series). @ Item 518-A FS 3.35: (nos.) 


25g. Social security information for crew leaders and farmers. [Jan. iss.) 
[8] p. oblong rc, ({Internal Revenue Service, IRS publication 365. }) 
L.C, card HEW 61-50 

93. Your social aes earnings record [Mar. 1961.] [24] p. fl. oblong 48° 
* Paper, 15c. 
L.C. card HEW 60-121 


ORDNANCE CORPS (Army), Defense Dept. 


Ordnance Corps manual ORDM (series). D 105.6/2: (nos.) 


8-1. Depot operations, Change 89; Nov. 4, 1960. [1961.] [142] p. 4° [Issued 
n loose-leaf form.) ¢ @ Item 859-B 

8-1. Depot operations, Change 90; Nov. 10, 1960. [1961.] [99] p. il. 4° [Is- 
sued in loose-leaf form.] { @ Item 359-B 
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GovERNMENT PUBLICATIONS 


PATENT OFFICE, Commerce Dept. 


Classification bulletin. [Issued in loose-leafform.] @ Item 252 


440. Class 175, boring or penertating earth, containin, ng classification definitions 
of above class revised by classification group of Patent Office by classifi- 
cation order 313, Nov. 28, 1960. [1961.] [88] p. 4° aes ty 

3: 440 


Index of trademarks issued from United States Patent Office, 1960. 1961. 
291 p. * Cloth, $2.50 @ Item 256 
L.C. card 30-26199 C 21.573 : 960 

Manual of classification [replacement sheets incorporating changes directed 
by Classification orders issued subsequent to Mar. 31, and prior to Dec. 6, 
1960; Jan. 1961]. [1961.] [122] p. 4° [Includes lists of replacement 
sheets and current pages. Issued in loose-leaf form.] * Paper, $8.50 
(including basic manual, index, and revised pages for approximately 2 


years) ; $2.00 additional for foreign mailing. @ Item 258 
OC 21.12: 960/rev. pages 


POST OFFICE DEPARTMENT 


[Commemorative stamp poster] : 4-cent Fort Sumter Civil War Centennial 
commemorative postage stamp available at your local post office Apr. 13, 
1961. 1961. 10.5 x 8 in. P 1.26/2: F 77s 


Note.—Commemorative stamp posters, which will be issued irregularly, are 
available on a rye sa pate basis from Superintendent of Documents, $1.50 a yr.: 


50c additional for foreign mailing. 
Information service IS (series). + P 1.36: (nos.) 
1. International mail. Jan, 1961. 12 p. © Item 837-B 
21. 1st automated post office in United States, dedicated Oct. 20, 1960, Providence, 
I. [1960. cover title, 16 p. il. 4° [Text and other illustrations on 
p. 2-4 of cover. Some of the illustrations are colored.) 
Major accomplishments, Office of General Counsel, 1958-61. [1961.] 
cover title, 45 leaves, 4° [Processed.] 7 P 1.2: Ac2 


PRESIDENT OF UNITED STATES 


President’s Counsel on Youth Fitness, workshop report: 8, Recreation 
planning for fitness. [1961.] 31 p. il. narrow 8° + @ Item 851-J 
Pr 34.8: Y 8/8/rp8 


Report to President of United States on Cuban refugee problem, by Tracy 
S. Voorhees; Jan. 18, 1961. 1961. iii+15 p. [Spanish edition, 1+-21 p. 
was issued also.] ¢ @ Item 850 
L.C. card 61-60509 Pr 34.2: C 891 

Summary technical report of NDRC, microfilm index. 1946. xii+760 p. 
4° (Scientific Research and Development Office, National Defense Re 
search Committee.) [Declassified Aug. 24, 1960.] & Paper, $8.00, $2.00 
additional for foreign mailing (PB 161976). 

L.C. card 61-60676 Pr 32.413/12: micro. ind. 


PUBLIC ASSISTANCE BUREAU, Health, Education, and 
Welfare Dept. 


[Public assistance information] PAi (series). 
2. Aid to disabled, to he <d rery, disabled to live with decency, self- respect, se 


independence. [2] p. il. large 4° folded into mane Ly Ay, 
@ Item 519 .18/2:2 
PUBLIC DOCUMENTS DIVISION, Government Printing Office 
Price list PL (series). + @ Item 554 GP 8.9: (n0o6) 
40th edition. Feb. 1961. 


35. Netonal parte, historic sites, national monuments. 
p. 
L.C. card 26-26625 
*For Sale by Superintendent of Documents 
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6493 54. Political science, Government, ame District of Columbia; Mar. 1961. 40th 
edition. sia -] [(2])+27p.i 
.C. card 877 
6494 59. Interstate commerce: Feb. 1961. 43d edition. [1961.] [2]+16 p. il. 
L.C. card 25—-26812 


6495 83. Library of Congress ; Apr. 1961. 9thedition. [1961.] 8p. 
L.C. card 51-60918 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 


6496 Babies and breadwinners, proposals for 1961 neighborhood polio vaccina- 
tion campaign. [Jan. 1961.] [4]+25 p. 4° (Surgeon General’s Com- 
mittee on Poliomyelitis Control, Communicable Disease Center.) f 
@ Item 504 FS 2.60/2: B11 


6497 Conference report, 3d Air Pollution Research Seminar, New Orleans, La., 
Mar. 22-24, 1960. [1961.] [1]+1173-89 p. il. 4° (Division of Air 
Pollution.) [From Public health reports, v. 75, no. 12, Dec. 1960.] + 

FS 2.7/a: Ai 71 


6498 Costly time lag between discovery and use of medical knowledge. [1961.] 
cover title, [20] p. il. oblong 12° ([Publication 813.]) [Text on p. 
2-4 of cover.] * Paper, 20c. @ Item 485 
L.C. ecard 61-60678 FS 2.2: T 48 


Health information series. @® Item 486 


6499 9. Arthritis and rheumatism. [Revised 1960.] [1960.] [8] p._ narrow 8° 
({Publications 29.]) *Vaper, $3.00 per 100; single copy, 5c. 


FS 2.50: 9/6 
Health statistics from U.S. national health survey series. @ Item 500-E 
6500 C-5. Selected health characteristics by area geographic regions and urban-rural 


residence, United States, July 1957—June 1959, selected statistics relat- 
ing to limitation of activity, disability days, chronic conditions, persons 
injured, and physician and dental visits by geographic region and urban, 
rural-farm, and rural-nonfarm residence, based on data collected in house- 
hold interviews during period July 1957-June 1959; [prepared by 
Geraldine A. Gleeson]. Mar. 1961. [4]+40 p. il. 4° ([Publieation 584— 
C5.]) * Paper, 35c. 
L.C. card 61-—60890 FS 2.85 : C-5 
$01 Hospital electrical facilities [with bibliographies]; by Noyce L. Griffin. 
(Jan. 1961.] [2]+35 p. 4° ([{Publication 818]; Division of Hospital 
and Medical Facilities, Architectural and Engineering Branch.) [Super- 
sedes unnumbered publication Apr. 1959.] + @ Item 485 
L.C. card 61-60819 FS 2.2: H 79/25 


$502 Management of current records in Public Health Service, sizing up filing 
needs, setting up files, operating files, things to keep in mind. Revised 
1961. [1961.] cover title, [2]4-31 p. il. (Division of Administrative 
Services.) ¢ @ Item 49G-A 
L.C. card 61-60715 FS 2.6/2: R 24 


Municipal water facilities inventory as of Jan. 1, 1958 [cooperative State- 
Federal report]. ({Publication 775]; Division of Water Supply and 
Pollution Control.) @ Item 492-C 
L.C, card 61-60178 FS 2.84/3 : 958/v. (nos. ) 
6503 v. 3. Region 8, District of Columbia, Kentucky, Maryland, on Carolina, rn 
ginia, Ww est Virginia, Puerto Rico, Virgin Islands. [1960.} v+123 p. 
il. 4° * Paper, 65c. 

6504 v. 4. Region 4, Alabama, Florida, Georgia, Mississippi, South Carolina, Tennessee. 
[1960.] v+108 p. il. 4° * Paper, 60¢, 

6505 v. 6. Region 6, Iowa, Kansas, Minnesota, Missouri, — North Dakota, 
South Dakota. [1960.] v-+140 p, il. 4° * Paper, T0¢ 

6506 vy. 8. sg 8, Colorado, Idaho, Montana, Utah, Wyoming. [1960.] v+63 p. 

4° * Paper, 40c. 

807 Preliminary directory of medical groups in United States, 1959 | with list 
of references; by] S. David Pomrinse, Marcus 8. Goldstein. Jan. 1961, 
(2]+ii+246 p. ([Publication 817]; Division of Public Health Meth- 
ods.) ft @ Item 485 
L.C. card 61-60663 FS 2.2: M 46/6/959 
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GovERNMENT PUBLICATIONS 


Proceedings, National Conference on Water Pollution, Dec. 12-14, 1960, 
Washington, D.C. [1961.] x-+607 p. il. map. * Paper, $2.25. @ Item 


502-A 
L.C. card 61-60811 FS 2.64/3: P 94/960 


Public health bibliography series. @ Item 481-A 
83. Salmonella, salmonella infections, bibliography of pelecetnee 1955-Apr. 1960; 
compiled by Dorothy Bocker. May 1960. v+40 p. ({Publication 803]: 
National Library of Medicine, Reference Division.) [Series designation 


appears on p. 4 of cover.] 
Le. card 61-60667 FS 2.21: 33 


Radiological health handbook [with list of references]; compiled and 
edited by Division of Radiological Health. [Revised edition.] Sept. 
1960 [published 1961]. [12]+1-900, 91-468 p. il. 4° (Bureau of State 
Services, Division of Radiological Health.) [Includes copyrighted 
material.] Paper, $3.75 (PB 121784R). 
L.C. card 61-60903 FS 2.6: R 11/960 


Roster of members of PHS public advisory groups, councils, committees, 
boards, panels, study sections; Nov. 1, 1960. [1961.] [4]-++-iv-+185 p. 4° 
(Office of Surgeon General, General Methods Staff.) [Companion to 
PHS public advisory groups, authority, structure, functions.] ~ @ Item 
485 
L.C. card 61-60654 FS 2.2: Ad 9/3/9860 


PUBLIC HOUSING ADMINISTRATION, 
Housing and Home Finance Agency 


Selected aspects of administration of publicly-owned housing, Great Brit- 
ain, Netherlands, and Sweden [with bibliography; by] Abner D. Silver. 
man. Jan.1,1961. xi+238p. *Paper,70c. @ Item 599 
L.C. card 61-60922 HH 3.2: Adé 


PUBLIC ROADS BUREAU, Commerce Dept. 


Let’s finish job on time, remarks by Rex M. Whitton, Federal highway 
administrator, Bureau of Public Roads, Department of Commerce, at 
59th annual convention, American Road Builders’ Association, Atlantic 
City, N.J., Mar. 6, 1961. [1961.] 5 p. 4° [Processed.] 


C 37.21: Wl 
Road user and property taxes on selected motor vehicles, 1960, errata. 
[1961.] 1p. oblong 32° + @ Item 265 C 37.2: T 19/errata 


RECLAMATION BUREAU, Interior Dept. 


Efficiency evaluation, Tracy Fish Collecting Facility, Central Valley proj- 
ect, Calif.; by Daniel W. Bates, Orren Logan, and Everett A. Pesonen. 
Oct. 1960. v-+-[95] p. 28 pl. 4° [Processed. Prepared in cooperation 
with Bureau of Commercial Fisheries, Pacific Region, Fish and Wild 
life Service, Seattle, Wash. ] 

L.C. card 61-60899 127.2: T 67/2 


Engineering monographs. [Processed.] + I 27.34 : (nos.) 


27. Moments and reactions for rectangular plates [with list of references] ; ‘of 
Ww. Moody. Oct. 1960. cover title, [2]-+vi+74 p. il. 4° ({Techni 
Information Branch, Denver Tederal Center, Denver, Colo.])) f Paper 


.C, card 61-60310 
28. Petrogragnic and engineering properties of loess [with list of pieterenon 
b J. Gibbs and W. Y. Holland. [Denver, Colo., Nov. 1960.] 4) +81 
B. il. 4° (Technical Information Branch, Denver Federal Center, envel, 
olo.) + Paper, $1.00, Denver Federal Center, Denver, Colo. 
L.C. card 61-60718 


*For Sale by Superintendent of Documents 
{Distribution Made by Issuing Office 
Official Use. Not Available 


Mailing Address for All Agencies Listed Is  pcaareaasea 25. D.C., 





651! 


6519 


6520 


6521 


6522 


6524 


6525 


0526 


6527 [ 


0528 





ation 
1: 83 

and 
Sept. 
State 
shted 
1/960 


ttees, 
p. 4 
on to 
Item 


3/980 


Brit- 
ilver- 


Adé6 


hway 
2e, at 
antic 
Wél 


rrata. 
rrata 


pro}- 
sonen. 
ration 
Wild: 


[ 67/2 


( nos.) 
3 by 

a 

Paper, 


neeal 
4} +37 
Jenver, 





6518 


6519 


6520 


6521 


6522 


6523 


6524 


6525 


6526 


6527 


6528 
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Reclamation project data. [1961.] viii+890 p. il. map, 4° [Map is col- 
ored.] * Cloth, $6.75. @ Item 660 
L.C. card 61-60689 I 27.2: P 94/13/961 


Reclamation’s recreational opportunities. [1961.] [2] p. il. oblong f° 
folded into narrow 8° size. * Paper, 15c. @ Item 660 
I 27.2: R 24/10/961 


Technical record of design and construction: Palisades Dam and power- 
plant, constructed 1951-57 [with selected bibliography]. Dec. 1960. 
[7]-+xxviit+[359] p. il. 4° (Palisades project, Idaho.) (Price upon 
application) Bureau of Reclamation, Attention: Code 841, Denver Fed- 
eral Center, Bldg. 58, Denver 25, Colo. 

L.C. card 61-60854 127.2: P17/2 


RENEGOTIATION BOARD 


Renegotiation Board regulations [under Renegotiation act of 1951, amdt. 
14]. [1961.] [88] p. 4° [Includes foreword. Issued in loose-leaf 
form.] * Paper, $5.00 (including basic regulations and supplements 
or revisions for indefinite period), $1.75 additional for foreign mailing. 
@ Item 308 RoB 1.6/2: 958/amdt.14 


RESEARCH AND DEVELOPMENT BUREAU, 
Federal Aviation Agency 


Report on feasibility tests of aircraft-mounted arresting hook [with list 
of references] ; prepared by All American Engineering Co., Wilmington, 
Del. July 1960. cover title, iv+[89] p. il. 4° ({Final report; con- 
tract FAA/BRD-37, amdt. 4 and 5, M-475.]) &Paper, $2.00 (PB 
161915). FAA 2.2: H 76 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 


Excerpts of remarks of David A. Hamil, administrator, Rural Electrifica- 
tion Administration, before annual meeting, Texas Sheep and Goat 
Raisers Association, San Angelo, Tex., Dec. 6, 1960. [1960.] 6 p. 4° 
[Processed.] 7 A68.14: H 18/16 


Excerpts of remarks of REA Administrator David A. Hamil at annual 
meeting of Nebraska Association of Soil and Water Conservation Dis- 
tricts, Fremont, Nebr., Oct. 3, 1960. [1960.] 7 p. 4° [Processed.] 

A 68.14: H 18/11 


Financial planning, excerpts of remarks of E. C. Weitzell, deputy assistant 
administrator for telephone program, Rural Electrification Adminis- 
tration, before Louisiana REA Borrowers Association, Shreveport, La., 
Dec. 1, 1960. [1961.] 9p. 4° [Processed.] f¢ A 68.14: W 48/12 


Financial planning, excerpts of remarks of EB. C. Weitzell, deputy assistant 
administrator for telephone program, Rural Electrification Administra- 
tion, before Texas Cooperative Telephone Association, San Antonio, 
Tex., Oct. 28, 1960. [1960.] 9 p. 4° [Processed.] + A 68.14: W 43/11 


[How to support rural electrification, address of David A. Hamil, REA 
administrator, before regional meetings of National Rural Electric 
Cooperative Association, Sept.Nov. 1960]. [1960.] [1]+8 p. 4° 
[Processed. Includes highlights of talk.] 7 A 68.14: H 18/15 


How to support rural electrification, address of David A. Hamil, REA 
administrator, before regional meetings of National Rural Electric 
Cooperative Association, Sept.—Nov. 1960. [1961.] [1]+6 p. [Proc- 
essed.] 7 A 68.14: H 18/18 
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GOVERNMENT PUBLICATIONS 


i 
6529 Keeping America nation of abundance, excerpts from remarks of David 
A. Hamil, REA Administrator, before annual meeting of Nebraska 
Rural Electric Association, Sidney, Nebr., Oct. 25,1960. [1960.] 6p. 4° 
[Processed.] 7 A 68.14: H 18/12 


6530 Modern telephone service, must for rural America, excerpts from remarks 
of Ralph J. Foreman, deupty administrator, Rural Electrification Admin- 
istration, before annual convention of Alabama-Mississippi Independent 
Telephone Association, Birmingham, Ala., Nov. 14, 1960. [1960.] 6p. 
4° [Processed.] Tf A 68.14: F 76/3 


6531 Put them on line, remarks by David A. Hamil, administrator, Rural 
Electrification Administration, before REA borrowers’ conference, at 
annual convention of United States Independent Telephone Association, 


Oct. 9, 1960, Chicago, Ill. [1960.] 10 p. 4° [Processed.] f 
A 68.14: H 18/14 


SECURITIES AND EXCHANGE COMMISSION 


6532 Securities exchange act of 1934, as amended to Jan. 16, 1961, Public [law] 
291, 73d Congress, H.R. 9323, act to provide for regulation of securities 
exchanges and of over-the-counter markets operating in interstate and 
foreign commerce and through mails, to prevent inequitable and unfair 
practices on such exchanges and markets, and for other purposes. 
[1961.] 29 p. 4° *Paper, 25c. @ Item 906 
L.C. card 61-60966 SE 1.5: Se 2/961 


SELECTIVE SERVICE SYSTEM 


6533 Annual report of director of selective service for fiscal year 1960, to Con- 
gress of United States pursuant to Universal military training and 
service act as amended. Jan. 3, 1961. ix+124 p. [20th anniversary 
issue for Selective training and service act of 1940.] * Paper, 40c. 
@ Item 1076 
L.C. card 52-60414 Y 3.Se 4: 1/960 


SHIP STRUCTURE COMMITTEE 


Serial no. SSC. [Processed.] + (Limited distribution) Secretary, Ship 
Structure Committee, Washington 25, D.C. 


6534 127. Influence of speed of deformation on strength pages in port ag feld 
stress-strain curve of mild steel [with list o Ba ed oR raftt 
and A. M. Sullivan. Washington, D.C., Dec. is! is (% il. ri 
(Second progress report of project SR-— 142 to *snipe Biewetans Committee 
under Bureau of Ships, Department of Navy, index no. NS-011-078.) 
[Transmitted through Committee on Ship Steel, Division of En peering 
and Industrial Research, National Academy of Sciences, National Researc 
Council under Department of Neve Bureau of Ships contract ey ar | 
BuShips index no. NS-731-—036.] Y 3.Sh 6 : SSC-127 


SHIPS BUREAU (Navy), Defense Dept. 


6535 Bureau of Ships design manual for glass reinforced plastics in naval 
applications, Government research report. [1961.] cover title, vii-+70 
p. il. 4° Paper, $8.00 (PB 17096). 
L.C. card 61-60933 D 211.6/2: P 69/2 
6536 Cable comparison guide, data pertaining to electric shipboard cable, 1960. 
[1960.] cover title, [142] p. oblong 32° (NAVSHIPS 250-660-23.) { 
@ Item 412-B 
L.C. card 61-60472 D 211.6/2: C 11/960 
6537 Inspector’s handbook for boats and small craft, steel hulls. Revised Oct. 
1960. [1961.] cover title, ii+[1]+66 p. il, narrow 8° (NAVSHIPS 
250-529-7.) +t @ Item 412-B D 211.6/2: B68 
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6538 


6539 


6540 


6543 


6544 


6548 


Apri 1961 


Method to determine thermal diffusivity of metal at high temperatures, 
Government research report [with list of references; by J. E. Dennis 
and others], [June 14, 1960.] cover title, 11+A3 p. 8 p. of pl. 4° 
({Naval Material Laboratory, New York Naval Shipyard, Brooklyn 1, 
N.Y., Lab project 5046-3, pt. 123, final report.]) [Processed.] & Paper, 
75e, (PB 17183). D 211.18: M 56 


SIGNAL CORPS (Army), Defense Dept. 


Paperlined magnesium dry eells and batteries, Government research report ; 
{prepared by P. F. Albert]. [1961.] cover title, [87] p. 4° [Proc- 
essed. Signal Corps contract DA 36—039-SC-—73241.] #Paper, $1.00 
(PB 171102). D 111.2: M 27 


SMALL BUSINESS ADMINISTRATION 


Management aids for small manufacturers. 
121. Exporting for profit [with list of references for further information] ; by 
Parker Van Zandt, Jan. 1961. 4 p. 4° [Issued with perforations. | 
SBA 1.10: 121 
Recommended system of account classifications for small business invest- 
ment companies; [prepared by Investment Administration Division]. 
Revised Jan. 1, 1961. [1961.] cover title. [138] p. 4° (Investment 

Division.) ¢ @ Item 901-P 

L.C. card 61-60802 SBA 1.19: Ae 2/961 


15th semiannual report, Small Business Administration for 6 months end- 
ing Dee. 31, 1960. [1961.] cover title, [2] leaves+174 p. il. 4° 7 
@ Item 901-A 
L.C. card 54—60374 SBA 1.1: 15 


Small marketers aids. 


62, Effective salesmanship in small service firms [with list of publications for 
further information]; by Einar Johnson. Feb. 1961. 4 p. A oan 


Starting and managing series. 


v. 3. Starting and managing service station [with list of publications oe further 
information]. 1961. wi+80 p. il. * Paper, 85e. @ Item 901-—L 
L.C. card 61-60783 SB. A1.15:3 


SMITHSONIAN INSTITUTION 


Smithsonian contributions to astrophysics. (Astrophysical Observatory.) 
@ Item 909-B SI 1.12/2: (nos.) 
v. 4, no. 3, Orbital elements of meteors [with list of references]; by Gerald 8. 

Hawkins and Richard B. Southworth. 1961. [2]+85-95 p. 4° 
* Paper, 15¢. 
v, 4, no. 4, Precitton om orbits of 413 photographic meteors [with list of references] ; 
b ¥ = G. Jaechia and Fred L. Whipple. 1961. [3)+-97—129 p. 4° 
raneh, 


L.C. card 6160895 
v. 5, no. 4. Observations of simulated meteors pam list of references] ; by Richard 


-McCrosky. 1961. [2]-+29-87 p. il. 4° * Paper, 15e. 
L.€. card 61-60745 


SOCIAL SECURITY ADMINISTRATION, Health, Education, and 
Welfare Dept. 


Aetuarial study. (Division of Actuary.) 
50. Analysis re A peveate, OASDI program, 1960 amendments; by John P. Jones 
Tat Hart. Dee. 1960. [1]+iv+56 p. il. 4° [Processed.] 
mite “distripution). 
Cc. card HEW 61-51 FS 3.19: 50 
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GOVERNMENT PUBLICATIONS 


SOIL CONSERVATION SERVICE, Agriculture Dept. 


6549 Farm pond safety, address by E. J. Peterson, chief, Safety and Training 
Branch, Soil Conservation Service, Department of Agriculture, before 
conference for National Cooperators in Aquatics, Yale University, New 


Haven, Conn., Nov. 17, 1960. [1961.] 6 p. 4° [Processed.] + 
A 57.25: P 44 


6550 [New patterns in resource use, talk by D. A. Williams, administrator, Soil 
Conservation Service, Department of Agriculture, at National Reclama- 
tion Association meeting, Bakersfield, Calif., Nov. 17, 1960]. [1960.] 


{1]+8 p. 4° [Processed. Includes highlights of address.] 7 
A 57.25: W 67/99 


Soil survey series 1952. @ Item 102 (Rev. 1957). 
6551 8. Fayette and Union Counties, Ind., [by S. D. Alfred, H. P. Ulrich and A. L, 
Zachary]. Sept. 1960. cover title, i+91 p. il. 75 p p. of pl. and maps, 4° 
{Prepared in cooperation with Purdue University Agricultural Experiment 
Station. Text and another map on p. 2 and 4 of cover. One map is 
colored.) * Paper, $3.25. m 
L.C. card Agr 61-120 A 57.38 : 952/8 
Soil survey series 1956. @ Item 102 (Rev. 1957). 


6552 16. sy Comnty Iowa [with list hd literature cited; prepared by W. M. Jur 
Slusher, and S. M. Smith]. Feb. 1961. cover title, (146i pi 


101 p. of pl. and maps, 4° firoerel in cooperation with Iowa Agricul: 
tural a Station. Text and another map on p. 2 and 4 of cover.] 


* Paper, $2.75. 
L.C. card Agr 61-145 A 57.38 : 956/16 


6553 What is happening to our land, talk by D. A. Williams, administrator, Soil 
Conservation Service, Department of Agriculture, at land zoning sym- 
posium of American Association for Advancement of Science, New York, 
N.Y., Dec. 27, 1960. [1961.]" 10 p. 4° [Processed.] 7 

A 57.25: W 67/100 


STATE DEPARTMENT 


6554 American foreign policy, current documents, 1957; [compiled by Peter V. 
Curl, Anna Vukovich, and Donald E. Webster]. [1961.] xlii+1713 p. 
({Publication 7101; Historical Office, Bureau of Public Affairs.]) 
{Annual collection continuing Decade of American foreign policy, basic 
documents, 1941-49, and American foreign policy, 1950-55, basic docu- 
ments.] * Cloth, $5.25. @ Item 875 
L.C. card 59-64042 S 1.71/2: 957 


Department and foreign service series. 
6555 98. Employment information. [Revised edition.) [1961.] [4]+87 p. iL 
{I erry a ]) * Paper, 20c. @ Item 863 
Cc. card SD 61-7 S 1.69 : 98 


Economic cooperation series. 

6556 60. United States and new crossroads in world economy; by Edwin M. Martin, 
Assistant Secretar, for Economic Affairs, [1961.] ° [2] +14 p. narrow 8° 

{ Publication 7143; Office of Public Services, Bureau of Public Affairs).) 

ddress made before American Historical Association and Mississippl 


Valley — Association, New York, N.Y., Dec. 29.] Paper, 10¢. 


Item 
Pca > 61-60949 S 1. 65: 60 
Far Eastern series. @ Item 870 S 1.88: (nos.) 


6557 98. Newly independent nations, Cambodia. [1961.] cover title, 4 p. narrow 8° 
gf ee 7040; Office of Public Services, Bureau of Public Affairs.]) 


‘aper, 
L.C. card $1-60220 
6558 102. NTE independent nations, Burma. [1961.] cover title, [7] Re narrow 8° 
Eo 7114; Office of Public Services, Bureau of Public Affairs.}) 


L. Cc. card 18160220 


6559 104. — of er n aid; by Arthur Z. Gardiner. [1961.] 72} p. 
narrow 8° ublication 7139; International Cooperation Adm wie 


tion, Ofice 4 Public Services, Bureau of Public Affairs].) [Text of 
address Pte — Saigon Rotary Club on Sept. 22, 1960.] Paper, 10¢. 


L.C. card 61-6092 
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656( 


6561 


6562 


6563 


6564 


6565 


6566 


6567 


6568 


6569 


6570 


6571 


6572 


Aprit 1961 


General foreign policy series. @ Item 875 $8 1.71: (nos.) 

ining 6560 160. Role of public in U.S. foreign relations; by H. Schuyler Foster. [1961.] 
[2]+2 ¥ narrow 8° ([{Publication 7113; Office of Public Services, 

efore Bureau of Public Affairs.]) [Address made ‘before ona Policy Asso- 
New ciation of New Orleans at New Orleans, La., Oct. 11, 1960. Reprinted 


from Department of State Bulletin, of Nov. 238, 1960.) ¢ Paper, 15c. 

L.C. card SD 61-6 

P44 6561 161. Inaugural address, President John F. Kennedy, delivered at the Capitol, 
Jan. 20, 1961. [1961.) [2]+6 p. 12° ([{Publication 7137; Office of 


, Soil Public Services, Bureau of Public Affairs.]) *(Available as S. Doc. 9, 5c. 
ama- ae Entry no. 4066.) 
960.] L.C. ecard SD 61-5 

‘ 6562 162. Foreign affairs, President Kennedy, gs from state of the Union message, 


Jan. 30, 1961. (1961.] [4]+ Po! 12° ({Publication 7140; Office of 
37/99 Public Services, Bureau of bubite Affairs.]) ¢ 
L.C. card SD 61-4 


Inter-American series. 
A. L. | 6563 62. Land problem in Americas; by Lester D. Mallory. [1961.] 11+16+[1] p. 


oh narrow 8° ([{Publication 7112; Office of Public Services, Bureau of 
{i Public Affairs.]) {Address made before Inter-American Congress of 
ap is Municipalities, San Diego, Calif., Oct. 16. Reprint from De —— of 
52/8 State bulletin Nov. 28,1960. Page ii incorrectly printed as p.17.] * Paper, 
10c. @ Item 877 

L.C. card 61-60780 S 1.26: 62 

me: International information and cultural series. 
6564 75. Educational & cultural exchange, 1959. [1960.] [4]+49 p. il, ({Publica- 


rieut tion 7066]; Bureau of Educational and Cultural Affairs.) * Paper, 25c. 
ver, ] L.C. card 48-45842 $ 1.67: 75 
56/16 Near and Middle Eastern series. 


Soil | 6565 62. Changing position of Afghanistan in Asia; by Henry A. Byroade, ambassador 
| to Afghanistan. [1961.]  [2]+22 p. narrow 8° ([Publication 7142; 


sym- Office of Public Services, Bureau of Public Affairs.]) [Based on address 
York, made by Ambassador ef roade at Princeton University, Princeton, N.J., 
on Dec. 15, 1960. Reprinted from Department of State bulletin, Jan. 23, 
7/100 1961.) * Paper, 15c. @ Item 883 
/ L.C. ecard 61-60909 S 1.86 : 62 
Treaties and other international acts series. * Paper, $10.00 a yr. 
er V. (approximately 150 issues), $6.00 additional for foreign mailing; single 
13 p. copies vary in price. @ Item 899 S$ 9.10: (nos.) 
rs.]) | 8566 4625. Establishment, convention, with protocol and joint declaration, between 
basic nited States and France, signed Paris Nov. 25, 1959; [entered into 
a force Dec. 21, 1960]. [1961.] [2]+29 p. [English and French.] 
Jocu- * Paper, 15c. 


L.C, care 61-60577 

+ 957 6567 4638. Defense, loan of additional vessels to Chile, agreement between United 
. States and Chile, effected by exchange of notes signed en eee 
Dec. 2 and 7, 1960; [entered into force Dec. 7, 1960]. [1961.] 

5p. [English and Spanish. ] * Paper, 5c. 


» il L.C. card 61—60732 
6568 4639. Surplus agricultural commodities, agreement between United States and 
9 : 98 Brazil, amending agreement of Dec. 31, 1956, as corrected and amended, 


effected by ag ig of notes, aigned Washington, Dec. 9, 1960; [entered 
into force Dec. 9, 1960]. [1961.] [2]+4p. [English and Portuguese. J 


artin, * Paper, 5e. 
ow 8° L.C. card 61-60733 
irs].) | 6569 4641. — agricultural commodities, agreement between United States and 
ssippl ruguay, supplementing agreement of Feb. 20, 1959, as supplemented, 
, 10¢, signed Montevideo Oct. 14, 1960; [entered into force Oct. 14, 1960]. 
11961.] [2 en FS {English and Spanish.] * Paper, 5¢ 

5 : 60 L.C. card 61-60 

6570 4642. Cultural re , between United States ane Rumania, effected 
nos.) by exchange of notes, signed Washington, Dec. 9, 1960; [entered into 
ow 8° force Dec. 9, 1960]. [1961.] [2]+9p. * Paper, 1 10¢. 
irs.]) L.C. card 61-60822 


6571 4643. World Health Organization, amendments to art. 24 and 25 of constitution 
of World Health Organization, adopted by 12th World Health Assembly 


ow 8° at its llth peamary meeting, Geneva, May 28, 1959; [entered into force 
irs.)) Oct. 25, 1960]. [1961.] [2]+6 p. (English, French, Chinese, and 
Russian.] * Paper, 5e. 
L.C. card 61-—60735 
14 p. | 6572 4644. Surplus agricultural commodities, agreement between United States and 
istra- Brazil, amending agreement of Dec. 31, 1956, as corrected and amended, 
xt of effected by exchange of notes signed Washington, Dec. 29, 1960; [entered 
, 100. into force Dec. 29, 1960]. [1961.] [2]+4 p. [English and Portu- 


guese.] * Paper, 5c, 
L.C. card 61-60921 
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Treaties and other international acts series—Continued 


6573 


6574 


6575 


6576 


6577 


6578 


6579 


6580 


6581 


6582 


6583 


6584 


4645. Air transport services, agreement between United States and New Zealand, 
supplementing agreement of Dec. 3, 1946, effected by exchange of notes 
signed ie ree my Dec. 30, 1960; [entered into force Dec. 30, 1960]. 
{1961.] [2]+8p. * Paper, 5c. 
L.C. card 61-60734 

4649. General agreement on tariffs and trade, declaration on relations between 
contracting parties to agreement of Oct. 30, 1947, and Polish People’s 
Republic, done at Tokyo Nov. 9, 1959; [entered into force Nov. 16, 
1960}. [1961.] [2]+9p. [English and Polish.}] * Paper, 10c. 
L.C. card 61-60823 

4651. Emergency relief assistance, agreement between United States and Chile, 
effected by exchange of notes, signed Santiago Oct. 28, 1960: [entere 
into force Oct. 28, 1960]. [1961.] [2]+4p. [English and Spanish.] 
* Paper, 5c. 
L.C. card 61-60736 

4652. Surplus agricultural commodities, agreement between United States and 
Peru, —'*t agreement of Feb. 12, 1960, effected by exchange of 
notes, signed Lima Oct. 25 and Nov. 24, 1960; [entered into force 
Nov. 24, 1960]. [1961.] [2]+83 p. [English and Spanish.] * Paper, 


c. 
L.C. card 61-60737 

4653. Defense, loan of additional vessels to Argentina, agreement between United 
States and Argentina, effected by exchange of notes signed, Washington, 
Dec. 27 and 29, 1960; [entered into force Dec. 29, 1960]. [1961.] 
2)+8 p. [Rogiah and Spanish.] * Paper, 5c. 
.C. card 61-60824 

4654. Defense operations in Libya, ey as between United States and 
Libya relating to agreement of Sept. 9, 1954, signed Tripoli June 30, 
1960; [entered into force June 30, 1960]. [1961.] [2]+4p. [English 
and Arabic.] * Paper, 5c. 
L.C. card 61-60920 

4655. Grant for nuclear research and training equipment and materials, agree- 
ment between United States and Israel, effected by exchange of notes 
signed Tel Aviv Oct. 19, 1960, and Jerusalem Dec. 19, 1960; [entered 
into force Dec. 19, 1960]. [1961.] [2]+4p. * Paper, 5c. 
L.C. card 61-60825 

4656. Surplus agricultural commodities, agreement between United States and 
Republic of Korea, signed Seoul Dec. 28, 1960; [entered into force 
pag 28, 1960], with exchange of notes. (1961.] 21+7 p. * Paper, 


c. 
L.C. card 61-60826 

4657. Defense, United States-Danish Committee on Greenland Projects, agree- 
ment between United States and Denmark, effected by exchange of notes, 
sigued Washington Dec. 2, 1960; [entered into force Dec. 2, 1960]. 
{1961.] [2] p. * Paper, 5c. 
L.C. card 61-60827 

4658. Mutual defense assistance, extension of loan of vessels to Republic of 
Korea, agreement between United States and Republic of Korea, effected 
by exchange and notes, signed Seoul Oct. 28 and Nov. 4, 1960; [entered 
into force Nov. 4, 1960]. [1961.] [2]+8p. * Paper, 5c. 
L.C. card 61—60838 

4659. Passport visas, agreement between United States and Kuwait, effected by 
exchange of notes dated Kuwait Dec. 11-27, 1960 [entered into force 
Dec, 27, 1960]. [{1961.] 5p. * Paper, 5e. 
L.C. card 61—60857 

4660. Military mission to Liberia, agreement between United States and Liberia, 
amending agreement of Jan. 11, 1951, as extended, effected by exchange 
of notes, Monrovia, Mar. 27 and 81, 1959; [entered into force Mar. 31, 
1959]. [1961.] [2]+4p. * Paper, 5c. 
L.C. card 61-60858 


6585 ‘Treaties in force, list of treaties and other international agreements of 


United States in force on Jan. 1, 1961; compiled by Treaty Affairs Staff, 
Office of Legal Adviser, Department of State. [1961.] viii+296 p. 4’ 
({Publication 7132.]) * Paper, $1.50. @ Item 900-A 

L.C. card £6-61604 S 9.14: 961 


SUPPLIES AND ACCOUNTS BUREAU (Navy), Defense Dept. 


6586 Joint travel regulations, Change 103; Apr. 1, 1961. [1961.] [53] p. 4° 
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6592 


6593 


6594 


6595, 


6596 


Apri 1961 


TARIFF COMMISSION 


Reapplication of trade-agreement reductions in import-duty rates to im- 
ports from Poland. Washington, Feb. 1961. cover title, 17 leaves, 4° 
({TC24451.]) [Processed.] 7{ 

L.C. card 61-60680 TC 1.2: Im 7/24 


Special and administrative provisions (titles 3 and 4) of Tariff act of 
1930, as amended, as in effect on Dec. 1, 1960. 1961. iv+145 p. 4° 
(Miscellaneous series.) [Issued in loose-leaf form.] * Paper, $2.25 
(including supplemental pages for at least 1 year) ; 50c. additional for 
foreign mailing. @ Item 980 
L.C. card 61-60931 TC 1.10/2 : 960 


Ultramarine blue, report on escape-clause investigation no. 7-93, under 
provisions of sec. 7 of Trade agreements extension act of 1951, as 
amended. Washington, Mar. 1961. cover title, [2]+21+-[21] leaves, 4° 
({TC 29189.]) [Processed.] + 
L.C. card 61-60865 TC1.2:U18 


TAX COURT 


Reports of Tax Court, v. 33, Oct. 1, 1959-Mar. 31, 1960; Ella C. Thomas, 
reporter. 1961. vii+1144p. * Cloth, $3.75. @ Item 742 
L.C. card 45-31105 Ju 11.7: 33 


TENNESSEE VALLEY AUTHORITY 


Evaporation in Tennessee River basin, supplement to Precipitation in 
Tennessee River basin, Jan. 1961. [1961.] [4]+53 p. il. 4° (Report 
no. 0—-243-310-A ; Division of Water Control Planning, Hydraulic Data 
Branch.) [Processed.] 

L.C. card 38-32755 Y¥ 3.T 25 : 14/961—1/supp. 


Farm forestry planning through linear programming [with list of litera- 
ture cited ; by] Arthur J. Coutu [and] Birger W. Ellertsen. [Dec. 1960. | 
[4]+81 p. 4° (Report 236-60; Division of Forestry Relations.) [Proc- 
essed.] + Y 3.T 25: 27/F 22 


Forestry bulletin. (Division of Forestry Relations.) [Processed.] + 


93. Forest inventory statistics for Grainger County, Tenn. Jan. 1961. pare. title, 
[2] +16 p. il. 4° T3732 8/93 


Operations guide for TVA forest nurseries; by William G. Grieve and 
James H. Barton. 1960. iv+52 p. il. [Processed. Text and By] 
illustrations on p. 1-4 of cover.] f Y 3.T 25: 27 N 93/4 


Technical note. (Division of Forestry Relations.) [Processed.] } 


34. Effect of improved thornless honey-locust shade trees on pasture develop- 
ment; [by Thomas G. Zarger and J. A. Lutz, jr.J. Jan. 1961. cover 
title, [1] +6 leaves, 6 tab 4° Y 3.T 25 : 24/34 


TRANSPORTATION AND PUBLIC UTILITIES SERVICE, 
General Services Administration 


Mo gi ~The Transportation and Public Utilities Service was established July 1, 
1955, by the Administrator of General Services under authority delegated by the 
Federal property and administrative services act of 1949, as amended. 


Report on freight traffic management in civilian agencies. Mar. 1960, 
x+67p. * Paper,30c. © (Special offer). 
L.C. card 60-62457 GS 8.2: F 88 
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GovERNMENT PUBLICATIONS 


TRANSPORTATION CORPS (Army), Defense Dept. 


Transportation geography research, preliminary report of fundamental 
research relating to areal distributional aspects of transportation re 
sources, oriented toward development of transportation forecast meth- 
odology [with selected bibliography]; by Transportation Center at 
Northwestern University, Evanston, Ill. July 1, 1960. xiv-+ [156] p. 
il. 4° (Contract DA 44-177-TC-574, project 9R99-01-004/HT17.13; 
Army Transportation Research Command, Fort Eustis, Va., Trans 
Center Control no. 174, USATRECOM control no. 2260.) [Processed.] 
@ (Price upon application). 


L.C. card 59-60937 D 117.2: G 29 
TREC technical report. (U.S. Army Transportation Research Command, 
Fort Eustis, Va.) [Processed.] D 117.8/2 :(nos.) 


61-2. Steerable 5th wheel; [prepared oF John E. Thomas, Ralph L. Schuller], 
Jan. 1961. cover title, oie Vie p. il. 4° (Final report, project 
9R98—05-007, house task 5.2 ’ (Price +. application). 

61-3. Analysis of results from ae. Bh Bee VTOL research aircraft [with 
bibliography ; prepared by George I. Schuck]. Jan. 1961. cover title, 
[4]-+v+30 p. il. 4° (Interim report, project 9R38-01-015) ¢ (Price 
upon meniication) n 


TREASURY DEPARTMENT 


Annual report of Secretary of Treasury on state of finances, fiscal year 
June 30, 1960. [1961.] xvit+755 p. il. ([Treas. Dept. doc. 3218.]) 
[Also issued as H. doc. 3, 87th Cong., 1st sess.] * Paper, $2.25. @ Item 


923 
L.C. card 8-9648 T 1.1: 960 


Gold regulations as amended td Jan. 16, 1961. 1961. 17 p. * Paper, 10c 
T 1.10: G56/3/961 


United Nations in time of transition, remarks of Douglas Dillon, Secre- 
tary of Treasury, at annual dinner of United Nations Association of 
Maryland, Baltimore, Md., Mar. 22, 1961. [1961.] 5 p. 4° [Proce 
essed.] f T 1.31: D58 


URBAN RENEWAL ADMINISTRATION, Housing and 
Home Finance Agency 


Career opportunities for community planners, $4,510 to $12,210 a year 
(grades GS-5 to GS-14). [1961.] [2] p. oblong 12°, folded into ob- 
long 48° size. { @ Item 584-C HH 7.2: C78 


Technical guide. (Urban Renewal Service.) @ Item 584-D 


fs “—.e property surveys in conservation areas. [Mar. 1961.] [2]+26 
. il. 4° * Paper, 20c. HH 7.6/2:7 


VETERANS ADMINISTRATION 


Annual report, administrator of veterans affairs [fiscal year] 1960. 1961. 
iii+342 p. il. [Also issued as H. doc. 8, 87th Cong., 1st sess.] * Paper, 
$1.25. © Item 983 
L.C. card 31-28720 VA 1.1: 960 


Information bulletin IB (series). 
22-23. Vocational rehabilitation & education artery antgemation bulletin, nos. 
3 4; July—Oct. 1960. [1961.] cover title, 32 p. il. 4° (Depart- 
ment of Veterans Benefits.) ¢ @ Item 986-A "VAD. 22 : 22-88 
VA pamphlets. © Item 988 VA 1.19: (nos.) 


5-33. Common sense about supervising people, key points in personnel relations. 
Jan. 1961. 23 . il. oblong 24° (Office of Assistant Administrator for 
Personnel.) aper, 15¢. 
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22-3. bese | oi ene education. Revised Jan. 1961. [1961.] [6] p. il. narrow 
jo 


IS-3. Your community relations, basic guidebook for field station management. 
[1961.2 over title, 15 p. il. 4° + 


VOCATIONAL REHABILITATION OFFICE, Health, Education, and 
Welfare Dept. 


Office of Vocational Rehabilitation [annual report, fiscal year 1959]. 
[1960.] p. 217-241, il. [Reprint from annual report of Department of 
Health, Education, and Welfare, 1959.] 7 
L.C. card 45-35662 FS 13.201 : 959 


WEATHER BUREAU, Commerce Dept. 


Coastal warning facilities chart: Eastport, Me. to Montauk Point, N.Y., 
1961. Scale 50 mi.=2.3 in. [1961.] 18 x 1l in. [Weather broadcast 
Schedules on reverse.] * Paper, 10c. C 30.22/3 : Ea 7/961 


Daily river stages, v. 54, 1958. 1960 [published 1961]. iii+174 p. 4° 
* Paper, $1.25. @ Item 274 
L.C. card Agr 6-372 C 30.24: 54 

Sheet of National atlas of United States: Mean sky cover, sunrise to sun- 
set, monthly and annual; prepared by Office of Climatology. Scale 
1: 80,000,000; scale 3.2 in.=1500 mi. Edition of 1961. [1961.] 13 x 
20 in. [Smooth isolines based on hourly observations from sunrise to 
sunset at 236 stations with 20 years or more of record through 1959. 
Albers equal area projection, standard parallels 2914° and 4514°. Con- 
tinued on verso.] * Paper, 10c. C 30.22/4: Sk 9 


WHITE HOUSE CONFERENCE ON AGING 


Notr.—Public law 908 of the 85th Congress, 2d session, approved Sept. 2, 1958, 
provides that a White House Conference on Aging shall be called by the President 
of the United States in January 1961 ip order to develop recommendations for 
further research and action in the field of aging. The law assigns responsibility 
for the planning and conduct of the conference to the Secretary of Health, Educa- 
tion, and Welfare with the cooperation of other Federal departments and agencies, 


Background paper on rehabilitation of disabled middle-aged and older 
people; prepared [by subcommittee of National Advising Committee] 
under direction of Planning Committee on Rehabilitation. Apr. 1960. 
cover title, [7]+59 p.4° f 
L.C. card 60-61447 Y 3.W 58/4: 2/R 26 


WOMEN’S BUREAU, Labor Dept. 


Careers for women in biological sciences; by Mary C. Murphy. [1961.] 
4 p. il. 4° [Processed. Reprint from Occupational outlook quarterly, 
v. 4, no. 3, Sept. 1960.] + L 2.70/4a: C 18/4/960 

Family and property law: New Mexico; Jan. 1961. [1961.] 4 p. 4° 
([WB61-239.]) [Processed.] 7 L 18.17: N 42 m/961 

Ohio; Jan. 1961. [1961.] 3 leaves, 4° ([WB61-238.]) [Proc- 

essed.] + L 13.17: Oh 3/961 


Leaflet. @ Item 783 
33. Suggestions to women and girls on training for future employment. 1960. 
11 p. il. narrow 8° * Paper, ce. L 13.11: 33 
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YARDS AND DOCKS BUREAU (Navy), Defense Dept. 


Engineered performance standards: Machine shop machine repair hand- 
book, public works maintenance. [Revised] June 1960. [1960.] cover 
title, [4]+ii+326 p. 4° (NAVDOCKS P-707.) [Issued in loose-leaf 
form. Supersedes Aug. 1957 handbook.] ~ @ Item 418-A 
L.C. card 61-60903 D 209.14: M18 


—— Roads, grounds, pest control handbook, public works maintenance. 
Revised Sept. 1960. [1960.] cover title, [4]+ii+238 p. 4° (NAV- 
DOCKS P-712.) [Issued in loose-leaf form. Supersedes June 1959 
handbook and, also Change 1.] ¢~ @ Item 418-A 
L.C. card 61-60322 D 209.14: R 53 


—— Sheetmetal structural iron & welding formulas, public works mainte- 
nance. Revised Apr. 1960. [1960.] cover title, [4]+ii+393 p. 4° 
(NAVDOCKS P-713.1.) [Issued in loose-leaf form. Supersedes Jan. 
1958 Sheetmetal, structural iron and welding basic supporting data.] 
t © Item 418-A 
L.C. card 61-60905 D 209.14 : Sh 3/2 

U.S. Naval Civil Engineering Laboratory, Port Hueneme, Calif. ; Technical 
report. [Processed.] 

087. Fire-retardant coatings, Y-R007-08—408, type C [with list of references] ; 
by R. L. Alumbaugh. Oct. 20, 1960. [4]-+22 p. il. 4° Paper, 75c. 
(PB 171182). D 209.12/2 : 087 

Work improvement for maintenance of public works and public utilities. 
Oct. 1960. 2v. (NAVDOCKS P-324.) + © Item 418-A 
L.C. card 61-60440 D 209.14: M 28/v.1, 2 
v.1. Introduction and lesson plans. cover title, [216] p. il. 4° (BUDOCKS 

P11014.27.) 


v.2. Procedures and use. cover title, [186] p. il. 4° (BUDOCKS P11014.28.) 
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Agrarian reform, see Land reform. 
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Eat OS: pl aie AEs 576 
Republic of Korea__-----_----~ 6580 
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Agricultural Research Service : 
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oo , Sees eee 5270 
Agricultural supplies, Federal supply 
DONG ei ce Bde tike emesnene 40 
Agricultural workers, see Farm labor. 
Agriculture : 
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RENNES cinco ead mish einibe 5729 
minority reports 5670 
reports 5670, 5097 
NE  ccccsevmite eavenesnecncren fo 5670 
agriculture handbooks. ~~~ “5249-50 
census, 1959, farms, livestock, ete. 5492 
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problems, responsibilities of citi- 
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research, brief review of experiment 
station participation (talk) ~— 5240 

scientific and technological ad- 
vancements, etc. (address)__. 5280 
situation and programs (address). 5282 


CRUSOE, 4000.5 oon 5248 
see also Farmers’ cooperative or- 
ganizations—also headings be- 
ginning Agricultural—Farm. 
Agriculture and Forestry Committee, 

















enate : 
WORT es Fee 5842-45 
Ce 5830 
wees 2... 2---— 5830 
Agriculture Committee, House: 
a bh 5 a a SS i 5729-30 
ee = studies, matters 
withi jurisdiction— 
mS: “report es sciva cis een 5650 
expenses, report BREE SEN 5672 
minority reports -....._-__..-__- 5670 
TONGIC oo nce ees 5670, 5688, ere’ 5716 
i}, 0, 5716 
Agriculture Department : 
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review of orders, law, text..c__- 5983 
technical bulletins____..-_-_____ 5283-84 
Under Secretary, nomination of 
Charles S. Murphy, hearing-._. 5843 
Ald 00 Wieebiees wack cee ankcdun 6491 
Ailerons, outboard, transonie charac- 
teristics on 4-percent-thick 30° 
sweptback wing, including ef- 
fects of trailing-edge thickness 
and aerodynamic balance. 6354 
Ailes, Stephen, nomination, hearing. 5848 
Air, heat conduction, experimental 
and theoretical study... -- 6389 
Air almanacs, see Almanacs. 
Air carriers: 
adequacy of service, address_____~_ 5507 


common ownership by regulated 
earriers, hearings_....-..- _ 5875 
irregular and off-route rules, civil 
air regulations amendments. 5970-71 
nonstop flight distances, use in 
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and operation rules. 
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sumption, trade._...--.---.. 5414 
airman classification instruments, 
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cost of excess proficiency flying, 
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AD: TOVIEW oti ce conece naman 6162 
sntercoutinental ballistic missile 

base construction program, 

BRRTINED wancnanrenemoanduame 5781 
intercoptivental ballistic missile 


Air Force—Continued 
personnel, incidence of loss of con- 
ciousness among 1,980 mem- 
Rete) BOPVOl ncn cn muwadae 
register— 
departmental edition_____ peas 





document edition-____________ 
specialties— 

education requirements, ap- 

ae es re 


a = evaluation, familiarity ef- 
Eos debe cntiecpioninen 
methods of 
GrUCUOn. 8 eS 
Air Force Academy, Colorado, cadets, 
predicting achievement______ 
Air Force Cambridge Research Cen- 
ter, technical reports_____ 
Air Force Cambridge Research Lab- 
oratories: 

Electronics Research Laboratories, 
technical note.........._... 
Geophysics Research Directorate— 
geophysical research papers____ 
GRD technical note__----_____ 
technical report..._..._......... 
Air Force Command and Control De- 
velopment Division, electronic 
scientists, ete., examination 
announcement, amdt_________ 

Air Force Department: 


AFCRL technical report-______-_ 
Air Force pamphlet__---~---.-__ 
ballistic missile program, survey__ 
coordinate data transmitting sets, 
prices negotiated with Bur- 
— Corporation, GAO re- 
Electronics Research Directorate, 
NOCREINNE: TOU son seins 
Geophysics Research Directorate— 
geophysical research papers ____ 

GRD technical note__-------~- 

on-the-job training program___-_- 
pricing examinations— 

MB-3 rocket engine propulsion 
systems under contract with 
North American Aviation, Inc., 
Dd gg, RA Ee A Se aap ee 

spare parts for J-69 turbojet en- 
gines, under contract with 
Continental Aviation & Engi- 
EEE Ce aiccmunmusonne 

TPANMIATION. SETICR. nec ccewne, 


WADD technical notes_____---- 
Air Force installations, see Installa- 
tions (military). 
Air inlets (aircraft) : 
external-internal compression inlet 
with abrupt internal turning 
at Mach nos. 3.0 to 2.0, per- 
pO EEE SES 
flow distortion effect on compressor 
stall and acceleration charac- 
teristics of turbojet engine___ 
supersonic, efficient operation over 
angle-of-attack using pivoting- 
cowl-and-s —_ technique_____ 
temperature effect on rotating stall 
and blade vibrations in multi- 
stage axial-flow compressor___— 
translating-double-cone axisym- 
metric, with cowl bypass at 
Mach numbers 2.0 to 3.5, per- 
ROTIUNOS neue wusemaseenee 
Air policeman (sentry dog handler 
IO on shin mccain ene 
Air pollution, current research, 
methods and findings, confer- 
ence report of 3d Air Pollution 
Research Seminar ___ --~~--.- 
Air raid shelters, instrumentation of 
French underground shelters_ 





construction program, report. 5692 
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Air safety, see Safety of life. 
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Air seasoning, see Lumber. 
Air service, see Aeronautics—Air car- 
riers. 
Air speed: 
low, characteristics of sideslipping, 
rolling, yawing, and pitehing 
of 45° swept-wing fighter type 
airplane, wind-tunnel investi- 
gation 
subsonic, wing height effects on ver- 
tical-tail pressure distributions 
of complete model in sideslip_ 
transonic— 
flutter characteristics of swept 


wings __ 
hinge moment data for oseillat- 
ing control surfaces on swept, 
etc., wings 
Air terminals, see Terminals (trans- 
portation). 
Air traffic: 
activity, FAA airways system, sum- 
mary, 1960 
aircraft instrument approaches, 
eaters, facilities, airports, 

















60 __ 

rules, civil air regulations amend- 
ments 

Air transportation, see Air carriers. 

Air University, School of Aviation 
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6334 


6343 


6332 


6333 


5975 


5963 


5972-74 


Medicine, publiecations.__. 5291-5301 


Aircraft : 
aircraft and parts industry, work 
stoppages, 1927-59_____----_ 
altitude-measuring methods for 
vertical separation on airways, 
BOY a carrer titans d0in oes 
body in 2-dimensional flow field of 
circular-arc wing, aerodynamic 
characteristics_..---__-__--_ 
configurations, wing warp, effects 
on lift, drag, and static longi- 
tudinal stability of model hav- 
ing arrow wing aspect ratio 
1.86 at Mach numbers from 
1.1 to 1.7 ; 
controls— 
jet reaction, for use at high alti- 
tude, simulator studies_..__. 
longitudinal, swept-wing  air- 
plane configuration with can- 
ard control surfaces_____-___ 
oscillating surfaces at tran- 
sonic speeds, hinge-moment 





ata 
high floor, cargo-handling system, 
design study 
noise abatement planning.___--__ 
structural sandwich, ete., compo- 
nents, publications, list______ 
tilt-wing VTOL _ configurations, 
structural-loads surveys___-_~ 
see also Airplanes—Spacecraft— 
also names of aircraft parts, 
e.g. Engines (aircraft). 
Aircraft accidents: 
investigation reports...-_..----- 
ocean search and rescue procedure. 
Aircraft arresting equipment, see 
Arresting gear. 
Aircraft automatic pilots, 
tor, supersonic, analog com- 
puter study of filtering, com- 
mand-computer and automatic- 
pilot problems of attack phase. 
Aircraft instruments, see Aeronauti- 
cal instruments. 
Airfields, see Aviation fields. 
Airframes, protection, insulated struc- 
tures, radiant-heating experi- 


intercep- 


ments 
Airglow, review of Soviet literature__ 
Airlines, see Air carriers. 


Airmen, classification instruments, 


suggested composition._..... 
see also Air Force. 
Airplane tires, see Tires. 
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6243 


6398 |. 


6346 


6347 
6325 
6358 
6333 


5312 
5958 


6115 
6397 


5509 
5540 


6349 


6344 
5427 





Airplanes : 
aerodynamic heating ef aircraft 
components 
airworthiness, transport categories, 
civil aeronautics manual, 


supp 
bombers, vertical-take-off-and-land- 
ing jet configurations, wind- 
tunnel investigation__.--_.__ 
components in combination fuse- 
age indentation, effect on 
—oe drag tested in free- 











configuration having cambered ar- 
row wing with 75° swept lead- 
ing edge, aerodynamic charac- 
ee at Mach nos. 2.36 and 


Douglas D—-558-II research, effects 
of jet exhaust and Reynolds 
number upon flow over vertica) 
stabilizer and rudder__.-.__- 

external stores, loads on at tran- 
sonic and supersonic 8 as 

interceptor, automaticall con- 
trolled supersonic, analog com- 
puter study of filtering, com- 
mand-computer and automatic- 
pilot problems___-_-------~_ 
lateral response to random atmos- 
pheric turbulence._...----- 
small, certification, delegation op- 
tion procedures, regulations of 
FAA administrator__-.-----~- 
swept-wing, 35°, static lateral and 
directional stability and effec- 
tive sidewash eharacteristics 
of model at Mach sumber of 





tail-wing-fuselage combinations— 
wing height effects on vertical- 
tail pressure distributions of 
complete model in sideslip at 
high subsonic speeds._____.-- 
wing sweep, horizontal-tail con- 
figuration, ventral fin on static 
stability eharaeteristics of 
model with wing aspect ratio 
3 at Mach nos. 2.29 to 4.65._ 


transport, transenie configuration 
utilizing drag-reducing de- 
— wind-tunnel investiga- 
on 





turbine-powered, use of oxygen 
masks by flight crewmembers, 
requirements, civil air regula- 


Entry 


6335 


6340 


6352 


6359 


6327 
6331 


6349 


6410 


5980 


6338 


6343 


6355 


6371 


tions amendment___. 5968-69, 5071 


V/BSTOL, tilting ducted fan config- 
uration, aerodynamics__._-_- 
VTOL, Army-sponsored research, 
analysis of results__--------~ 
wind-fusélage combinations— 
body contouring effects on aero- 
dynamie chatacteristics____-- 
sideslip angle effects on aero- 
dynamic characteristics_____ os 
store locatjon and body contour- 
ing effects on aerodynamic 
ed pt aginst eee ie. 
sweptback, pressure drag, sine- 
cosine method for auciig 
interference —.-. ~~... __ 
triangular Wing, éffects af iead- 
ing-edze slat and he Hn 
edgé split flap on aerodynamic 
characteristics ..- ~~ 
with 2-wing configurations, flight- 
determined transonie lift and 
drag characterist}es______-__ 
X~-15 research— 


launch chareateristion deter- 
termined in flight...----._-- 
static and dynamic-rotary sta- 


bility derivatives at subsonic 
speeds -—-—- ote sone 
see also Fighter planes. 
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6403 
6599 


6326 
6377 


6248 


6345 


6307 


6323 


6393 


6312 








a 





59 


27 
31 


49 
10 


80 


38 


71 
103 
599 


248 


345, 


307 


393 


312 





Airports : 
aircraft instrument approaches, 
ere facilities, airports, 





airfield soil strengths, stress-strain 
curves developed from labora- 
tory tests 

national plan preparation, use of 
nonstop flight distances____-_ 

planning data sheet_ 

planning guide___.____-._-___--_ 

planning regional sites, problems of 











ge © financing, etc. (ad- 
planning series, aircraft noise 
SRREOMORE cncitccctinecenucas 


terminal buildings, design guide_. 
urban area studies, preparation, 
outline 
Airways: 
altitude-measuring methods for ver- 
boned aoc on airways, 





eontralied " iemaaa. definition, civil 
air regulations amendment___ 
a traffic activity, summary, 





Airworthiness, see Airplane: 
Alabama, municipal water facilities 
inventory 
Alaska ; 
aviation, general 
Cape Spencer to Arctic Ocean, coast 
pilot supplement__-_--__-__. 
carriers, through routes and joint 
routes, hearings.__..-------~- 
motor carriers and "relight forward- 
ee rights, etc., 








geutheast, coast pilot eee 
transportation y water, make 
interstate commerce act appli- 
cable, hearings 
transportation legislation, 


hear- 





ngs 
SS on Canadian vessels, 
Alaska Railroad : : 
economic regulation under inter- 
state commerce act, hearings. 
incorporate, hearings._._...------ 
Albacore, see Tuna fish. 
Albany Metallurgy Research Center, 
progress report........-..-- 
Albany, N.Y., census of business, 
1958, standard metropolitan 
area, central business district 
SIATIITIOE caiisidnneadanadenen 
Alcohol, industries, 1960, statistics__ 
Allens, documentary requirements._. 
Alloys, nonferrous, smelting and re- 
fining, census of manufactures, 
1958, industry report... - 
see also names of metals, ete. 
Almanacs, air, 1961_.-.-._-~~----- 
Alpha particles, 40-Mev, radiation ef- 
fect on sodium chloride, deter- 
mination by thermolumines- 
cence measurements.._..--.-. 
Altitude: 
measuring methods for vertical 
separation of aircraft on air- 
ways, survey.__......-....- 
training for flight crewmembers, 
civil air regulations amend- 
WO .nncniccudccswnnns 
Aluminum : 
alloys, shape casting, handbook for 
foundry worker... --.----_ 
deposited on films for passive relay 
communications, microwave re- 
flectivity 
method for determination in zinc- 
DAS AUC Bcddtinn nen sksissnne 
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Entry 


6398 
5973 
5975 


6504 
5977 
5539 
5873 
5873 
S32 


5873 
5873 
5822 


5873 
5873 


6387 


6398 


5968-69, 5971 


5308 


6379 
6292 











Entry 
Aluminum—Continued 
sce also naines of articles manufac- 
tured from aluminum. 
American republics : 
~—  pnampnaiene Sept. 1960, re- 
kip ---- 5859 
tated kaarions ee 6563 
American Samoa, constitution, text-. 5748 
Americas, see Latin America. 
AMG, see Acreage-marketing guides. 
Amino acids, automatic analyzers 
shut-off device, description__._ 5224 
oo sre ee 5176-85 
Analyzers, amino acid automatic 
shut-off device, description_. 5224 
Anemometers, hot-wire, heat loss 
characteristics in subsonic con- 
tinuum and slip flow________ 6401 
Animals, husbandry, radioisotopes 
uses, bibliography______--___ 5385 
Annuities, Armed Forces, tables of 
percentage reduction of re- 
i) | aes 5322 
Antelopes, Hart Mountain National 
Refuge, general information_. 6060 
Antibiotics, administered prices, in- 
vestigation, hearings.......... 5882 
——- a see Trusts (indus- 
al) 
Apple juice superconcentrated, mar- 
ket potential (address) --~~~- 5196 
Apprentices, building and construction 
trades, broaden training pro- 
gram of future craftsmen 
(summary of address)_----_- 6238 
Appropriations: 
supplemental, 1960, proposals_____ 5592 


ag 2 a 1961— 

2” SESS PS eRe oe eae 
proposal 
report 

see also subjects, or names of de- 
partments, etc., for which ap- 
propriations are made. 

Appropriations Committee, House: 

hearings 
reports 

Aptitude tests: 

Air Force Academy cadets, pre- 
dicting achievement_______-__ 
airmen, classification instruments, 
suggested composition_______ 
Aquifers: 
artesian, wells penetrating, South 
Dakota, progress report._---_ 
basalt, artificial recharge of ground 
water through well tapping, 
Walla Walla area, Washington_ 
Archeogastropoda, see Gastropods. 
Architecture : 
copy cc in architectural works_~ 
—_ es Dam and powerplant, de- 
- and sss ocucinanian techni- 
eal record 

Assistance Advisory Board, 

SCOR U DORT IONE. 5 cemiienianone 

redevelopment act, 

employed. 

Area Redevelopment Administration : 

create— 
hearings — 
report .... 
Le, MRA ee ee 
Area Redevelopment Administrator, 
appointment by the President, 
pO” a Se nae: 

Area Rodeveleptnent Advisory Board: 

create— 





Area 


Area 






5731-34 
5692-93 


6188 


5884 





[eS ER a an 5739, 5849 
eS shapusesesineiimepeanaiil 5832 
ee) OE EE SS Toe 2 5832 
Argentina: 

loan of vessels, agreement. _ -_~ 6577 
study mission report-_...--.---. 5708 

Arithmetic, radiative equilibrium 

algorithm for semi-infinite 
QUROSDDEION nndnnuesancssas 53804 
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Entry 


Arizona, ponderosa pine, effects of 
burning on fuels and timber 


stands, survey___.-.------_. 6146 
Arkansas: 
census of population, 1960, num- 
ber of inhabitants.__.-...--. 5495 
forests 6149 





Armed Forces: 
appropriations, 1962, hearings_- 5732 
otticer, guide to philosophy, ideals, 
and principles of leadership-__ 5321 
Pacific area, World War II, inter- 
service relations.___._.-_----__ 5285 
ag personal property, how to 5016 





unified astioas: principles, doctrines, 
ete., governing._--_-._----._ 6228 
gee also Reserve components of 
Armed Forces. 
Armed Forces Information and Educa- 
n Office, DOD pamphlets. 5321-22 
Armed Services Committee, House: 
hearings 5735-38 
investigations and studies, Defense 
Department procurement pro- 











gram, etc.— 
authorization, report-_-------- 5649 
expenses, report._------------ 5673 
organization, hearing__-------~_-~-~ 5735 
os he RES ER SEES asia) eee 5695, 5704 
Armed Services Committee, Senate: 
Ne ee 847-48 
investigation and studies, defense 
preparedness, authorization, 
report ----- 5796 
Oe) ee 5831 
Armed services papers__---_----- 5735-35 
Army: 
Judge Advocate legal _ service, 
SN, ae eo 5323-25 
procurement legal service, pam- 
“US Seen 5328-29 
register, Jan. 1, 1961— 
department edition----_--_--__ 5335 
document edition-__--_------_- 5577 


Regular, appointment of Dwight D. 
Eisenhower to former grade in 
active list— 

rang 5737 
RESTS Re ag 5831 


| PERS Sat eee 6270-71 
Army Chemical Center, Edgewood, 
Md., maintenance and _ con- 
struction projects, expendi- 
tures, GAO review__---~---~~ 6163 
Army Department: 
Assistant Secretary, nomination 





of— 
Morse, Richard S_------------ 5848 
Schaub, William F_----------_ 5848 
form and guide letters, how to de- 
ee MBO Wl sone wowace eee 5326 
| Sees eee §323-2 
technical manuals___--____-_-_ 5330-34 
Under Secretary, nomination of 
Stephen Ailes, hearing._-____ 5848 


Army supplies, see Military supplies. 

Army Transportation Research Com- 
mand, technical reports... 6598-99 

Arresting gear, aircraft-mounted 
aged hook, _ feasibility 


EE Sr eae Oe 
BRS CNG soi mG acen ens 5215-26 
Art, works, and reproductions, cata- 

log of copyright entries______ 5910 


Artesian wells, penetrating artesian 





aquifers, South Dakota, prog- 
a eae 6185 
Arthritis: 
ee ee ee 6499 
research by NIAMD - 6426 
Articles of Confederation, text 5765 


Ash-flow tuffs, their origin, geologic 
relations, and identification. 6179 
Asia, changing position of Afghan- 


istan (address) .------..... 6565 
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Entry 
Aspect-ratio, see Wings (aircraft). 
Aspergilli, kojic acid production with 
Aspergillus flavus.-..._-----. 5223 
Associations, see Educational associ- 


ations. 

Astronautical Federation, Interna- 
tional, see International Astro- 
nautical Federation. 

Astronautics: 


chronology of events--___--__--__- 
instrumentation for research... 5305-6 
Smithsonian contributions-_____ 6545-47 


Athletic goods, see Sporting goods. 

Atlanta, Ga., census of business, 1958, 
standard metropolitan area, 
central business district sta- 
tistics __ 5434 

Atlantic Coast: 

coast pilots— 
Cape Cod to Sandy Hook. ___-_-_ 5535 
Cape Henry to Key West, supp... 5534 
storm warning facilities chart, 
_ Maine, to Montauk, 








fe Wesel sbbekes 6611 
Atmosphere : 
radioactivity studies, Government 
eee |. ee a es eee CT a 5395 
semi-infinite, radiative equilibrium 
WIRCTIIN wate oe 5304 
upper, measurement by means of 
pitot-static tube.-........... 6381 


Atmospheric entry : 
candidate materials for high tem- 
perature fabrics for parachute 
TPO. GOVNCKB Loewe ee eee §311 
hypersonic vehicles, solution for 
. oblique shock-wave system in 
real gas including atmosphere. 6407 
planetary. corridor and guidance 
requirements for supercircular 


entry, analyeis...........2. .. 6406 
Atmospheric gases, see Gases. 
Atmospheric pressure, measuring, 
hypsometers for constant-level 
oe ee err 5306 


Atomic debris, see Radioactivity. 
Atomic energy: 
code of Federal regulations______ 6004 
cooperation for mutual defense pur- 
peace, aan with Italy, 


ET CY Rea ae eens 5560 
tietaatlen pm 86th Congress, 

2d session, compilation______- 5561 
Te ee || a ae 6424 
literature, bibliographies issued or 

IO QORPON. cceeus..oKos 5387-88 
nuclear data tables, 1960_____--_ 5410 
nuclear power costs___-.--.-._--. 5398 
programs, major activities_______- 5408 
radioactive materials, shipping, 

handling, storage, literature 

Ons soa eee 5386 


research and training equipment 
and materials, grant for pro- 
curement, agreement with 


| Ce es a a 6579 
research, New Brunswick Labora- 
tory, progress report-___-____ 5373 
SNAP programs— 
quarterly progress report.___-_-~ 5366 
SNAP 1— 
mercury boiler development__. 53859 


radioisotope-fueled turboelec- 
trie power conversion sys- 


Tel SUMMATY nee ce 5361 
SNAP 3— 
generator fueled with cerlum- 
144, conceptual design ____ 6364 
thermoelectric generator, final 
safety analysis_...._-.-___ 5363 


thermoelectric generator, pre- 
liminary operational safety 


| aE ETRE SNe ST 5362 
space nuclear power. practical ap- 
plication in 1960’s_...--.___ 5890 
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79 
73 
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Entry 
Atomic Energy Commission : 
engineering materials list-___.--- 5389 
NASA-AEC liquid-metals corrosion 
mesting; papere._....2....-.—. 6400 
reactor licensing procedures, ete., 
DGOY ca ceueecsncsdeeewcneee 5562 
regulatory process, improving, 
| Re EASY PETE: paeeeree ee 5562 
report, 1960— 
departmental edition-_____ 5405, 5408 
document edition_._.._-------~__ 5764 
research reports.....—....... 5336-5403 
—_ Nets seaweckubdooneneeae 5415 
rules and_ regulations, revised 
SS ES Cee Ee De eee Sees 5406 
technical information bulletin-__.. 5404 
Atomie Energy Joint Committee, 
i a ee 5560-62 
Atomic weapons, see Weapons. 
Attorney General, see Justice Depart- 
ment. 
Audiologists, grants for training, re- 
OE SS Oe Lee 5827 
Auditing, Federal agencies, principles 
and procedures, GAO guidance 
OE sos ck cents ait eldect 6155 
see also for audit reports, names 
of corporations, etc. 
Auroras, review of Soviet literature.__ 5427 
Automatic pilots, see Aircraft auto- 
matie pilots. 
Automation, post office, lstin U.S__._. 6486 
—. see Aircraft automatic 
pilot 
Aviation, see Aeronautics. 
Aviation fields: 
pavements, flexible, pressures and 
deflections, investigations_.__.. 5952 
structural foundations, pavements, 
and drainage facilities, engi- 
neering and design manual_.. 5949 
Aviation medicine, see Medicine. 
Aviation storekeeper, 3 & 2, Navy 
[Amines OUI. 2h. nce 6456 
Awards (arbitration) : 
wee Railroad Adjustment 
peiainal Gsglen atetod dicing 6451 
Axial Pn po Flow. 
B 
Babies and breadwinners, proposals 
for 1961 neighborhood polio 
vaccination campaign... _ 6496 
Bacteria and bacteriology, see names 
and classes of bacteria. 
Bacterial warfare, see Biological war- 
are, 
Baffin Bay, sailing directions, change. 6194 
Bags, gas-filled, as deceleration de- 
vice for soft landings of ve- 
hicles, analytical study... __ 6411 
Bairdia, paleozoie species and related 
ND ii er ie 6176 
Baker, Melvin H., and wife, relief... 5629 
Balance of payments: 
deficit, corrections, message from 
The Presieett...cceesiinn.. 5604 
United States balance of interna- 
tional payments deficit, study. 5744 
Ballistic missiles, see Missiles. 
Balloons, constant-level, hypsometers 
to measure atmospheric pres- 
° EEE CT NEE RPDS 5306 
Baltic Sea, lights and fog signals, 
SR a ae cis 6201 
Bankhead-Jones farm tenant act, see 
Agricultural credit. 
Banking and Currency Committee, 
House: 
OEPENSOH, TOPO Gia cccacccnacasus 5719 
ORT OID Silla mon ccmanhcahinclbiswats 5739 
investigations and studies, hous- 
ng— 
authorization, report-....-..-- 5652 
expen Se EE RET 5674 
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Entry 
Banking and Currency Committee, 
Senate: 
MORPINGS,. 00055 o cn camenneion 5849-54 


investigations and studies— 
housing, public and online ~. 
tension, reports_._-.---_- 
matters within its (meme ag 


, 5808 





authorization, reports... 5799, 5805 
reports... =~ 5799-5800, 5832, 5838 
ES See 5832 

nersame code of Federal regula- 

EE eRe RO eer 6004 

Banks poo 5 banbing : : 
active banks in District of Colum- 

bia, national and nonnational, 

abstract of reports__-___..-.- 5554 
code of Federal regulations.____-- 004 
debits to demand deposit accounts, 

oe) a eee 6021 
insured ‘banks, offices insured by 

ot is 5991 
savings Per individual in- 

Ce ee 5993 

Bark beetles, see Beetles. 
Barley, classification of varieties 
grown in U.S. and Canada in 
Er aS ie 5283 
Barometers, mercury, sources of error 
and method of correction, 
Cy CS ee ees 6423 
Bartlesville, Okla., waterflood wells, 
effects of hydraulic fracturing. 6284 
Balsaltic rocks, see Rocks. 
Bays, see names of bays. 
Beach erosion, see names of localities. 
Beach Erosion Board : 
TUR sig in at aie necinttceie 5943 
technical memorandums___----- 5950-51 
Beams, wood, laminated, stiffness and 
bending strength____.-_-__-- 6106 
Beef, carcass cutability as grade fac- 
[ae 5189 
Beetles: 
bark affecting southern pines, re- 

view of current literature__.__ 6150 
western pine and ips, mortality in 

field trial of lindane______~-- 6139 

Belen, — C., nomination, hear- 
ERE GER Ta Nee eee 5902 
BeLieu, ‘Kenneth E., nomination, hear- 
ES ea 5847 


Beneficiating manganese oxide ores 
from Butte-Philipsburg Fed- 
ee 6293 
Beneficiating spodumene from peg- 


matites of Gaston County, N.C. 6294 
Berries, see names of berries. 
Beryllium and beryllium alleys, sta- 

bility of high temperature beta 

gph a Ey aL rete B.S 5374 
rs a eae 5941 
Beverages, census of manufactures, 

1958, industry report.__---- 5455 
Bibliography : 

aerospace medicine__...._-_----- 6266 


atomic energy, literature issued or 
ie oresress.. <2 S 5387-88 
cooling and coolants for electrical 
and electronic equipment, tur- 
bines and reactors___.------ 5425 
domestic migratory agricultural 
workers, Tone-1000.. 6240 


enzymology in USSR..---------.- 6427 
fishery technological publications... 6047 
floras of World, western Europe_-. 5271 
heat transfer and heat exchangers. 5426 
IEE. .RIRUTIN a o.chntneenencavemianendianmnemnen 6431 
National Museum, publications... 6438 
radioactive materials, shipping, 
BERGEUE: BOTARG. .ccancncn~ 5386 
radioisotopes in agriculture. __- 5385 
radioisotopes in world industry, 
selected foreign literature._.. 5393 


salmonella and salmonella infec- 

CNS bicker ciiemecemesel 6509 
semiconductors_..--.-.-. -. 5416, es 23 
thermonuclear reactions......... 5384 
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Bibliography—Continued 
see also names of departments, etc., 
issuing lists of publications. 
292, Charles + Yelief of 
Re Ro. sue eee te 
Bighorn Mountaine, sedimentary rocks 
and reserves of coal___-----_ 
Bigleaf maple, see Maple. 
Bills await 2 see House 
bills—Senate bills. 
Biochemistry, comparative nuclear ef- 
fects of biomedical interest-_ 
Biological sciences, see Biology 














Inppx 


Entry 


5632 
6169 


Biological warfare, sotlertive nsretes- 
tion, engineering manual_____ 5948 

Biology : 

careers for women in_ biological 
sciences 6615 
observations, central North Pacific 
Ocean, July—Sept. 1958___--_ 6063 
Operation Plumbbob, = studies 
with biological target_..---- 5402 

Birds, type specimens y National 
OS eer ot a eee 64382 

see also names of birds. 

Biscay, Bay of, sailing directions, 
changes 6196 

Bismuth oxide, sequioxide, heats of 
combusion and formation_._._._ 6278 

Black Hills, southern, diamond 4drill- 

Dg ..-....---=----- - 5881 

Black walnut, see Walnut. 

Blackbirds, winter roosts, distribu- 
tion in eastern U.S_--_--_---_ 6069 

Blackwater National Wildlife Refuge, 
general information___----_~ 6061 

Blades, vibrations, effect of inlet tem- 
perature in multistage axial- 
flow compressor___--_--__--_ 6315 

Blight, see names of blights or plants 
affected 

Blind made _ products, schedule, 
(TS EE RSENS eRe 5411 

Blood pressure, automatic measuring 
instrument, development_____ 5313 

BLS report series___._____---~--- 6243-46 

Blue collar workers, see Government 
officials and employees. 

Blue crabs, meat, freshness test and 
spoilage characteristics______ 6052 

Board mills, see Building board 
mills—Paperboard mills. 

Boards (organizations), see names of 
departments, ete., with which 
boards have to do. 

Boats: 

hulls, molded composite, research 
oy fee stale LA i als aE Sa 6117 
inspector’s handbook for boats and 
small craft, steel hulls_-_____- 6537 

Bodies (aerodynamics), see Aerody- 
namics. 

Bogoté, Colombia, Inter-American 
Economic Conference’ Sept. 
5-13, 1960, report_____-_---~- 5859 

Boiling water reactors, see Reactors 

atomie). 

Boise National Forest, high-intensity 
i a Ea 4 ae 6114 

Bolivia: 

air conditioning and refrigeration 
equipment, production, con- 
sumption, trade_____________ 5414 
study mission report._..__.___-__ 5708 
Bolts (lumber) : 
cutting short bolts means more 
wood but more work, too__.. 6098 

Bolts and nuts, census of manufac- 
tures, 1958, industry report... 6472 

Bombing airplanes, see Airplanes, 

Bonds, German dollar, agreement with 
Federal Republic of Germany. 5775 

Bones, epiphyseal ossification, mon- 
keys, correlation with age_._._. 5296 
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Bonneville Power Administration, 
generation and sales statistics, 
calendar year 1960. 

Books, census of MAUETRCNETSS, 1958, 
industry report___---------- 

Boots and ecw Federal supply 


sche 

Boric oxide, ec rate on sur- 
faces immersed in exhaust gas 
stream from jet-engine com- 
bustor theoretical and experi- 




















Entry 


§412 
5461 
6039 


OUTTA BION teen se 6318 
Boride-metal systems, metallurgical 
stability 5351 
Bothnia, Gulf of, lights and fog sig- 
nals, list 6201 
Boundary layer: 
behind strong shock moving into 
air 6366 
effect of single-element roughness 
on 6310 
transition— 
heat transfer on 10° cone with 
low temperature ratio, super- 
sonie free-flight measurement. 6341 
highly polished hemisphere-cone 
eS 6342 
turbulent, effect of flow field over 
blunted flat plates______----- 6391 
Brain, rat, effect of central nervous 
= drugs on enzyme ac- 
Pistia Lee tet oa Bele 5293 
see also Tescivctaataaicaraphe. 
Brazil: 
friendship and economic relation- 
ship with U.S. (address) ~~~ 5263 
study mission report-__--------- 5708 
. surplus agricultural commodities, 
agreements___-_----~--- 6568, 6572 
Breeder reactors, see Reactors, 
atomic). 
Breeding, see Cattle — Poultry — 
Swine. 
Brevoortia, see Menhaden. 
Brines: 
oilfield water analysis, modern in- 
strumental analysis______-__ 6299 
oilfield waters, chemical analysis 
and electrical resistivity of 
selected California waters... 6298 
Broadcasting, see Radio stations. 
Brucellosis : 
eradication— 
identification of calves, vacci- 
Rated, S016. 2... eee 5226 
State-Federal cooperative pro- 
gram, charts and maps, 1960. 5228 
Brush, ground vegetation behavior 
after partial cutting in Doug- 
TD EP Ge lnsétnckonesanes 6134 
Budgets, see names of departments, 
ete. 
Buffalo, N.Y. : 
occupational wage survey— 
departmental edition___.__-. _- 6254 
document edition.._------__-__~ 5585 
Buffalo, Wyo., geology and coal re- 
sources of area...___....__. 6169 
Building : 
construction and building mate- 
a, Federal supply sched- 
Wisi tug tetabhiits Sdekrgh crerGb eeletaem aac 6032 
nptsenaaele power plant struc- 
tures, planning and design, 
engineering manual_____- _~ 5946 
see also names of certain reclama- 
tion projects. 
Suilding board mills, census of man- 
ufactures, 1958, industry re- 
port nies 5460 
ee ' trades, broaden apprentice- 
ship training program (sum- 
mary of address)_----_---_. 6236 
Buildings, airport terminal, design 
UID. cccnecepinioseincod CGE Ala dat ais 56 
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Entry 
Bulletins, see Farmers’ bulletins— 
also, names of departments, 
os panels bulletins—also 
cts. 
Burkhardt “Robert J., nomination, 

hearing 5902 

Burley tobacco, see Tobacco. 

Burma, people and land, fact sheet__ 6558 

Burning of land, effects on fuels and 
timber stands of ponderosa 

pine in Arizona 6146 

Burroughs Corporation, prices nego- 
tiated for coordinate data 
transmitting sets under Air 

Force contracts, GAO review__ 6158 

Business : 
census, 1958— 
central business district statistics 

CL ar eee 33-51 
selected services area reports__ 5452 
subject reports announcement 

and order form._.-_-_~-~_-- 5432 

credit and assistance, code of Fed- 

eral regulations._........._._ 6004 

development, Commerce Depart- 

ment functions (address)__.. 5546 

establishing in Luxembourg___-_~ 6083 
foreign, opportunities__._..._.___ 6078 
small business— 

committee to study problems, cre- 

Stine, : T6P0rt. 14568. nau 5644 
exporting for profit-._.__._.__.____ 6540 
exports and world market, 1960, 

EE aE Dee er eee 5907 
impact of lack of competition in 

military procurement— 

report 5781 

ih ke aE a 5781 
management aids for small man- 

WO UNTOEE oo iii ee atll in 6540 
problems, investigations, ex- 

AI) 5 EERE SERIES 5685 
service firms, effective salesman- 

SI SS ETS RS SETS 6543 

starting and managing series_._™ 6544 

small marketers aids.___-___---__ 6543 
Business accounting, see Accounts 

and accounting. 

Businessmen, confidence in growing 

America campaign (remarks). 5547 

Butte Valley, fecloss and ground- 
wean eatures of region, 
Li at deed cells calico bats hah ack Bb che 6184 
Buying, og Purchasing. 
Cc 
OP AR ee eee 6045-46 
Cables, see Electric cables. 
Cadets, see Air Force Academy, Colo- 
rado. 
Cadmium, method for determination 
in zine-base alloys_.__..----_- 6292 
— see Pseudocyclops. 
Calcine 
nickel- nebalt- -copper, disposition— 
ATURE cccstihctddtinnin tinkinenddnin 5738 
PODOTE iis isantnenmeneens 5704 
Calcite, ratio to dolomite in mineral 
mixtures, X-ray analysis... 6173 
Calibration, standards, selected pa- 
DOPE ns senna dnucbads 6419 
California : 
coast pilot, supplement. ___--~--_ 5537 
cooperative forest insect detection 

hy a ie | SESS EE 6142 

fire weather ae ag | SE 6136 
lettuce pipoed by rail, effects of 

Galapet initial salting on 

transit temperatures_____.___ 5185 

northwestern, Douglas-fir produc- 

tion and dispersal_.....--. ~~ 6143 

ollfield waters, chemical analysis 

and electrical resistivity..___ 6298 


Do not order from index; see indicated entry 





Entry 

California—Continued 

southern, humidity patterns at 
middle elevations of coastal 

eS ee ee 6138 
Caloric engines, performance on ship 

Ericsson, operating conditions. 6434 
Calorimetry, heats of combustion and 

formation of cerium sesquiox- 

ide and bismuth sesquioxide__ 6278 
Calves: 

calf crop, 1960, Louisiana Crop Re- 

DOTTIE BOLTIOe xecenmicnanns 5188 
vaccinated against brucellosis, iden- 

LE» ” area 5226 
Cambodia, people and land, fact 

BOF cctalin Sphn bibtiidinwn eee ctinantphian 6557 
Canada : 

barley, classification of varieties 

Pe ee |, SE 5283 
Columbia River Basin water re- 

resources, cooperative develop- 

ment, treaty— 

| eae eee ey 5860 

PORES Hains bilcn wteveue 5780 

ee Sa PRET 5774 
double taxation convention, text_. 5778 
light lists and other marine aids, 

GlGAt  1BUGO. 8 csc cicceuamd 5542 
livestock and meat industry... __ 6072 
northern, sailing directions, change. 6193 
vessels, operate to and within 

BINGGe, Teper’... Us. 62253. 5822 
Canal Zone Government, rules and 

regulations governing naviga- 

tion of Panama Canal and 

Bigmeent “Weter ie oe os 5431 
Canned foods, census of manufac- 

tures, 1958, industry report._. 5454 
Cans: 

metal, census of manufactures, 
1958, industry report_____ 5468 
I teat Seats inch es empnscn she ects 5469 
Canton, Ohio: 
occupational wage survey— 
departmental edition-______-___ 6253 
GOCUMONE COICO Kons issn 5584 

Cape Cod National Seashore Park, 
establish, hearings.......____ 5747 

Cape Spencer to Arctic Ocean, United 
States const pilot... .icc cue 5539 

Caplin, Mortimer M., nomination, 
J a re ee 5856 

Carbon, radiochemistry _._..-__---__ 5372 

Carbon dioxide, gaseous, thermody- 
namic and transport proper- 

(SRG ES QRH eee 5345 
Carbonization, coal, Wyoming. ---~~ 6295 
Carcass cutability as grade factor 

FEAR 5189 
Cardiovascular system, physiologic 

effects of intravascular anti- 

BOGE Bas cuieciinkh eictiaicwae yee 5295 
Careers, see Civil service—Occupa- 

tions. 

Cargo handling, system for  high- 
floor aircraft, design study... 5312 

Carload waybill statistics, see Rail- 
roads. 

Carlsbad, N. Mex., seismic measure- 
ments by Geological Survey 
during Pre-Gnome high explo- 

CRIS WEB c cn debstmuiinnd 5383 
Carriers, Alaska and Hawaii, through 

routes and joint routes, hear- 

TG vce Se tains cee ane 5878 
see also Air carriers—Motor car- 

riers—-Railroads—Water car- 

riers. 

Cary, William L., nomination, hear- 

UE ceca virighirnsesesapnmitianspesoncs deinen 5853 
Castillo de San Marcos National 

Monument, Gunetes informa- 

by ere SETI ee ee 6445 
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INDEX 


Entry 
Castings : 
aluminum and magnesium alloys, 
handbook for foundry worker, 5308 
high-melting-point metals, labora- 
tory furnace for study_--__-_- 6291 
Catalogs: 
Atomic Energy Commission engi- 
neering materials list-______- 538 
copyright entries_______ - 5908-10 
technical reports, OT -- 541 
Cato Bros., Inc., relief-_.____-__-___-__ 5631 


Cattle: 
dairy type, importance in breeding 
and management __--__--___ 
slaughtering plants, improved meth- 
ods and facilities in South- 
west 
Census, special censuses, summary_-_-_ 
see also subjects. 
Central City, Colo., joints in pre- 
cambrian rocks............... 
Central nervous system, see Nervous 
system. 
Central — cost of transporting 
c 








reig 
Central States Forest Experiment 
tation: 
miscellaneous release _---_----___ 
publications, list, Jan. 1960___--_ 
report, 1960 
station note 
Central Valley project, Tracy Fish 








Collecting Facility, efficiency 
NI isciscricvscutenneninasiciewmee 
Cerium isotopes, Ce-144, SNAP 3 


generator fueled with, concep- 
tual d 
Cerium oxide, sesquioxide, heats of 
combustion and formation___- 
Certificated air carriers, see Air car- 


riers. 

Certificates, certification procedure, 

regulations of administrator_ 
see also types of certificates, or sub- 
jects involved. 

Chamise, — spraying or 2d-year 
Se, eee eae SPAS ne rey ae 

Charters, Federal, investigation, au- 
thorization, EE 

Charts, nuclear reaction graphs____- 

see also Maps and charts. 

Checklists, see names of departments, 
etc., sans checklists——also 

subjects. 

Chemical analysis, see names of sub- 
stances analyzed. 

Chemical engineering, physical-chem- 
ical properties of loess useful 
for engineering purposes____~- 

Chemical warfare, collective protec- 
tion, engineering manual_____ 


Chemical Warfare Service, Army, 
from laboratory to field, U. 
Army in World War II__----- 

Chemicals : 

control of bigleaf maple trees and 
stump sprouts _----------__ 





dwarfing plants = 
gum, wood, and agricultural, cen- 
sus of manufactures, 1958, 
industry report _-._---.------ 
industrial, inorganic and organic, 
census of manufactures, 1958, 
SBGQSEEY: TOOT. wc navisnnane 
see also Inorganic compounds— 
Organic compounds. 
Chemistry : 
research papers 
wood, publications list-_._.---___ 
see also Radiochemistry. 
Chicago, Burlington and Quincy RR, 
acciden 
Child po 





“agricultural employment, 
minate fair labor standards 


pe exemption, hearings... 
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Entry 

Children : 

a of unemployed, Federal 
BERNIOES ooo toes ees 758 
reports —_ 5669, Robe 
views 5669 

education, federally affected areas, 

ennial report... 22k ok. 5919 

exceptional recent enrollments in 

local public schools______---_ 5928 

more able in grades 4—6, educating. 5926 

Children’s clothing, see Clothing—also 
names or types of clothing. 

Chile: 

emergency relief assistance, agree- 

ment ___ 6575 

loan of vessels, agreement______-_ 6567 

reconstruction and rehabilitation 

assistance— 
appropriation, message from 

mee Temenos on ke 5621 
proposed supplemental appropri- 

ation ---- 5619 

study mission report-______-----_ 5708 

China: 

Communist, teacher training___-__ 5939 

People’s Republic, see above, Com- 

munist. 

science and technology______-----_ §424 

CROnenrerey Sopa sient in chore- 
ographiec works__-------__-_ 5884 

Chronic diseases, see Diseases. 

Cincinnati, Ohio, census of business, 

1958, standard metropolitan 

area, central business district 

Spt ee Se eee ee 5435 

Circulars, see names of department, 
ete., issuing circulars—also 
subjects. 

Cities and towns: 

central business districts, statistics 

bulletin, census of business, 

1) RAC: Dea a eae 5433-51 

population of areas annexed after 

decennial census, 1960__...--_ 5487 

residential property surveys in con- 

servation areas...._-.__--__-_- 6604 

see also subjects. 

City planners, career opportunities, 
community planners, Urban 
Renewal Administration_____ 6603 

Civil aeronautics, see Aeronautics. 

Civil Aeronautics Board, problems, 
responsibilities, etc. (address)_ 5506 

Civil air regulations, see Aeronautics. 

Civil and Defense Mobilization Office : 
annual report, 1960_-___-_-_--_-- 5511 
Pee ee - 6812 
student manual, SM serfes______-__ 5514 

Civilian agencies, see Government of- 
fices. 

Civilian defense : 

Conelrad, 640 or 1240 kilocycles___ 5512 

personal preparedness in nuclear 

BGO cmncancacoousaderenews 5514 

programs, reviewed (address)... 5510 

student manual, SM series_-_----~- 5514 

see also National security. 

Civilian power reactor program, in- 
| RE aan Se ee 5397 

Civil serv og 4 
career op yortunities for women... 5528 
examination announcements— 

coal mine inspector, amdt_-.--_ 5516 
cy 5, RS SETS ae 5520, 5524-25 
CTI oot pain cis meena cmnatea 5517 
education assistant, discontinu- 

Se To Se Se 5522 
electronic scientist, etc., amdt-__ 6532 
physical therapist, occupational 

theraptat EEL SE EUS ES 5515 
CORGING Seid ammee de cmneen 5531 
training instructor electronics, 

discontinuance notice__.--.-~ 552 
training officer, military sciences, 

closing, amendment. --- ~~ 5519 
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Entry 
Civil service—Continued 


Federal career service at your serv- 
aoee ere 5526 


CKAMINATONG a cence mone 5527 
Civil Service Commission : 
Commissioner, nomination of John 








W. Macy, jr., hearing__----_~ 5900 
pamphlets_ 5528-29 
report, 1960— 

departmental edition-__-_-____ 5518 

document edition-__--_----_--_ 5574 
Civil War Centennial, commemorative 

postage stamp (poster)__---- 6484 


Claims, war claims act of 1948, ad- 
ministration, investigation, ex- 
PORsEH, TONOTL:...cacnasences 5812 
Fall River clam dredge 
equipped with bridles and ac- 
cumulators, increases effective- 
ness in deep water, develop- 
MEUON .ic,unoutcarsa aaacmeee 6055 


Clams, 


Clark, Ramsey, nomination, hearing. 5 
Clarke spheroid, latitude functions, 


technical manual___--------- 5331 
Classification : 
act of 1949, as amended, text_____ 5707 
Federal positions, basic training 
GUNTER ou Satke we eeacbcedtoms 5530 


see also names of substances, ob- 
jects, etc., classified—also sub- 


jects. 
Classification bulletin, Patent Office... 6481 
Clay: 
paper-coating grade, production by 
attrition grinding of coarse 
Georgia kaolins____.-_-----~- 6279 
refractory, deposits of Wyoming. 6276 
see also Kaolin—also names of ar- 
ticles manufactured from clay. 
Cleaners (mechanical) : 
seed-cleaning equipment__-_------ §250 
Clerks, see names of departments, ete., 
where employed. 
Clocks and watches, census of manu- 


factures, 1958, industry re- 
“gE Se ee 5474 
Clothing : 
and furnishings, Federal supply 
BORCUULO canthnedinaiinaamas 6039 
leisure and work clothing industry, 
trends and outlook__--_----- 5422 


women’s and children’s undergar- 
ments, census of manufactures, 
1958, industry report-__----- 5459 
Clothing fabrics, see Textiles. 
Clubs, see 4—H clubs. 
Coal: 
earbonizing properties, Wyoming. 6295 
field description and sampling of 
DUONG alot coc nmetanhie mame 6172 
gasification, pilot plant for feed- 
ing slurry to pressure gasifier. 6287 
preparation characteristics, Pres- 


ton County, W. Va_--------- 6288 
resources, Buffalo-Lake De Smet 
BIMG Wels dbsc bocce nenusea 6169 


Coal Canyon, petrology of Meade 
Peak phosphatic shale member 
of Phosphoria formation_._ 6173 
Coal gasifiers, see Gasifiers. 
Coal mine inspector, examination an- 
nouncement, amdt._--------- 5516 
Coal mines and mining, explosives, re- 


Entry 
Coast pilots: 

Alaska, southeast, supplement__.. 5538 

Gulf Coast, Puerto Rico, and Virgin 
Islands, supplement____-___~ 5536 
United States coast pilot-____-___ 5535 
supplements_________ 5534, 5537, 5539 

Coast Ranges, California, mineral 

composition of stream waters, 
geologic control__.__-.__-__-~_ 6187 


Coastal warning facilities chart, East- 
ort, Maine, to Montauk Point, 
ESS SS 6611 


Coating materials: 
fire-retardant coatings, laboratory 
OS a SS ere eS 6622 


ing for high-temperature pro- 
tection of graphite__________ 6392 
Cobalt: 
nickel-copper-cobalt calcines and 
matte, disposition— 


NONTMISn oon een eee hoo es 5738 
TOROS pti ctd tone nabea dando 5704 
Code of Federal regulations______ 6003-17 


see also for titles, chapters, ete., 
of the code printed separately, 
subject involved. 
Codes, see Codes of law—also sub- 
ects. 
Codes of law: 
District of Columbia, amend___--_-_ 5740 
United States— 
Tevision and codification, study, 


authorization, report-__-_-___ 5792 
title 17, studies relative to re- 
SE SOT ET ETT 5884 


title 38, amend, reports. 5653, 5655-56, 
5659-60, 5700-2, 5714 
see also subjects. 


Cognition, see Consciousness. 
Cold storage, regional holdings, sum- 
mary 1960 5211 
Collective bargaining : 
steel strikes and bargaining abroad. 6261 
United Steelworkers, unionwide bar- 
CO) Ea aa Sy ea 6263 
Colleges and universities, engineering 
enrollments and degrees, 1960, 








advance report_____-_-----_- 5920 
Colorado: 
census of population, 1960, number 
OF IMbSDNaNtE occ 5496 
municipal water facilities inven- 
SP cede ckukeas --. 6506 
uranium reconnaissance in Uinta 
ER ST ae 5380 


n 
Colorado Front Range, study of early 
gully-control structures______ 6147 
Colorado River and Valley: 
upper basin storage project, etc., 
i | res See 5766 
water resources, cooperative devel- 
opment, treaty with Canada— 









hearing — --- 5860 
report __ 5780 
5774 


er 
Columbus, Ohio, census of business, 

1 standard metropolitan 

area, central business district 

WROD cece neenbidnn 5436 
Colusa County, Calif., Wilbur Springs- 

Elgin Mine area, ammoniated 
thermal waters__ icamas' ee 
Combs, Mary A., relief.........____ 5626 
Combustion, see Heat of combustion. 
Combustors, = and turbojet en- 

gines, boric oxide deposition 
rate on surfaces immersed in 
exhaust gas stream ___- _ 6318 
Commerce : 
foreign and domestic, strengthen by 











search and technologic work, 

SORA 6273 
Coal tar, extracting tar acids with 

monoethanolamine ~--------- 6280 
Coast and Geodetic Survey publica- 

pe, TR aa tie eR EE 5583 
Coast Guard Reserve, training meth- 

ods, activities, ete........... 5544 


Do not order from index; see indicated entry 


promoting international 
travel— 
hearings aus GBT 
a ES eS a OST RS 821 
foreign, studies, final report....... 6881 
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Commerce—Continued 
foreign trade— 
business opportunities.__._._.._-_ 
prospects (address 
international trade, encourageasent, 
convention with— 














Inpsx 


Entry 


Israel, text 5773 
United Arab Republic, text___-- 772 
international trade, opportunities 
talk 6080 
interstate commerce act, amend 
hearings 5873, 5875 
interstate, publications, price list. 6494 
world trade, challenges and oppor- 
tunities for U.S., final report_. 65881 
world trade information service— 
reports. 6081-84 
operations reports____---__. 6085-92 
statistical reports____.____-_ 6093-95 
see also names of countries and 





places—aleo names or classes 
of articles of commerce. 
Commerce Department : 
agencies, work, etc. (summary of 





remarks) 
General anes: nomination of 
Robe Giles, hearing__-__ 


primary —— development func- 
tions (address) _.--__--_-_-_ 
research contracts in field of 
meteorology, clarify authority 
of Secretary, report___ 
responsibility (address) _.-.--____ 
services through bureaus 








marks) —._- 
Commercial fisheries, see Fish and 
fisheries. 
Commercial products : 
Fy eam classification, 
market for U.S. products in Malaya. 
Commercial treaties, trade agreements 
escape clause investigations, 
report 
see also General agreement on 
tariffs and trade. 
Committees, see names of committees, 
Commodities, see Agricultural prod- 





ucts. 

Commodity Credit Corporation, audit 
report, 1959 

Commodit 


exchanges, code of Fed- 
eral regulations.._.-._._--.- 
Common sense about  supervisin 
people, key points in personne 
relations 
Communications: 
act of 1934, amend, report-._.--~. 
act of 1934, with amendments and 
BRUSK, TORG tinieo tn iee des nc 
see also Radio communication. 
Communism : 
conference of communist and work- 
ers’ parties, Moscow, Nov.— 
Dec. 1960, analysis of mani- 
— = testimony of Jay Love- 
sto 
facts, Soviet Union, print as House 
document, report-_----_----- 
internal security act, etc., adminis- 
tration inv estigation, expenses, 











report — 
internal security manual_.__-. 
world communist movement, 
victories (address).-....---_ 
world, effectiveness of governmental 
organization and procedure in 
contest, investigation, authori- 
vation, report...._--------.- 
youth B groups target for infiltration 
tation tactics, print addi- 
tional copies, report.._.--_.. 
Commins Party of United States, 
members failin to answer 
questions, forbid, employment 
on merchant vessels, ete., re- 
port 
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5594 
6005 


6607 
5820 
5983 


5883 
5721 


5788 
5763 
5769 
5804 


5723 





Community relations, field station 
management guidebook___---~ ra 
Compensation, see Pensions. 
Compounds, see names of classes of 
pa pene or purpose for 
which u 
Compressors : 
axial-flow— 
multistage, effect of inlet tem- 
td og on rotating stall and 
lade vibrations__...-----.-- 
rotor with contracted grit an- 
nulus, transonic invest ation. 
rotor with hub-ti P ratio 
and blades aving 
AgIsh mean lines, beakconie 
inyestigation -_--. 
stall and aeceleration character ris. 
tics of turbojet engine, 
of inlet flow distortion, 
Comptroller General, see General Ac- 
eounting Office. 
Computers, see Distance computers. 
Concrete: 
census of manufactures, 1958, in- 
dustry report. 
finishing formed surfaces____-_~-~- 
military structures, engineering 
and design manual_-_-__-~--- 
Conduct of life, Armed Forces officer. 
Conelrad, purpose and operation... 
Cones : 
sharp and blunt 5° and 15°-half- 
angle, at Mach no. 3.86 and 
angles of attack to 100°, pres- 
sure measurements.__-----._ 
10°, low temperature ratio, heat 
transfer and transition meas- 
sured from supersonie free- 





see also names of conifers. 
Conferences, congresses, ete., NASA- 
AEC liquid-metals corrosion 
meeting, papers..__.-----..- 
see also names of conferences, 
ete.—also subjects of con- 
ferences, 
Configurations : 
transonic-transport utilizin 
reducing devices, win 
investigation ..-.-.-....---.- 
mi effects on store loads at 
ersonie speeds.---..--..- 
F-102 airplane, transonic 
lift and drag characteristics__ 
Congress of United States: 
congressional record— 
86th Cong., 2d =sBess., 


drag- 
-tunnel 


wing, 


bound 


Hntry 
6609 


6315 
6351 


6850 


6316 


6341 


6400 


aeguekeesunawrsene 5555-57 


volun 
aistribution to former Members, 
Congresstonal }jledal of Honor, sce 
Medal of Honor. 
Congressions) record, see Congress of 
United States, 


5816 


Congressional serial mbt elie red 5558-59 


Consciousness : 
incidence of loss in 1,980 Air Force 
ersonnel, survey_....._.... 
photically induced electroencephalo- 
graphic disruption effects on 
cognitive funetioning._...__- 
Conservation, see Natural _paneernes, 
Constitution of United States: 

amendments, investigation, authori- 
zation, report insane hmaiieakehdeincalinsa ere 

study of cons itutional rights— 
expenses, report......-.--~--- 
hearings, appendix._..-----.- 


Comeaeae see names of organ 2a- 


Construction, see Building trades. 
Construction industry : 
broaden apprenticeship trainin 
programs (summary of ad- 
Me occ sabawatancaadens 
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5294 
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316 


465 
954 


947 
512 


899 
341 


400 


371 
329 
323 


57 
816 


294 


292 


a4 


765 


236 





Construction industry—Continued 
pioneers for new frontier (text of 
address) 
Consumer credit, see Credit. 
Consumers : 
buying intentions, survey________ 
foods, drugs, and cosmeties, FDA 
protection, 1961_________-___ 
Contagion and contagious diseases, 
salmonella, salmonella infec- 
tions, care ge A bslbcubcthbcaliniees 
Containers, packaging and packing 
— Federal supply sched- 


Contingency option act of 1953, con- 
version tables............. 
Contractors, see Government con- 
tracts. 
Contracts, see 
tracts. 
Control (vehicle), see Aircraft—Air- 
craft automatic pilots—Space- 


Government con- 


craft. 

Control areas and zones, see Airways. 

Control of electromagnetic radiation, 
see Conelrad. 

Control systems, modified roll-com- 
mand system, effects on flight- 
path stability and tracking ac- 
curacy of automatic intercep- 





or. 

Controls (aircraft), see Aircraft. 

Convention of establishment between 
United States and France, 
text, protocol, and joint reso- 
lution ____ 

Conventions and treaties, see subject. 

Cookery, vegetables, glamorizing____ 

see also Recipes. 

Coolants, electrical and _ electronic 
equipment, ete., bibliography— 

Cooperation, see International co- 
operation. 

Cooperatives, see Farmers’ coopera- 
tive organizations—dalso names 
of commodities. 

Coordinates, State plane coordinate 
intersection tables_....-_--_- 

Copepods, see Pseudocyclops. 

Copper : 

and copper base alloy mill prod- 
= tolerances, Federal stand- 
method for determination in zinc- 
eS aes 
nickel-cobalt-copper calcines and 
matte, disposition— 
hearing 
report 
Copyright: 
architectural works___._-.---~-_ 
catalog of copyright entries_ 
choreographic works____..--~--- 
law, revision, background studies_ 
a DS ieceheee manta expenses, re- 
unesteettand duplication of sound 
FRE gcc bt ead eee 
(reactor), see Reactors 

(atomic). 

Corporations, income tax 
statistics, 1958-59 

Correspondence, form and guide let- 
ters, how to design and use__ 

Corrosion and anticorrosives, NASA- 
AEC  liquid-metals corrosion 
meeting, papers__..-..-__--- 

Cortical aaavny and cognitive func- 

Cosmetics, food, drug, and cosmetic 
act, F DA enforcement and 
compliance____._----.-----. 

Cosmic rays, micro-lesions in animal 

simulation by X-ray 
micro-beams._.......-....~.- 

Cost, see subjects. 





Cores 


returns, 
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Entry 


5548 


6023 
6070 


6509 


6038 
5322 


6308 


6566 
5184 


5533 


6026 
6292 
5738 
5704 


5884 


--- 5908-10 


5884 
5884 


5798 
5884 


6211 


5326 


6400 


5292 


6070 





Cost and standard of living, France_ 
Costly time lag between discovery 
and use of medical knowledge_ 
Cotton, man-made fiber staple and 
linters, 1950-60, current in- 
Gnuetrial -reperte.... 25 
Courts martial and courts inquiry, 
manual 1951, naval supple- 
ment, 1955, changes_________ 
Courts of inquiry, see Courts martial 
and courts of inquiry. 
Courts of United States, Federal ju- 
dicial system, study, expenses, 
Perch A thndscttscheatsenctirinitibepin 
Cows: 
dairy, udder diseases.........__ 
milk, concentrate rations fed, 
WOE ea ear gta ayo ia meen me 
Crab meat, blue-crab, freshness test 
and spoilage characteristics__ 
Crabs, see Blue crabs. 


Entry 
6087 
6498 
5481 


5914 


Creative organs, see Generative organs. 


Credit: 


code of Federal regulations, busi- 


eC eee 6004 
consumer credit trends (remarks). 6024 
housing, code of Federal regula- 

TIAL Soon ices eremtsiesdl antidaciatines 6007 
see also Agricultural credit. 

Crescent Lake National Wildlife Ref- 
uge, general information_____ 6059 

Cretaceous period: 

Archeogastropoda, Mesogastropoda, 

and stratigraphy of Ripley, 

Owl Creek, and Prairie Bluff 

po ES eee eee 6177 
late Cretaceous gastropods in Ten- 

nessee and Mississippi (se- 

py |) RR, TTS ae Se ene 6177 

Crime and criminals, publications, 

REE ERSTE area eee 64938 

Criminal law, sections of code relat- 
ing to broadcasting, text_.__. 5983 

Crops: 

census of agriculture, 1959_______ 5492 
insecticide recommendations for 

LN ahs liberate iad to ahs bt acateneasyesin Ss §249 
planting prospective, 1961_______ 5191 
residues, use on soils of humid 

I lite aidcbeabtinch ee deegteves theeceia oen 5256 
seed, acreage, yield, etc., annual 

Cs a |. 5206 
values, season average prices, value 

of production, 1959-60______ 5193 
see also names of crops. 

Cross-resistance and filament reversal 
studies of hexachlorophene- 
resistant mutant of Escheri- 
ee Ee bestia etneenie come §299 

Crude petroleum, see Petroleum. 

Crustaceans, paleozoic species of Bair- 
dia and related genera_____- 6176 

Crystals, atomic energy levels__.--- 6424 

Cuba: 

sugar purchases, limitation, author- 

ity of the President, extead-— 

WII a Gintsmnchttinssintuinnen puis aomsacem 5716 
i Atala a a, Ne BPN 5716 
sugar, United States supply (ad- 

| eillegRRS SEU aA SS Te a 5553 

Cubans, refugee problem, report to 
RD EO secre meer ieee pace 6489 

Culture: 

cultural relations, agreement with 

BES tctreescnntoniis cochdetiuticisuninin 6570 
international exchange-of-persons 

|! 6564 
international information “and ‘cul- 

TRUE) (SORE cto nneiiconeen 6564 
social climates in high schools, in- 

fluence on students’ academic 

SEES E ERE 5937 
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Curium isotopes, Cm-—242, use as 
source of power for thermo- 
electric generator_____-_-_-_. 

Current fishery statistics, C.F.S. se- 





INDEX 


Entry 


5360 


ries 6045-46 
Current industrial reports__._.____ 5481-85 


Custodians, school plants, adminis- 
tration of efficiently managed 
program 

Customs, see Tariff. 

Cutlery: 

census of manufactures, 1958, in- 
dustry report 
change 

Cycling plants, see Gasoline. 

Cylinders: 

flow over spiked-nose hemisphere- 
cylinder at Mach number of 
an MN er i 
heated vertical surfaces, effects of 
dissolved gas evolution, thesis_ 
20°-cone, free flight heat transfer 
measurements at Mach num- 
bers from 1.3 to 4.9 


D 


Dairy and Poultry Market News 
Service, what it is, what it 
does, ete ne 

Dairy cattle, see Cattle. 

Dairy products: 

class 3, New York milkshed, proc- 
essors’ decisions on utiliza- 














tion 
market information and prices, ex- 
lanation of Dairy and Poultry 
arket News Service_- 
statistical summary, 1960 
see also names of products. 
Dams, filter, for small streams__---- 
Data processing, see Electronic data 
processing systems. 
transmitting systems, coordi- 
nate data transmitting sets, 
prices negotiated with Bur- 
roughs Corporation under Air 
Force contracts, GAO review. 
Davis Strait, sailing directions___-_- 





Data 


af : 
service-connected disability of deaf- 
ness of both ears, additional 
compensation to veterans, re- 
2 Se 
specially trained teachers, report-- 
Dealers, poultry, national improve- 
ment plan, participation.___.__ 
Debits, see Banks and banking. 
Debt, limitation, amend Puerto Rican 
Federal relations act, report-_ 
Decisions, see names of courts, etc., 
rendering decisions. 
Declaration of Independence, text__- 
Defense, see Civilian defense—Na- 
tional defense. 
Defense Department: 
appropriations, 1962, hearings__-- 





5936 


5468 
5469 


6365 
5392 


6317 


5178 


5269 
5178 
5198 
6120 


6158 
6194 


5715 
5827 
5221 
5713 


5765 


5732 


cataloging handbook, H series... 5912-13 
DOD pamphlets_____---------- 5321-22 


military construction authoriza- 








tion— 
hearings -. 5736 
report __- aide --- 5695 
military standards_____--__-_--~ 5917-18 
procurement program, etc., investi- 
gation— 
authorization, report.__.------ 5649 
expenses, report____-_----_----- 5673 
standardization manual M (series). 65915 
standardization policies, procedures, 
ete., manual, notice__....--- 5915 


ite” ~epmmmtae act, see Produc- 
on. 
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Deflection, characteristics of 20-ft.- 
diameter laminated wood ring 
subjected to compressive load- 
ing along diameter__________ 

Deflectors, spoiler-slot controls ef- 
fectiveness on aspect-ratio-4 
wings at transonic speeds, 
wind-tunnel investigation of 
wing sweep and taper ratio___ 

Defoliants, include in Federal insecti- 
cide, fungicide, and rodenticide 
act, law, amend transitional 
provisions, report______--___ 

Deformations (mechanics) : 

speed, influence on strength, prop- 
erties of mild steel____-_____ 

Degrees (colleges, universities, etc.) : 

engineering, 1960, advance report— 

Delinquency, see Juvenile delinquency. 

Delta wings, see Wings (aircraft). 

Deltotaria, sce Millepeds. 

Demineralizers, see Minerals, 

Denmark, United States-Danish Com- 
mittee on Greenland Projects, 
establishment, agreement_____ 

Denver, Colo. : 

census of business, 1958, standard 
metropolitan area, central busi- 
ness district statistics_______ 
occupational wage survey— 
departmental! edition-__________ 
document edition____-_________ 

Department stores, see Stores. 

Dependent children, see Children. 

Depots, see Military depots. 

Desert Center, Calif., motor vehicle 
accident 

Desiccants, include in Federal insecti- 
cide, fungicide, and rodenti- 
cide act, law, amend transi- 
tional provisions, report______ 

Design criteria for portable seismo- 


graphs 
DeSmet, Lake, geology and coal re- 
sources of area ms 
Deuterium, water anal a 
Devlin, Maurice, relief___ 
DeWitt, Robert B., relief____ 
Diagnosis, see names of diseases 
Diamond drilling, southern 
Hills, Fall River 
en a nee aes 
Diborane, thermal reaction with tri- 
ne in fuel prepara- 
Itc ipaias daceatiabiacateateahaasiectctaataiaks eb Xe ncatasde sh 
Dichlorophen oxyacetic acid, spray- 
ing 2d-year chamise sprouts__ 
Diffraction, high-temperature X-ray 
diffraction and diffractometer 
techniques, analysis__._______- 
Diffusion, thermal, metals, determina- 
tion at high temperatures____ 
Digital computers, see Electronic 
computers. 
Dihedral angle, sideslip derivatives of 
sweptback-wing-body combina- 
tions, effects at supersonic 








Black 
County, 





produced in cardiovascular 

system be 

Dips, gaan bulk-piled green lum- 

Bre Remo ch aie ciate mime 
Directories: 

education, 1960-61, education, as- 

SORBONNE cence adate maces 


medical groups, 1959_--.-.------ 
projects, management research and 

SUV OIORE nbc wmmnednenue 
Public Health Service public ad- 


telephone, Senate, spring 1961___- 
voluntary organizations in field of 
SEE, ~ CRO iccticemnwnnnninm 


Hatry 


6999 


6361 


5699 


6534 
5920 


6581 


5437 


6251 
5582 


6223 


5699 
6282 
6169 


6321 
6137 


6300 
6538 











—_— ht ee 


a 


Di 


Diy 
Do 
Do 


Do; 
Dol 


Dor 
Dos 


Dou 
Dou 
Dov 
Dra 

el 


99 


61 


6321 
6137 


6300 
6538 


6356 


5295 
6109 
5927 
6507 
5418 


6511 
5761 


5897 





Disability insurance: 
interviewing in social security, as 
prectaed in administration of 





temporary, significant data, 1959__ 

Disabled, State aid under social secu- 

rity act, information folder___ 

see also Rehabilitation of the dis- 
abled. 

Disbursing officers, Navy disbursing 


Aprit 1961 


Entry 


6476 
5941 


6491 


system, comptroller manual. 6473-74 


Disbursing offices, Navy disbursing 


system, comptroller manual. 64 


a clean up in Etude stel- 


Discrimination in employment, denial 
of opportunities (address) --- 
Diseases : 
chronic, health survey statistics___ 
medical research, costly time lag be- 
tween discovery and use of 
medical knowledge_.-------_ 
medical sciences, research high- 
lights, National Institutes of 
Health, 60 
see also names or classes of dis- 


eases. 

Diseases of animals, see names of dis- 
eases, or animals affected. 

Diseases of plants, see names of dis- 
eases or plants affected. 

Dispersion systems, boride, 
lurgical stability..._.._..-~- 

Display of merchandise, supermarkets, 
increase customer count (ad- 


metal- 


ee, 
Dissertations (academic) : 
effects of dissolved gas evolution at 


surfaces of heated vertical 
SFE chcttnimnraciunease 
Distance computers, visual, design 


and evaluation testing pro- 
St SS op errs a 
District of Columbia : 
appropriations, 1961, supplemental, 
proposal 
banks, abstract of reports___----- 
census of population, 1960, number 
OD) IBRO MIR sen atincicn ame 
municipal water facilities inven- 
ee ae ae 
occupational wage survey — 
departmental edition-_.-_-___-_ 
document edition.............. 
DUD REII, CIB arsine cee een an 
sales tax act, amend, hearing_--__ 
tax legislation proposals, hearing__ 
visiting school groups, NPS special 
program, general information. 


73-14 
5355 


5351 


5187 
5379 


5392 
5305 
5592 
5554 
5497 
6503 
6247 
5578 
6493 
5740 
5741 
6442 


District of Columbia Committee, 
House: 
DPORNEEE, CONG tow cnnccnonanmeons 5718 
SE es ae eee 5740-41 


Dividends, see Life insurance. 

Documents, see Records. 

Documents Office, see Public Docu- 
ments Division. 

Dogs, air policeman (sentry dog han- 
dler supplement) 

Dolomite, ratio to calcite in mineral 
mixtures, X-ray analysis_.___ 

Domjan, Ferenc, et al., relief_.._--- 

Dosimetry, absorbed dose of neutrons 
and mixtures of neutrons and 
We PONE oee ete mndoasee 

Douglas airplanes, see Airplanes. 

Douglas-fir, see Fir. 

Down with rejects, up with profits.__ 

Drag (aircraft) : 

characteristics of wings with ar- 

row and modified-diamond plan 
forms combined with several 
different bodies_....----~--- 


Do not order from index; see indicated entry 


588844--61——-9 


5307 


6173 
5641 


6417 











Entry 
Drag (aircraft)—Continued 
trailing-edge spoilers at Mach num- 
bers 2.2 and 5.0, drag and 
rolling-moment effectiveness_. 6306 
transonic-transport configuration 
utilizing drag-reducing de- 
vices __- wo. Core 
zero-lift— 
fin-stabilized body of fineness 
ratio 10 at Mach numbers be- 
tween 0.6 and 10, experimental 
SE VOOCHEN UID actin tients Sees 6305 
free-flight effects of simulated 
sonic turbojet exhaust of twin- 
jet boattail bodies at tran- 
ri eee ee 6337 
fuselage indentation effect on 
52.5° sweptback - wing - body 
configuration tested in free- 
pee at Mach numbers from 
J) ae 6352 
swept wing, due to trailing edge 
wedges, experimental investi- 
PRO Saccccaeneeseecdaenne 6309 
Drainage: 
facilities, structural foundations, 
airfield and heliport pavements, 
engineering and design man- 
LO EE Eee ek eee a 5949 
Drawings: 
engineering materials list-._._...___ 5389 
scientific and technical, copy- 
righted . 5910 
Dredges, Fall River clam, equipped 
with chain bridles and accumu- 
lators increases effeetiveness in 
deep water, developments_____ 6055 
Dried foods, see names or classes of 
foods dried. 
Drops, shattering, critical conditions. 6384 
Drugs: 
central nervous system, effect on 
enzyme activity of rat brain. 5293 
food, drug, and cosmetic act, FDA 
enforcement and compliance... 6070 
industry, administered prices, hear- 
PE ee 5882 
pharmaceutical regulations, France. 6092 
Dry batteries, sce Electric batteries. 
Dry cells, see Electric batteries. 
Dry cleaners and dyers, wage struc- 
Ni th sit ccieascoceecccktgherboniwrenctidsbiesin ce 6245 
Drying and storage shed, farm build- 
| ee eh ae 5272 
Dunean, John P., jr., nomination, 
Sy, ee ees Ce 5844 
Dyes and dyeing, textiles, except wool 
fabrics and knit goods, census 
of manufactures, 1958, in- 
SEO sa so cess cntnevenain vase 5457 
Dynamics, problems of a dynamical 
theory in statistical physics... 5308 
E 
Earnings, see Wages. 
Earth, boring or penetrating, classi- 
fication bulletin._...----_-__ 6481 
see also Satellites. 
East (Far East): 
Par Mastern srie@uc......ise 6557-59 
market indicators................ 6095 
political and economic trends and 
their relation to U.S. foreign 
policy, study report...._---- 5865 
political, economic, ete., problems, 
study mission, report..._.--- 5861 
special study mission report. .--- 5745 
East (Middle East) : 
Near and Middle Eastern series_._ 6565 
political, economic, ete., problems, 
study mission, report...----- 5861 
East (Near East) : 
Near and Middle Eastern series_. 6565 
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Entry 

Rast (U.S.) : 

strawberry 0 EET LAE a 5253 
roa Hypa youtGace on soils of hu- 

East Willow ‘Creek Watershed, pilot 
project, organizational ap- 
OES RELA ETE §243 

Eastern States, see East (U.S.). 

Eastern Utilization Research and De- 
velopment Division, publica- 
tions and patents, list___._. 236 

Economic conditions : 

American economy, restore momen- 

tum, message from the Presi- 
dent ra 02 

effects and hotel industry (ad- 
dress 233 

farm problem and economic solu- 
tion (address) -_--------.---- 45 

world trade information  serv- 
ice --. 6081-84 

Economie cooperation series_____~-- 65. 

Economic Joint Committee, hearing. 5564 

Economic poisons, see Pesticides. 

Economic policy 

Boorse Conterence, Sept. 1960, re- saxo 
United "States and new crossroads 
in world economy (address)_. 6556 
Economists : 
business, international trade, fiscal, 
transportation, labor, general, 
examination announcement__. 5517 
examination announcement, discon- 
tinuance notice___-____------ 23 

Ecuador, air conditioning and refrig- 
eration equipment, production, 
consumption, trade_____--__- 414 

Education : 

airman specialties, appraisal of re- 
See eee 319 
American system, message from the 
President .........----.--.-. 08 
children in federally affected areas, 
annual report____---------- 919 
— China, teacher train- 
comparative studies (series) -__~- 5938-39 
cooperative research program, 
Geen ees lane aoe 5933 
directory, 1960-61__-_-------~-- 927 
exceptional children, enrollment in 
public schools____.--~-~-- 5928 
exchange program, report of Ad- 
visory Commission, semiannual 
|. Sa 5606 
Indians, questions and answers_._._ 6204 
industrial arts, issues and prob- 
lems identified at conference__ 5930 
international exchange-of-persons 
programs 6564 
more able children in grades 4-6... 5926 
National defense education act of 
peated oe educational media 
i) EES eee 5932 
public, international conference, 
oo Se 931 
special rervices for deaf, ete., re- 
— ae. 827 
television, facilities construction, 
Federal grants—hearings____ 5876 
report 5837 
war orphans, pam OT a 6608 
see also Culture—Extension work— 
High school vocational edu- 
cation—alsgo subjects taught. 

Education and Labor Committee, 
House: 

I ita ahh sdk drindinccintbiitdidecichies 5742-43 
investigations and studies, matters 
within its jurisdiction—au- 

thorization, report___..-___- rtd 
expenses, report_...-...---_-_- 

reports __- eau 5696, Brie 
NE seats as So ocak is este citaeaiy 


Education assistants, see Teachers. 
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me by television, see Televi- 


Education Office : 
annual report, 1960, on adminis- 
tration of laws granting Fed- 

eral aid to schools_____---__ 
bulletins 1961 (series) _--_____ 
CITCUIRT 05 
cooperative research 
newsletter 
publications, 1961 
Educational associations, 





program, 





directory, 





1960-61 
Educational Exchange, Advisory Com- 
mission on, see Advisory Com- 
mission on Educational Ex- 

change. 

Eggs: 

dried, quantity recipes_.....____ 
outlook in 1961 (talk)_----_--___ 
Eiffel Fh elevator systems of 
Eisenhower, Dwight D.: 
appointment to former grade in 
active list of Regular Army— 
mia ny 








El Fe oh ‘Gali, population, ——, 
CORON iss oh eae oe es 

El Dorado, Ark., local 706, United 

Association of Journeymen 

and Apprentices of Plumbing 

and Pipefitting Industry of 

United States and Canada, 

improper activities investiga- 

_— nsec latina inesiaitiieiaiinies 


Electric. ‘apparaten and appliances, 
oe ey and coolants, bibliog- 
ee ee a ee ee 
see = names of special apparatus 
nd appliances, 
Bleetrie a paperlined magne- 
oe See ess 
Electric pon shipboard, cable com- 
parison "guide TE E-Ten wee eee ery 
Electric conductors, semiconductors, 
bibliographies __________ 541 
Electric energy, see Electricity. 
Electric equipment, see Electric ap- 
paratus and appHances, 
Electric lamps, fluorescent ballasts 
eurrent industrial reports____ 
Electric machinery, 
Electric power, see Electricity. 
Electric power plants, structures, 
planning and design engineer- 
See: OE ee 
Mlectric resistance, oilfield waters, 
PUTO ee ne wang 
Electric waves, stability of non-linear 
traveling waves in col 
geal te tpelala a, Sees Ea 
Electric wire and_ wiring, 
temperature insulation______ 
Electricity : 
basic, Navy training course____ 
Bonneville power generation and 
sales statistics.__......-._... 
fundamentals, alternating current, 
technical manual__.-_------ 
hospital facilities_.......------. 
low-trust propulsion systems for 
fast interplanetary missions__ 
magnetohydrodynamic energy con- 
version, one-dimensional anal- 


precision measurement and calibra- 
tion standards, selected pa- 


rural— 
cooperatives, 
dress) 


management (ad- 





Do not order from index; see indicated entry 


see Machinery. 


Entry 


5278: 
5200 


6433: 


5737 
5711, 5831 


5488-89 


5815 
5813 


5425 


6539 
6536 


6, 5423 


5483 


5946 
6298 


5356 
5309 
6457 
5412 
5333 


6501 
6418 
6386 
6419 


6527 





El 


Ele 
Ele 
k 


Elec 
Elec 


Elec 


Elec 
Elen 


Elev; 


Bller 
El I 


EM 
Emb: 
Emig 


Empl 








919 
925. 


933 
935. 


927 


5278: 
5200 


3433: 


5737 
5831 


8-89 


5815 
5813 


5425 


6539 
6536 
5423 


5483 


5946 
6298 


5356 
5309 
6457 
5412 
5333 
6501 
6418 
6386 
6419 


6527 





Electricity—Continued 
rural—continued 
keeping America a nation of 
abundance (excerpts from re- 











Aprit 1961 


Entry 





marks) 6529 
REA programs, success achieved 
through co-ops (excerpts of 
Sg RS aay ee 6523 
rural development pays big divi- 
dends (notes used in address). 5281 
rural electrification, how to sup- 
MOTE. .(OCGGPORS) occ etcccin 6528 
Electrodes, porous graphite, feasibil- 
ity of demineralization of sa- 
line water by electrically in- 
duced adsorption.___________ 6207 
Electroencephalography, photically 
induced disruption on cognitive 
functioning, effects__._.c-__ 5292 
Electronic computers : 
analog, study of filtering, com- 
mand-computer and automatic- 
pilot problems connected with 
attack phase of automatically 
controlled supersonic intercep- 
tor -- 6349 
digital, ground-to-slant converter 
for operations central AN/ 
MSQ-18 and _ coder-decoder 
group OA-1593/MSQ-18, tech- 
nical manual 5334 
project PERT— 
contractor reporting personnel 
meetings, summary minutes__ — 
coordination task group meet- 
po, ree 6467 
data processing lesson plan 
handbook for technicians_____ 6464 
summary report, phase 2____.._ 6466 
Electronic data processing systems: 
adaptation of northwest range- 
plant symbols, list-._.__---__ 6135 
project PERT— 
contractor reporting personnel 
meetings, summary minutes_ oe 
data processing lesson plan hand- 
book for technicians____ ~~~ 6464 
a oe manual, systems, pro- 
OPE ES 40 eS ee 6465 
Electronic engineers, examination an- 
nouncement, amdt__--------- 5532 
Electronic equipment : 
cooling and coolants, bibliography. 5425 
low frequency synchronizing system 
used in tracking satellites, 
- "Departin eo 6380 
av partmen eupP y manage- 
\s GAO review__------.-- 6166 
Riectronie | scientists, examination an- 
nouncement, amdt__-__-___~_~- 5532 
Electronic technicians, project PERT 
fate, ,bmornemns lesson plan 
ha a eerie’ 6464 
Blectrontes, “precision measurement 
calibration standards, se- 
= ee ood | ears 6419 
Electronics Research Directorate tech- 
oT i Ss Ree 5302 
Elementary education, enrollment, 
teachers, and schoolhousing, 
fall 1960, statistics_._.__.___ 5929 
Elevators, systems of Eiffel Tower, ans 
Ellender report..-.--.----_------- 5771 
El Paso, Tex., census of business, 
1958, standard metropolitan 
area, central business district 
LL ES eT 54388 
SS Ee 5945-49 
Embassies, see Foreign service. 
Emigration, see Immigration and 
emigration. 
Employee training, on-the-job train- 
IRE DLORTA DM onncocccaecduce 5307 


Do not order from index; see indicated entry 


Employees, see Railroad employees. 

Employers, reports required, labor 
management reporting and dis- 
closure act of 1959 











Employers’ liability and workmen’s 
compensation : 
longshoremen’s and harbor workers’ 
compensation act, amend- 
ments— 
hearings * 
report 
Employment: 
and unemployment situation, 
1960-61, significance of sea- 
sonal, etc., factors_.___.____ 
annual averages, 1960, and year- 
A See eee ae 
city, 1960. 
Federal— 
Government employment series__ 
opportunities, Forest Service, 
nonprofessional ~.-..-_.____ 


position classification, basic train- 

ing course 
State mplos 

State Employ 





information_______ 
ment Service career 
— nes for high school 
students 


training for future employment, 
ae to women and 








unemployment, programs for solv- 
ing problem (address) 
see also Discrimination in employ- 
ment.—Handicapped. 
Employment mateqenent. hearings, 
employee relations, how to 
conduct — 
Employment Security Bureau : 
appropriations, 1961, supplemental, 
proposal 
BES series 
Engelmann spruce, see Spruce. 
Engineered performance standards: 











machine shop machine _ repair, 
PGE rncnncncesnccnnmrinsnenentliankbake 
roads, grounds, pest control hand- 
ee a a ee 
sheetmetal, structural iron, and 
WEEE. gente nn a chadiennd Gadanaw 
Engineering: 


engineering monograph_______-__ 
enrollments and degrees, 1960, ad- 

vance report 
research papers 
see also Nuclear engineering. 





Entry 


6237 


5742 
5696 


6258 


6242 
5490 


5490 
5274 
5530 
6555 
5942 


6618 
6233 


6205 


5607 
5941 


6619 
6620 
6621 
6516 


5920 
6420 


Engineering and design, manuals_. 5045-49 


Engineering materials list 
Engineers, recruitment by defense 
contractors, cost investigation 
a ee oe ne Ee a 


575 
Engineers Corps, Army manuals__ 5945-49 


Enginemen, 1 & C, Navy training 
course 
Engines, accessories, Federal supply 
ne TELL 
see also Caloric engines, 
Engines (aircraft) : 
certification, delegation option ait 
cedures, regulations of 
administrator 
jet, reaction controls for use at high 
altitude, simulator studies____ 
one-stage turbine with downstream 
stators, design charts con- 
structed from aerodynamic 
iS | eee on ial 
remiss and turbojet combustor, 
boric oxide deposition rate on 
surfaces immersed in exhaust 
§ eed 
rocket, MB-8 propulsion systems 
examination of target price of 
Air Force contract with North 
American Aviation, Inc., re- 
port 








458 
6041 


5980 
6325 


6313 


6318 


6160 
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amet (aircraft)—Continued 
urbojet— 

axial-flow compressor, effect of 

inlet temperature on rotating 

stall and blade vibrations____ 

compressor stall and acceleration 

characteristics, effect of inlet 

flow distortion__________-_--__ 

J-69, spare parts, examination of 

pricing under Air Force con- 

tract with ce ag eel Avia- 

tion & Engineering Cor 

—— reliability, 


"hiahocs 
ec’ ng he a etig eet ae 

turbine with variable-area stator, 
peeoenes investigation and 
igh-flight-speed application__ 
Enrollment, see Colleges and univer- 


sities. 

Entomologists, contributions to hu- 
man welfare through pest con- 
trol (paper) 

muteneey.. Decree uses, bibli- 


Envelopes, : pr inted and plain, Federal 
supply schedule__-_-________ 
Enzymes: 
activity of rat brain, effect of cen- 
tral nervous system drugs____ 
USSR research, literature review__ 
ae in USSR, review of litera- 
Eocene period, Upper, eee 
m Viti Levu, Fiji 
Equilibrium, radiative algorithm for 
semi-infinite atmospheres_____ 
ERD-TN series 
Erie, Pa., census of business, 1958, 
standard metropolitan area, 
central business district sta- 





RR  secinceiweniteciasermdseeis ween 
Escapees, see Refugees. 
Escherichia coli: 
hexachlorophene-resistant mutant— 
chemical and physical agents 
effect 
cross-resistance and filament re- 
versal studies 
filamentous, isolation and char- 
acterization ---_----_---___ 
Espionage, laws, administration, in- 
estigation, expenses, report__ 
Establishment between United States 
and France, convention of, see 
Convention of establishment be- 
tween United States and 


France. 
Estate fama see Inheritance and trans- 
x 
Pas of World, 





er : 
Europe, Western, 
annotated 1 
Evaporation, Tennessee River basin, 
1935-59, observations_______ 
Examination, see Civil service. 
Examiners, see Hearing examiners. 
Exceptional children, see Children. 
Exchanges, see Foreign exchange. 
Executive departments, see Govern- 
ment supplies. 
Executive orders, see subjects. 
Executive Papers, Joint Committee 
on Disposition of, report____ 
Executives, Federal government, in- 
troduction to personnel and 
gg | eee 
Experiment stations, see Agricultural 
experiment stations —dalso 
names of stations. 
Explosions, hazards of gasfreeing of 
SR SOUR G em enerarenan= 
see also Mine explosions—Nuclear 
explosions—Reactors (atomic). 
Explosives : 
high, seismic measurements by Geo- 
logical Survey during Pre- 
ee ad tests near Carlsbad, 
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6315 


6316 


6159 
6405 


6314 


5385 
6036 
5293 
6427 
6427 
6180 


5304 
5302 


5439 


5300 
5299 
5298 
5788 


5271 
6591 


6272 


5383 














Entry 
Explosives—Continued 
research and _ technologic work, 
955-56 6273 
Explosives Technology Division, Mines 
Bureau, research and techno- 
logie work, 1955-56__------- 6273 
Export-Import Bank of Washington : 
Board of Directors, member, nomi- 
nation of Charles M. Merither, 
MS | eR eee 5850 
preugunt, nomination of Harold F. 
Linder, hearing. 5851 
Exports: 
and world market, 1960, small busi- 
ness problems, hearings ae 5907 
exporting for profit, where and how 
J esi ren perere e = 6540 
special agricultural programs (re- 
She? | ae ree See ae 6075 
total trade of U.8..-.-.....5.-s. 6094 
United States balance of interna- 
tional payments deficit, study. 5744 
see also names or classes of articles 
exported.—also names of coun- 
tries, etc. 
Extension work : 
let’s take high road (address)_--. 5262 
youth, using studies as tool in 4-H 
rogram building (talk)----- 5992 
see also subjects. 
Extraction (chemistry) : 
tar acids, extracting with mono- 
ethanolamine ~------------- 6280 
F 
F.A.A., see Federal Aviation Agency. 
F.C.C., see Federal Communications 
Commission. 
F.P.C., see Federal Power Commission. 
FAA, gee Federal Aviation Agency. 
Fabrics, see Airplane fabrics—Textiles. 
Fair labor standards act, see Labor 
standards. 
Fall River County, S. Dak., diamond 
drilling in southern Black 
RS Aa a | 
Fallout, see Radioactivity. 
Families, farm, increasing incomes 
(address) Sbeabtendehtesstane 5260 
Fans: 
aerodynamics of tilting ducted fan 
configuration ..<~=......-..+ 6403 
ducted 4-foot-diameter, mounted on 
semispan wing tip, wind-tunnel 
investigation .5-<.<......45- 6402 
Farm buildings, plan series--------~~- 5272 
Farm Credit ‘stministration, audit 
Sepert, 1900ie. nets 5596 
Farm families, see Families. 
Farm income, see Income. 
Farm labor : 
migratory— 
crew leaders registration, hear- 
I a a a sa nh ak aoe 5898 
domestic, families, problems and 
programs, selected references, 
EE SEE ERNE 6240 
fair labor standards act cover- 
eS 5898 
Farm mortgages, see Mortgages. 
Farm ponds, safety, ways and means 
of improving (a rece} he aeahiens 6549 
Farm prices, see Prices. 
Farmer, William M., relief of estate. 5630 
Farmers, social security, information. 6477 
see also Farmers’ cooperative or- 
ganizations. 
Farmers’ bulletins__..._-------_- 5253-59 
Farmers’ cooperative organizations : 
co-ops help provide better seed 
ei pede See TAR CAS NE ah Ase 5960 
electric, management (address)... 6527 
electric, rural development eh 
big dividends (notes used in 
address) 5281 
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5907 
6540 


6075 
6094 


5744 


5262 
5992 


6280 


5381 
5260 
6403 
6402 


5272 
5596 


5898 


6240 
5898 
6549 
5630 
6477 
53-59 


5960 
6527 


5281 
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Entry 
Farmers’ cooperative organizations— 
Continue 
member’ relations improvement, 
challenge of sixties (speech). 5959 
news for farmer cooperatives, re- 
OT, RES EES ss Sea epee 5960 
opportunities and decisions facing 
(notes for speech)_---------_ 5961 
Farmers Home Administration, farm- 
mortgage lending experience. 5216-17 
Farms: 
census of agriculture, 1959_---__- 5492 
forestry planning through linear 
DTOSTAMMING ono nn cnn 6592 
population changes in * income 
farming areas (talk)-.----~-_ 5208 
real prey market, Bh ioad develop- gare 


see aise | inectrilty. 

FAS M series 6071-72 

Fast reactors, see Reactors (atomic). 

Fat, food, consumption Trends... 

Fatigue of materials, see Strains and 
stresses. 

Fats and oils, current industrial re- 





5482 
6551 


I  eiecthas = ne denne 
Fayette County, Ind., soil survey___- 
FBM, see Fleet Ballistic Missile pro- 


gram. 
FCC, see Federal 

Commission. 
FDA, see Food and Drug Administra- 


Communications 


tion. 
FDIC, see Federal Deposit Insurance 
Corporation. 
Federal agencies, 
offices. 
Federal aid, see Grants-in-aid—also 
subjects. 
Federal Aviation Agency : 
Administrator, nomination of Na- 
jeeb E. Halaby, hearing____-_-_ 5880 
air traffic activity, summary, 1960_ 5975 
civil aeronautics manuals___-~__ 5965-67 
civil air regulations, amendments 5968-74 
regulations of administrator_-__ 5979-81 
report, 1960. 


see Government 


representatives of administrator, 

PORUIMTIOOE sinicccccaccnwcsuse 5981 

technical standard order TSO 

CUNCUOR?, SRncsi wc ne 5978 
Federal career service at your serv- 

NG din tbde aetisdacbe tains 526 
Federal _— service, see Civil serv- 
Federal Comsmenteations Commission : 

member, nomination of Newton N. 

i ae” reo 5879 

organization statement, etc., rules 

BEG PORUIRUONS....nsdnecrnns 5984 

practice and procedures, rules and 

pp re ere ae 5984 

reports and forms, eliminate oath 

requirement, report____-----_ 5820 

review of orders, law, text-.__---_-~ 5983 

rules and regulations elias aeancel casit on 5984-89 
ecagaae | Beg unions, rules and regu- 

ations, supplement. -_---__ 5990 
Federal’ ‘Credit Unions Bureau, rules 

and regulations for Federal 

credit unions, supplement— 5990 
Federal Crop Insurance. Genera. 

audit report, 1960_.__-_____-- 597 
Federal. Deposit Insurance Corpora- 

tion, insured banking offices, 

ype SE tS a er 5991 
Federal employees, see Government 

officials and employees. 

Federal Government, sce Government. 

Federal Home Loan Bank Board: 
audit report, 1960_................ 5600 
member, nomination of Joseph P. 

MeMurray, je ae 5853 
Federal Housing Administration, 

Commissioner, nomination of 
Neal J. Hardy, hearing... _-- 5852 


Do not order from index; see indicated entry 






Entry 
Federal land banks, farm-mortgage 
lending experience_________ 5216-17 
Federal Maritime Board: 
contracts for construction-differen- 
tial subsidy, ete., GAO review 6161 
leadership in maritime development 
| aaa 6000 
review of orders, law, text- 5983 
8 | Eee 5997-6000 
tariff schedules, suspension, extend 
RN Te cesses cc cerminesenm sonenm 5823 
Federal Mediation and Conciliation } 
Service, report, 1960_.--__-- 6001 
Federal Power Commission, reports, 
opinions, decisions, and orders, 
eae 6002 
Federal Prison Industries, Inc., audit 
ge. ae ee 5601 
Federal regulations, see Code of Fed- 
eral regulations. 
Federal reserve system, operations in 
perspective, statement_____-_- 6022 
Federal Reserve System Board of Gov- 
ernors, report, 1960____----- 6020 
Federal savings and loan associations, 
pt ces and regulations, insert 
5994 


Fr ederal spuessnatiana, see Government 
supplies. 

Federal standards__-_---_____-____- 

Federal supply schedules 

Federal wage-hour law, 
standards. 

Federation of Malaya, see Malaya. 

Feed, see names of feeding stuffs. 

Feed grains, see Grain. 

Fellowships, National Science Founda- 





see Labor 


tion, program, 1961........-- 6452 
Fertilizers : 
effect on pasture forage production. 6595 
uptake, radioisotopes uses, bibli- 
ORRIN sleds 8s. tetetatasegnates 5385 
Fibers, see names of certain plants, 
textiles, ete. 
Fiduciary, gift, and estate tax re- 
turns, statistics of income, 
| eee eee 6210 
Fifth w heel, see Wheels. 
Fighter planes: 
flight and analytical study of roll 
Cs RE 5 PT 6339 
swept-wing, 45°, low speed charac- 
teristics of sideslipping, roll- 
ing, yawing, and _ pitching, 
wind-tunnel investigation... 6334 
Fiji Islands, Eocene and Oligocene 
ID tiesapicsonniiikissidartnsnimv-ninsicecoacegiatlinaeih 6180 
Files and filing (documents) : 
current records management in 
by ay Oe ree 6502 
Filling stations, see Service stations. 
Filters and filtration : 
porosity, development of methods 
Pe eee ae 6463 
streams, simple filter dam____---_- 6120 
Finance: 
assistance programs administered 
by Health, Education, and 
Weltate Dept.icW wn cctecsans 6191 


financial management in Federal 
Government, analysis of legis- 
EE iE i eee 5767 
REA telephone program borrowers, 





Planning (excerpts of re- 
| RE ATL ae See 6525 
Finance Committee, Senate : 
DORPIESS «wiih us 5855-57 
aa ee ye eee 5839 
WON bhitc th Bhi dads witdbinwaiis 5839 
eae - licensing and exchange con- 
ee UO TY. Sme See eee 6088 
Fir: 
Douglas— 
partial cutting, behavior of 
ground vegetation_..__.--.__- 6134 
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Entry 


Fir—Continued 
Douglas—Continued 
planting on decayed wood in 



































coastal Oregon__---------~--- 6133 
seed production and dispersal____ 6143 
young-growth, effect of thinning 

on form 6130 

Pacific silver (Abies amabilis), 
heart-rot hazard from logging 

injuries. 6132 

white— 
kiln nrg 3 rate by type of wood. 6141 
segration for kiln-drying, study-- 6140 
Fire-retardant coatings, see Coating 
materials. 
Fires, performance of wood in fires-_._. 6110 
see also Forest fires. 
Fish and fisheries : 
commercial fisheries review, sepa- 

rates 6051-56 

current fishery statistics, CFS se- 

ries 6045-46 

data collected by fishing vessels 

Hugh M. Smith and M/V Para- 

gan in central North Pacific, 

July—Sept. 1958__-_----_--__ 6063 

fishery bulletin 6057 
Passamaquoddy investigations, 
1957-58, report, errata__--__ 6064 
provide better fishing by improve- 
ments on small watershed proj- 

ects 6050 

South Carolina landings____._--_-_ 6046 
special scientific reports, fisheries 

series 6063-68 

me} publications index, ‘ 

1918-55 —_ _- 6047 

Tracy Fish Collecting Facility, effi- 
ciency evaluation___--___-__- 6515 

see also Wildlife—also headings be- 
ginning Fish—Fishing—also 
names or classes of fish. 

Fish and Wildlife Service : 

circulars 6047-50 

fishery technological publications, 

index, 1918-55 6047 

refuge leaflets. 6058-62 
responsibilities and functions_____ 6048 


special scientific reports, fisheries 
series 6063-68 

Fish nets, sink gill-net fishing in New 
England, developments_______ 6053 
6045 





Fish sticks and portions, annual sum- 
ee a eS 

Fisheries, see Fish and fisheries. 

Fishery products, see Fish and fish- 
eries. 

Fishing gear: 

Fall River clam dredge equipped 

with bridles and accumulators 
increases effectiveness in deep 





water. diiadie 
otter-trawling, use for red snapper 
fishing in Gulf of Mexico___-_- 6051 
sink gill-net fishing in New Eng- 
land 
Fishing vessels : 

Fall River clam dredge equipped 
with chain bridles and accumu- 
lators for effectiveness in deep 
water_____ 

sink gill-net fishing in New Eng- 
land 





6055 
6053 
6273 








Flames, research and technological 
work, 1955-56 
Flammable gases, see Gases. 
Flammable liquids, see Liquids. 
Flaps (aircraft) : 
trailing-edge, split, effects on aero- 
dynamic’ characteristics of 
wing-fuselage combination___~_ 
Fleet Ballistic Missile program: 
program evaluation, research task 


6307 


Inpex 





methodology, summary report, 
phase 2 
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6466 





Fleet Ballistic Missile program—cCon. 
project PERT— 


contractor reporting rsonnel 


Entry 


meetings, summary minutes. 6468-69 


coordination task group meet- 
ings, proceedings.___-_-_-_-_---~ 
data processing lesson plan hand- 
book for technicilans______~--_ 
instruction manual, systems, pro- 
cedures 





Flight : 

Air Force, excess eianataed flying, 
cost, GAO review__---------- 

free-flight— 
effects of simulated sonic turbo- 
jet exhaust on drag of twin-jet 
boattail bodies at transonic 
speeds 
heat transfer measurements on 
two 20°-cone-cylinders at Mach 
numbers from 1.3 to 4.9_.---- 
supersonic measurement of heat 
transfer and transition on 10° 
cone with low temperature 
ratio 
hypersonic vehicles, solution for 
oblique shock-wave system in 
real gas including atmosphere_ 
measurements and calculations of 
wing loads and load distribu- 
tions at subsonic, transonic, 
and supersonic speeds____---- 
prohibited and restricted area, defi- 
nition, civil air regulations 
amendment 
stability, effects of modified roll- 
command system___--------- 
studies of roll requirement for 
fighter airplanes____.__-_--_-~- 
X-15 research airplane, measured 
launch characteristics-__...-- 

Flight crews: 
oxygen mask use requirements and 
altitude training, civil air reg- 











6467 
6464 
6465 


6162 


6337 


6317 


6341 


6407 


6324 


5972 
6308 
6339 
6393 


ulations amendments. 5968-69, 5971 


recent flight experience require- 
ments, civil air regulations 
amendment 
Plight simulators, jet reaction con- 
trols for use at high altitude, 
studies “ 
Flint, Mich., census of business, 1958, 
standard metropolitan § area, 
central business district sta- 
tistics _-.-_ 
Floors and flooring, laminated hard- 
wood block flooring, standard 
of trade 
Flora, see Plants. 
Florida: 
census of population, 1960, number 
of inhabitants___.__-__-_----_ 
municipal water facilities inven- 




















tory ais 
road department employees, rela- 
tionship with contractors, 
hearings 
Flotation, characteristics of reentry 
capsule 
Flow: 


axial flow, compressors with hub- 
tip ratio of 0.75 and blades 
having NACA Ag Ign mean lines, 
transonic investigation___-_~- 
base region of axisymmetric and 
2-dimensional configurations... 
boiling fluid, and heat transfer 
studies, progress report._...- 
heat transfer and boundary-layer 
transition on hi +! polished 
hemisphere-cone in free flight. 
heat transfer on lifting surfaces of 
60° delta wing at angle of at- 
tack for Mach number 1.98--- 
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5970 


6325 


5440 


5420 


5498 


6504 


5753 
6376 


6350 
6412 
5394 


6342 


6336 
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Entry 


68-69 
6467 
6464 
6465 


6162 


6337 


6317 


6341 


6407 


6324 
5972 
6308 
6339 
6393 
D, 5971 


5970 


6325 


6350 
6412 
5394 


6342 


6336 
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Entry 
Flow—Continued 
subsonic, continuum and slip flow, 
hot-wire heat-loss characteris- 
tics and anemometry________ 6401 
supersonic— 
aerodynamic heating of aircraft 
components 6335 
external-internal compression in- 
let with abrupt internal turn- 
ing at Mach nos. 3.0 to 2.0, 
performance 6319 
inlets, efficient angle-of-attack 
operation using pivoting-cowl- 
and-spike technique 6322 
jet exhaust and Reynolds num- 
ber effects upon tlow over ver- 
tical stabilizer and rudder_.__ 6327 
viscous, over spiked-nose hemi- 
sphere cylinder at Mach num- 
ber of 6.8, errata.__--___-___ 6365 
Flue-cured tobacco, see Tobacco. 
Fluorescent lamps, see Electric lamps. 
aoe deposits, Northgate dis- 
rict, Colo. 6170 
Flutter “uiserntt) 7 
oscillating control surfaces, hinge 
moment, data at transonic 
speeds 6333 
swept wings at transonic speeds, 
characteristics__._...__-_____ 6332 
Foam, intravascular antifoam A, 
physiologic effects___________ §295 
ad en Hydrographic Office, list. 6201 
“consumption, income and household 
size effects, errata-___._____ 5265 
farm prices and price spreads, sea- 
sonal variation 5273 
fat consumption trends__________ 5180 
food, drug, and cosmetic act, FDA 
‘enforcement and compliance.._ 6070 
prospective world production and 
distribution (address) __.____ 5235 
safety standards, etc. (talk) ._____ 5241 
Food and Drug Administration, FDA 
protecting consumers of foods, 
drugs, cosmetics, 1961_.____ 6070 
Food for livestock, dairy eo con- 
centrate rations fed, 1960___. 5197 


see also names of feeding stuffs. 
Food stores, see Stores. 
Footwear, see Boots and shoes. 
Foraminifera, Upper Eocene 
igocene, from Viti 


and 
Levu, 
6180 





ij 
Force and energy, forces and pitch- 
ing moments and aspect-ratio- 

















8.1 wing-body combination... 6310 

Foreign affairs, see International re- 

lations. 

Foreign Affairs Committee, House: 
committee print.-_.__--------_-__ 5744 
re and studies, foreign 

olicy operations, etc.— 
gulaicleasion RES ae 5648 
expenses, report..__.-._--_--_- 5676 
report 5708 
Foreign Agricultural Service, miscel- 
laneous, FAS M series... 6071-72 
Foreiga aid: 
Chile, emergency relief assistance, 
agreement 6576 
Chile, reconstruction and rehabili- 
tation assistance, proposed 
supplemental appropriation... 5619 
operations, report on various coun- 
ries :  /= = 5771 
program, aspects text of ad- 
dress) 6559 
\Programs under mutual security 
act, investigation— 
authorisation ——* ested pd is Ugdiathons 5648 
pe titeessteteimivcbaicpanch es 5676 
Sorcign Claims Settlement Commis- 
sion, report, semiannual, 1960. 6077 


Do not order from index; see indicated entry 



























































Entry 
Foreign Commerce Bureau, publica- 
TONS, CROCK NS iced 6079. 
Foreign countries : 
officials visiting U.S., Senate Mem- 

bers assistance in responsibili- 

ties of reception.__.._.....__. 5783 
passenger travel to and from U.S., 

1960 6203 
United States operations, report... 5771 
see also names of countries. 

Foreign exchange : 
controls— 
Finland 6088 
Ireland 6090 
Philippines 6091 
Sweden 6089 
United Kingdom 6086 
Foreign policy, see International re- 
lations. 
Foreign relations, see International 
relations. 
Ve, Seer Committee, Sen- 

ate: 

DORTINGS, O00 no cca amamaemeae 5858-68 
investigations and studies, U.S. 
foreign policy, expenses, re- 

port 5784 
reports 5779-80 
subcommittees, membership, juris- 

diction, etc 5867 

Foreign service : 
Department and Foreign Service 

series occ Ou 
operations, report on various coun- 

ries 5771 

Foreign trade, see Commerce—aiso 
names of countries or places. 
Foreign wvod series 6105 

Forest experiment stations, gee names 
of stations. 
Forest fires: 
California, weather severity, 1960. 6136 
control, southern California, effect 

of humidity patterns in coastal 

eS EI en 6138 
weather and computed fire occur- 

rence in western Oregon and 

western Washington, 1960___._ 6129 

Forest lands, see National forests. 
Forest nurseries : 
Severs free, United States, 1960, 
6152 
Hawaii, site investigation, etc., for 
centralized nursery, report__- 6145 
TVA, operations, guide___._.__--- 6594 
Forest plantin, 
cock “walnet i Tor tinber.......2... 5261 
Sitka spruce and Douglas-fir on 
oe wood in coastal Ore- 
6133 
wirtp nasa lands in Pennsylvania’ Ss 

bituminous region_____~----- 6125 
tree planters’ notes_____-_------- 6152 
windbarrier planting report, 1960. 6152 

Forest products : 
carload waybill statistics, 1959... 6218 
fungus defects, list of publications. 6101 
harvesting in Pacific Northwest... 6131 
Forest Products Laboratory : 
aircraft components, publications, 

list - 6115 
reports ---. 6100-11 
technical note. - 6112 

Forest Service, career opportunities, 

nonprofessional__.....------ 5274 

Forests and forestry : 
Arkansas forests. - 6149 
farm planning through linear pro- 

STAMMINE occas akaiasces 6592 
forest inventory statistics, Grain- 

ger County, Ten_..-.-------- 6593 
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Inprx 
Entry Entry 
Forests and forestry—Continued Freight—Continued 
forest survey release, Southern traffic management activities in 
Station 6149 civilian agencies, summary re- 
nee Se ae. Tennessee Valley unos | fvdtia pert a cna 6596 
ee rth. eek ni reight forwarders : 
how our rete serve us__------ 6113 A, cased rights, ete., _— 
insects, California cooperative pest hearings o 
detection haere, 10 6142 carload waybill statistics .......— 6215 
miscellaneous paper, Pacific South- relationships with other carriers, 
weat Station... —. 6136 amend interstate commerce act, 
miscellaneous release, Central Freight rater cost of transportation 
5 ’ . ¢ 
States Station_------------- 6097 by class 1 and 2 motor com- 
sernqional paper, Southern Sta- 6150 |p mon earrier, Central region-_. 6220 
— - requencies, see Radio frequencies. 
research notes— Friendship, establishment with 
Intermountain Station--------. 61 France, convention, text, pro- 
Northeastern Station-----~~- oe tocol, and joint resolution-___ 6566 
Pacific Northwest Station__.__ 6128-34 | Frozen foods: 
Pacific Southwest Station__-~- 6137-42 census of manufactures, 1958, in- 
research paper, Pacific Northwest dustry weno 5454 
ct ee eS 6135 quality, conference report-______-_ 5225 
— ager em program  out- e12 Fruit: 
nes (address) ------------- 7 census of agriculture, 1959_------ 5492 
atatign nate, Central States Sta- fresh, unloads, eastern cities, by 
scent eaten es 6098 commodities, States, etc__-__._._ 5181 
station papers fresh, a meee cities, by ase 
Vortheastern Station_______-_ 6124-25 commodities, States, ete__-___ 182 
Rocky Mountain Station__-___ 6146-47 outlook for 1961 (statement)_--__ 5201 
toeteatons sauere, Pacific Southwest anioies, on packaging trends nen 
GN ERS Ha Sa ES 6143-44} (talk) ~----~----~-~--~--------- v 
tropical forest notes__-_.--__---- 6153 | ,, sce also names of fruits. 
see also Forest nurseries—Forest at oot wove project, operat- 
planting—Forest products— ng principles adopted by Colo- 
National forests——Trees rado, print as House document, 
itional forests—Trees. report 5724 

Form letters, see Correspondence. Fuel : ee GR aT 7 

Forms, blanks, ete. : 1 aircraft, preparation b . 

: i aft, ‘ y thermal re- 

manifold business— action of diborane with tri- 
census of manufactures, 1958, methylborane_____-_____-___ 6321 
industry report, change-.___ 5462] distillate, filterability----------_— 6463 

fe 

— acture, earnings, summary ee Federal supply schedule__________ 6042 

oi Pony en ----------------- 6262] jet, and water systems, microbial 
. nhibitors, erratum_ _----~-- 6462 

Fort, see name of fort, except when resources of U.S., select committee 
+ glia as first name of town, PS  , RO Ne acer ecae 5667 

ieee i isis ead ries ws aguilera mec see also Reactor fuels. 

Fort Wayne, ied. ao of business, Fuel 0 see Reactor fuel ele- 

, Standard metropolitan ments. 
eer general business district — plates, see a fuel plates. 
SR iin via chins cata tnmamiineiént 5441 | Fuel pumps, see Pumps. 
Forwarders, see Freight forwarders. Fuel rods, see Reactor fuel rods. 
Foundations (construction) Fuels, see Fuel. 
airfield and helicopter pavements, Functions (mathematical), see Mathe- 
ete, engineering and design matics. 
OES Tet St eR ala 5949 | Funds, see names of departments, 

Founding, handbook for foundry ete., for which funds are used. 
worker, shape casting of Fungi, protecting bulk-piled green 
aluminum and magnesium al- lumber by dip treatment___-- 6109 
OST ae tiie ae a 5308 see also Aspergilli. 

Foundries, nonferrous, census of Fungicides, amend transitional pro- 
manufacturers, 1958, industry visions of act including nema- 
sepert enon, ae tocides, etc., report-___------ 5699 
1, SP IE A Sa EIS eNS 5467 | Furnaces: 

4-H clubs, using studies as tool in high-temperature, for X-ray diffrac- 
4-H program building (talk). 5992 tometers_--~-.-.-----~.---- 6300 

FPC, see Federal Power Commission. pet L ca rg aces of e201 

France: 1igh-melting-po 1etals_... 628 

convention of establishment, text, Furnishings (household), see House- 

protocol, and joint resolution. 6566 hold goods. 
living conditions__._-____.-_______ 6087 | Furniture, household, Federal supply 
pharmaceutical regulations_______ 6092 schedule ~----~------------- 6035 

Frear, J. Allen, jr., nomination, Fuselage, infonte ten, effect on sore 
PS EL TT 5853 t drag of 52.5° sweptback- 

. wing-bo configuration tested 

Free radicals, reactions for produc- in free- nght at Mach numbers 
tion of ultra _ purity ma f 0.8 t 6352 

= terials, survey of literature... 5302 rom 0 1.5------.---~--- ae ( 

Freedom, see Liberty. G 

Freight: 

carload waybill statistics, 1959— G.A.O., see General Accounting Office. 
agricultural products..._.---.- 6217 | Gages, precision measurement and 
forest products_._.._._--------- 6218 calibration standards, selected 
relief shipments, made for over- CADETS | omen n ket anew sine 6419 
seas subsidy program. __.---- 6218 | Game and game birds, see Wildlife. 
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ntry 


6596 


0873 
6215 


5875 


6220 


6566 
5454 
5225 
5492 
5181 


5182 
5201 


5207 


6109 


5699 


6300 
6291 


6035 


6352 


6419 





Gamma rays, absorbed dose, mix- 
tures of neutrons and gamma 
rays, measurement__-___---~- 

GAO, see General Accounting Office. 

Garfield County, Colo., Rifle Creek 
area, vanadium-uranium de- 
posits — 

Gas, natural, census of minerals, 1958, 

ndustry By 





Gases: 

clearance from cargo tanks, explo- 
sion hazards. 

dissolved, effects of evolution at 
surfaces of heated vertical 
CUUNUCEE, TNOMIB . cnccencc mens 

flammable, safe use and storage on 
SNS Sseiacaicris tolled es pias crptincs ce anse dane 

inert radioactive, use as tracers for 
petroleum reservoir studies___ 

oblique shock-wave system for sur- 
faces at various angles of at- 
tack, sweep, and, dihedral in 
equilibrium real gas including 





SUNPEONME gona -aakeeses- 
Gasifiers, pressure, pilot plant for 
feeding C08) Murry. 50 as 

Gasoline: 
natural gasoline and cy gue plants 
in. U.8,,.dan. 1, 1900..._...... 


safe use and storage = oom anaes 
Gasoline service stations, see Service 
stations. 
Gaston County, N.C., spodumene re- 
covery from pegmatites______ 
Gastropods: 
Archeogastropodia, Mesogastropoda 
and stratigraphy of Ripley, 
Owl Creek, and Prairie Bluff 
formations 
Tertiary and Quaternary, of Oki- 
nawa, description, ete... -_ 
late Cretaceous, in Tennessee and 
Mississippi (series) _.------~ 
GATT, see eneral agreement on 
tariffs and trade. 
General Accounting Office : 
policy and procedures manual for 
guidance of Federal agencies__ 
report, 1960— 
departmental edition.__-__-----_ 
GOCcUMORE CGIVON . ..ccccanecuns 
General agreement on tariffs and 
trade, declaration between 
contracting parties and Polish 
People’s Republic 
General Counsel, Commerce Dept., 
nomination of Robert E. Giles, 
MORGUE Granciannnwemneaathts 
General Counsel, Health, Education, 
and Welfare Dept., nomination 
of Alanson W. Willcox, hear- 
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Entry 
6417 
6171 
5478 
6272 


5392 
5257 
6296 


6294 


6177 
6178 
6177 


6155 


6154 
5575 


6574 


5880 


ing - 5856 
Generative organs, statutory award 

to veterans for loss, payment 

without filing claim, report... 5657 
Generators, see names or types of 

generators. 
Geochemistry, water (series) ---- 6186-87 
Geographic Names Board, decision 

a sninnstiinidsiehieitniitethetennelititieth ainda 6168 
Geographical names, decision list-.__ 6168 
Geography, transportation, research__ 6597 


Geological Survey : 
DUS pe ceanssnectiawioceewss i 
Circulars .......... 
professional papers— 
water-supply papers. 
Geology: 


ash-flow tuffs, origin, ete_____.__ 
Butlalo-Lake DeSmet area, Wyo_- 
Butte Valley praee, Siskiyou 

COUNT, CORT iis cccctcscsinnss eisincsmnee 


Coast Ranges, Cail? mineral com- 
position of stream waters____ 
contributions to economic geology 
(series) ea 
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6179 
6169 


6184 
6187 
6170 








Entry 
Geology—Continued 
contributions to general geology 
OE TOTTI EE a 6172-73 
Northgate weet, CoM... 6170 
shorter contributions to general 
eology (series) .-_------ 0-81 
see also Eocene period—Phosphoria 
formation. 
Geophysics : 
geophysical research papers__---- 530% 
instrumentation for research____ 5305-6 
Geophysics Research Directorate : 
geophysical research papers_-- ~~ 5303 
RE a a a eI 5304 
Georgia, municipal water facilities in- 
WRUOEE  bedindete ieee 6504 
Germanium, dioxide, crystalline and 
glassy, high-temperature heat 
RINE, «ascites enintiercs repeat hese 6283 
Germany, Federal Republic, dollar 
bonds, validation, agreement_. 5775 
Gift tax, see Inheritance and trans- 
fer tax. 
Giles, Robert E., nomination, hearing. 5880 
rill nets, see Fish nets. 
Girls, future employment, suggestions 
SS EES 6618 
Gliders (aircraft: 
certification, delegation option pro- 
cedures, regulations of FAA 
SRRIETIOLOS ..3. ces cacees= 5980 
hypersonic configuration, low-speed 
aerodynamic characteristics, 
wind-tunnel investigation--___ 6311 
Gold: 
exports and imports, summary, 
(| SORE aE ae epee as 5491 
regulations, amendment__-------- 6601 
Gold (money) : 
domestic and international arrange- 
ments, improve and strengthen, 
message from the President... 5604 
United States balance of interna- 
tional payments deficit, study. 5744 
Gorgas Memorial Laboratory : 
audait report, 1990. Wn cnncwncnes 5572 
TOROET, (AOE a dccenidieocnenan= 5572 
Government: 
financial management in Federal 
Government, analysis of legis- 
pO ES ie ns 5767 
organization and _ procedure, ef- 
fectiveness in contest with 
world communism, investiga- 
tion, authorization, report-__._._ 5804 
DUD IOG IE, TING in ccatieptomanieee 6493 
see also Government publications. 
Government contracts: 
cost of recruiting scientists and 
engineers, investigation, re- 
MINIs 2 siknsdech ellen tala aces cil As abdgnn 5751 
Defense Department procurement 
negotiations, lack of competi- 
tion and impact on small busi- 
ness— 

TR iti nee denemeonnene 5781 

fg | jC ERAT NR, Od 5781 
Federal Maritime Board, construc- 

tion-differential subsidy, GOA 
AE venttal bes ouiensoa tails ok aiinenia hen 6161 
project PERT contractor reporting 
personnel meetings, summary 
pS ee ree 68-69 
Renegotiation Board regulations, 
Se ee ee 21 
Government employment, see Em- 
ployment. 
Government offices : 
administrative practice and pro- 
cedure, 

CSNCREM, . DEDSR on cmciniininmmae 5789 
hearings _-. 6885 
administrative procedure act, text. 5983 
aeronautical and space activities, 

investigation, expenses, report. 5785 
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Entry 
Government offices—Continued 
civilian executive agencies, traffic 
management activities, sum- 
mary report and recommenda- 








RUA ae bt Sa aie RENE Ee 6596 
Government organization manual, 

1 61, supplements__--_ 6018-19 
interagency coordination, investi- 

gation, ex , repor 5809 
manufacturing establishments, cen- 

sus of manufactures, 1958, 

supplementary report-_-----. 5477 
policies and procedures, General 

Accounting Office guidance 

manual 6155 
projects, management research and 

improvement, directory------ 5413 


records and papers, disposition, re- 
5690 


5801 





port_ " 
reorganization act of 1949, reenact, 
report 
see also Government supplies. 
Government officials and employees: 
executive pay act of 1956, as 
ex 








, 5707 

occupations, blue collar workers--. 5529 
personnel and pay systems, intro- 

duction for new executives_.__-: 5526 


principal officials in executive 
branch, supplement to Govern- 
ment organizational manual_ 6018-19 
unemployment compensation ap- 
propriations, 1961, supple- 
mental, proposal___-_- eee 
Government Operations Committee, 
House: 
hearings 
investigations and studies, matters 
within its jurisdiction, ex- 
penses, report___------------ 
Government Operations Committee, 


enate : 
activities, 86th Congress, report_. 
financial management in Federal 
Government 5767 
Beatiees: Wits eck 5869-70 
investigations and studies— 
effectiveness of governmental 
organization and procedure in 
contest with world commu- 
nism, authorization, report--_ 
interagency coordination, econ- 
omy and efficiency, expenses, 
report 
permanent subcommittee opera- 
tions expenses, report.__----_ 5810 
reports_ Hs 5801, 5815, 5825 
Government organization manual, 
supplements___--__------- 6018-19 
Government Printing Office, audit 
TO00tL, Seinen eh ce wen nna 
Government publications, price lists, 
Public Documents Division, PL 
series 6492-95 
see also names of departments, etc., 
issuing publications—also sub- 


5607 


5746 





5679 


5825 





5804 


5809 











ects. 
Government reorganization plans, act 
1949, reenact, report-_---- 
Government supplies : 
Defense Department procurement 
negotiations, lack of competi- 
tion and impact on small busi- 


5801 








ness— 
report 5781 
views aaa 5781 
Federal specifications.____.._-_--- 6025 
standards and handbooks, index. 60438 
Federal standard__....-----_---- 026 


‘Federal supply classification hand- 
book— 


groups and classes___.-.._---.- 5912 
numeric index of classes._...___ §913 
Federal supply schedule_..-.-- 6027-42 


Grading of commercial products, see 
names of products. 
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Entry 
Graduates, fellowship program, 1961, 
NSF fellowship awards and 
applicants accorded honorable 
mention 6452 
Grain: 
feed, special price support and 
acreage program for 1961— 
hearings --- 5729, 5845 
message from the President-__._._ 5768 
minority reports._-.--..--.---~ 5670 
M2, ETE 5670, 5697, 5830 
views 5670, 5830 
transportation, research findings 
talk - 5204 
Grainger County, Tenn., forest inven- 
tory. Statistic’... <n 6593 
Grand Rapids, Mich., census of busi- 
ness, 1958, standard metropol- 
itan area, central business dis- 
trict statistics. 5442 
Grand Teton National Park, general 
InPOPMOTON 666mm cnee 6444 
Grand Trunk Western RR, accident_. 6225 
Grants-in-aid : 
administered by Health, Education, 
and Welfare Dept__----__-__ 6191 
agricultural experiment stations, 
philosophy of USDA on Fed- 
eral grants (talk)------_____ 5232 
dependent children of unemployed— 
hearings ~--_ 5758 
PepOre Suwon. cacadn cw game 5669, 5698 
fg ne Re a ny a a 
educational television facilities 
construction— 
hearings 5876 
report __ te OOO 
highway construction, Florida, re- 
lationship between contractors 
and State personnel, hearings. 5753 
practical nurse training, report-._ 5828 
school districts affected by Federal 
activities, annual report______ 
science education, National Science 
Foundation programs____--~-- 53 
training teachers of deaf, etc., re- 
Ol, Sete eee 5827 
unemployment, area assistance— 
ee RANT ES? 5739, 5849 
report 5832 
views 5832 
Grapes: 
muscadine, fruit for the South_.___ 5258 
South Carolina marketing picture. 5199 
Graphite: 
subsurface coatings for fueled 
spheres, report_______-_--___ 5377 
titanium nitride, oxidizable coating 
for high-temperature protec- 
EEE a oe ee ee ee 6392 
Graphs, see Charts. 
GRD, see Geophysics Research Direc- 
torate. 
Grease, output continues upward... 5183 
Great Britain: 
housing, publicly owned, adminis- 
LE RE ee Fe 6512 
licensing and exchange controls_.__ 6086 


Great Lakes, light lists and other ma- 
> ee 5542 
Great Lakes States, reporting labor 
organizations, register, 1960_. 6288 
Great Salt Lake National Park, estab- 
Heh, ROAVONS.. .ccc nea meannow 5871 
Greece, air conditioning and refrigera- 
tion equipment, production, 
consumption, trade...------- 14 
Green River formation, oil shale, ulti- 
mate composition of organic 
materialsc: iiss ade dcewia 6290 


Gregory, Mich., railroad accident... 6225 
Grinding and polishing, use of attri- 
tion grinding process to con- 
vert coarse Georgia kaolins to 
paper-coating clays........_. 6279 
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~ aa 


co Me: in. An... |. aa) 


Ha 
Ha 
Ha 


Ha 
Ha 


5183 
6512 
6086 
5542 


6238 
5871 


5414 


6290 
6225 


6279 





Grocery stores, see Stores. 

Gross national product, relation to 
research and development___~ 

Ground water, see Water supply. 

Grounds, see Public property. 

Guam, organic act, text-__-____----__ 

Guidance systems, optimization prob- 
lems, linear filtering solution__ 

Guided missiles, see Missiles. 

Gulf Coast, coast pilot, supplement__ 

Gully-control structures, study of 
early structures in Colorado 
PROMt DONS. on. nneneiinwin 

Gum chemicals, see Chemicals. 

Gusts, see Winds. 

Gypsum. census of manufactures, 
1958, industry report 


H 


H.E.W., see Health, Education, and 
elfare Department. 


H.O. publications_...._._______ 6193-6201 
Hafnium, bimetal-reduced, produc- 
Oi tinted aecueketndacinn 6297 
Hake, silver hake, morphometric 
a. EE ae DS OE SO 6068 


Geun, 

Hand tools: 
census of manufacturers, 1958, in- 
dustry report 
ed Cen re tam 
Handbooks, see also names of de- 
partments, etec., issuing hand- 

books—also subjects. 


Handicapped, employment, selectfon 
on merit and ability § (re- 
marks) 


Handling equipment: 
seed processing and treating ______ 
storing, transfer, etc., of liquid hy- 
drogen, handbook___________ 
Harbor workers, see Longshoremen. 
Hardware: 
census of manufactures, 1958, in- 
dustry report 
ou (PRE E no 
Federal supply schedule_________ 
Hardwoods, sweetgum blight and die- 
back, evaluation of disease at 
5 aaa Experimental For- 
i EEE lei 
Hardy, Neal J., nomination, hearing_ 
Harmon, Hubert R., memorial lec- 
tures in military history (se- 
1) Re Beit abel eS PE 
Hart Mountain National Antelope 
Refuge, general information__ 
Harter, Eugene C., relief_..-.______ 
Hatcheries, see Poultry—Turkeys. 
Hawaii: 
carriers, through routes and joint 
routes, ROATINEB. <c.n0ccnecna 
census of population, 1960, number 
RL LS ae eats 
coast pilot, supplement... ____ 
forest nursery, site investigation, 
Rg) Ron chin snetnttcn-en ds qn gees casa ts 
Hayford spheroid, see International 
spheroid. 
Health: 
characteristics by area, geographic 
regions and urban-rural resi- 
dence, survey, statistics 
health information series... _ 
Indians, questions and answers___ 
national survey, statisties_....___ 
public, code of Federal regulations_ 
public health bibliography series__ 
radiological handbook...-----_-- 
sce also Mental Health, 
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Entry 


6454 


5748 
6388 
5536 


6147 


5465 


5880 


5468 
5469 


6241 
5250 
53044 


4S 
5469 
6031 


6119 
5852 
5285 


6060 
5640 


5873 


5499 
5537 


6145 





Entry 
Health and Safety Laboratory, fall- 
out program, quarterly sum- 
a Be, ¢ aS 5353 
Health, Education, and Welfare De- 
partment: 
appropriations, 1961, limitation, 
increase, proposal_______-___ 5607 
Assistant Secretary, nomination of 
James M. Quigley, hearing__. 5855 
budget, 1962, amendments________ 5620 
General Counsel, nomination of 
Alanson W. Willcox, hearing.. 5856 
gradual retirement plan_______-~_ 6190 
grants-in-aid and other financial 
assistance programs admin- 
| GR rca lt ee a a 6191 
Under Secretary. nomination of 
Ivan A. Nestigen, hearing_... 5856 
Health insurance, program for older 
persons under social security 
system, message from the Pres- 
WR ianania bash disksieontentoaeicie 5605 
Hearing defects, see Deaf. 
Hearing examiners, selective certifica- 
tion method of appointing, 
Ts a sicestnince kim iewniods 5746 
Hearings, how to conduct, employee 

relations hearings guide______ 6205 
Heart rot, Abies amabilis, hazard 

from logging injuries_______~ 6132 

Heat: 
caloric, conversion into mechanical 

effect, tests in mid 19th cen- 

TSE ET IS RS 6434 

contents and entropies of crystal- 

line and glassy germanium 

ERE ve Eat ek 6283 

precision measurement and cali- 
bration standards, selected pa- 

ee 6419 
Heat exchangers, bibliography__---~ 5426 
Heat of combustion, cerium sesqui- 

oxide and bismuth sesquioxide. 6278 
Heat of formation, cerium sesquioxide 

and bismuth sesquioxide_____ 6278 
Heat transfer: 

aerodynamic— 
flow over spiked-nose hemisphere- 
eylinder at Mach number of 

0 Re EA 6365 

heating of aircraft components__ 6335 
highly polished hemisphere cone 

OR OS a re 6342 

20°-cone cylinders in free flight, 
measurements at Mach num- 

bers from 1.3 to 4.9.._------ 6317 

and transition on 10° cone with 

low temperature ratio, super- 

sonic free-flight measurement. 6341 

at Mach 4.7, effect of flow field 

over blunted flat plates___-- 6391 

basic studies with forced flow boil- 

ing water, progress report__- 5394 

DiONTaPET Loc nc 5426 
effects of dissolved gas evolution 

at surfaces of heated vertical 

eviineers, hetie.....2.....—. 5392 

lifting surfaces of 60° delta wing 

at angle of attack for Mach 

EE 2 Ge noe a 6336 

thermal conductivity of air up to 

500 K, experimental and 

theoretical a rong ve oe 6389 

unswept blunt plates in helium a 

high Mach numbers____----- 6390 
Heating, see Aerodynamic heating. 

Heating apparatus and supplies, ex- 

cept electric and plumbing fix- 

tures, census of manufactures, 

1958, industry report.__----- 5470 
Heavy water, isotopic composition... 5337 
Heliports, structural foundations, 

pavements and drainage facili- 

ties, engineering and design 

ps RRR iy aS\  aa aES 5949 
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Entry 


Helium, production, at Mines Bureau 
ant, Keyes, Okla_____--_--_ 6275 
Hepatitis, infectious, outbreak among 


chimpanzee handlers___---~~ 5301 
HEW, see Health, Education, and 
Welfare Department. 
Hexachlorophene : 
resistant mutant of Escherichia 
co — 
chemical and physical agents 
| SCE aes 00 
cross-resistance and filament 
reversal studies____---_-_-_~-~ 299 
isolation and characterization__ 5298 
High-school students, see Students. 
High schools: 
enrollment, teachers, schoolhous- 
ing, fall 1960, statistics_____ 5929 
offerings and enrollments in science i 
and mathematics, 1958__---~ 5934 


social climates, how they affect stu- 
: dents’ academic achievement_. 5937 
Highways, see Roads and highways. 








Historie sites publications, price list. 6492 
Hodges, James D., relief____-_---_- 5627 
Hogs, how do your hogs grade ?__-__ 5264 
Holidays, investigation, authorization, 
DODORG. ie pedis came = 5807 
Home of Franklin D. Roosevelt Na- 
tional Historic Site, general 
SREOTINOTIOND cei neem nnn 5445 
Honeylocust, see Locust trees. 
Hooks, aircraft-mounted arresting, 
feasibility tests___...-----_- 6522 
Hops, stocks, Mar. 1, 1961_-------___ 5209 
Hospital facilities, Veterans, see Vet- 
erans hospitals. si 
Hospitals : 
electrical facilities_._._._._-__--_-_-_ 6501 
general, with prrehistrie facilities, 
mentally ill patients_________ 6430 
see also Veterans hospitals. 
Hot air engines, see Caloric engines. 
Hot-wire heat-loss characteristics and 
anemometry in subsonic con- 
tinuum and slip flow-__---:. 6401 
Hours of labor : 
fair labor standards act, extend 
coverage— 
i ne ae en 57438, 5895 
report 5712 
cee, PE LR OE PEALE ENTS 5712 
union, local transit operating em- 
ployees— 
departmental edition--------__ 6256 
document edition__-_____---___ 5603 
House Administration Committee, 
ouse : 
PROGR. TOO bee meee ccc ee 5677 
reports______._ 5671-86, 5689, 5717- 27 
House bills_ 5566 
House documents__-_-_-------- 5567- 5621 


House manual, see House of Repre- 
sentatives. 
House of Representatives : 
delegation to conference of NATO 
parliamentarians, Paris, 1960, 





OO OP a ee te 5706 
former Members, gratuitous copies 
ee congressional record, re- 
fh OS 5816 
sourkal, 86th Cong., 2d sess______ 5565 
RID pisses suck chk niin dines inte meme 5567 
Members, clerk hire allowance, in- 
crease, report..__----------- 5717 
Postmaster Office, additional la- 
BOPGl, PEDO T Ce ncn emcwweneene 5720 
House reports: 
DPRW IU SITEED asec eececcas oso entecienacno spans 5622-41 
OS AIT ETT 5642-5728 
Household goods, furniture, Federal 
supply schedule._----...----- 4 
see also Furniture. 
Households, size, effects on food con- 
sumption, errata___..-.----- 26 
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Houses, residential property surveys 
in conservation areas--__---- 
Housing: 
administrative regulations under 
National houses act— 
housing for the elderly mortgage 
insurance 
nursing homes 
surance 
— housing mortgage insur- 
OT aE AEST ASE ek RI 
code of “wederal regulations______ 
investigation— 
authorization, 
ee ers 
national policy, message from the 
President 
public and private, investigation, 
extension, reports___---_ 5s 
publicly owned, administration in 
Great Britain, Netherlands, 
and Sweden..222.2..4-..5.. 
Housing and Urban Affairs Depart- 
ment, establish, message from 
the President 
How our laws are made, reprint, re- 





mortgage 


OS eRe PRG ERT TS lg Si eGR 

How to buy surplus personal property 
from Army, Navy, Air Force, 
Martie Conon. oo Ga senucenns~ 

Hugh M. Smith (fishing vessel) : 

oceanographic, biological, and fish- 
ing data collected in central 
North Pacific, July—Sept. 1958, 
comparison with previous 
years ics 
Hulls (ships) : 
molded composite for boat hulls, 
research report-_-------~--- 
steel, inspector’s handbook__----~- 

Human engineering, literature on 
stress, abstracts_.-._.------- 

Human race, see Man. 

Humidity : 

coastal mountains of southern Cali- 
fornia, patterns at middle ele- 
RN heii tn Sons sctasiao nian Aten er 

using crop residues on soils of 
humid area 

Suntiog, improved by developments 
on small watershed projects__ 

Hydraulic fracturing, see Petroleum. 

Hydraulics : 

basic studies with forced flow boil- 
ing water, progress report___- 
model investigation, Oahe Dam, Mis- 
souri River, outlet works___- 

Hydroelectric power plants, sce Elec- 
tric power plants. 

Hydrofoils, high-speed, with parabolic 
thickness distribution and as- 
pect ratio of 3 hydrodynamic 
characteristics 

Hyeropee: n 

liguic 
Vandling oouipenens, handbook~ 
production and handling hazards_ 

Hydrogen isotopes, water analysis_—- 

Hydrographic Office, H.O. publica- 








Entry 
6604 


5996 


5996 
6007 


5652 
5674 


5618 


800, 5808 


6512 


5618 


5722 


5916 


6063 
6117 
6537 
6461 


6138 
5256 


6050 


5394 
5953 


396 


5304A 
6281 
5337 


DB Seneca ne wen ne 6193-6201 


tion 

Hy Py gee Water. 

Hypsometers, for constant-level_bal- 
loons, to measure atmospheric 
pressure in stratosphere__-_-- 


1.C.C., see Interstate Commerce Com- 
mission. 

ICBM, see Missiles. 

ICC, see Interstate Commerce Com- 
mission. 

Idaho, municipal water facilities in- 
3 - ee 

Idaho Falls, Idaho, explosion, SL-1 
reactor, report.__---------.. 
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5996 
6007 


5652 
5674 


5618 
5808 


6512 


6068 


6117 
6537 
6461 


6138 
5256 


6050 


5394 
5953 


6396 
5304A 
6281 
53387 


3-6201 


5306 


6506 
5407 








Aprin 1961 


Idaho Springs, Idaho, joints in Pre- 
Cambrian rocks__----------- 

Ignition, electric spark in carbon-vane 
EE Soo nccsas Resadibes tase ene armor 

Immigration and emigration, refugees 
and escapees from Communist 
tyranny, emigration problems, 
investigation, authorization, 
a 

Impact, high-velocity, into nonmetal- 
lic targets, correlation of data 
for metallic and nonmetallic 
SE eS 

Imports: 

——- classification, schedule 





total trade of U.8_.............. 
United States balance of interna- 
tional payments deficit, study_ 
see also names or Classes of articles 
imported—also names of coun- 
tries, ete. 
Inauguration of the President, see 
President of United States. 
Income : 
changes, effects on food consump- 
WRT, Ol ORs ih ctinnm eee ne 
farm family, increasing (address) - 
tax returns statistics— 
corporation, 1958-59 
fiduciary, gift, and estate, 1958_ 
Income tax: 
double taxation, convention with— 
EATOO), VOR bn ntincmnnmamenanee 
United Arab Republic, text..--- 
form for organization exempt, reve- 


nue ruling, supplement__--__ 
returns, statistics, corporation, 
ID aha erntscertingrste Bieinee nies 
Indexes : 
civilian power reactor program_-_-_ 
Federal specifications, standards 
and handbooks__------------ 
fishery technological publications, 
microfilm, summary technical re- 
BOTT OF Min cananenaacienigne 
Naval Training Device Center pub- 
NED i ibincatingienme nie me 
Navy directives system, unclassified 
MAMISECIIOUS nncscnehehacwne 
technical standard orders.._-~---- 
PRU DNN Rs His wiidddcecenemcas 
Indexing : 
scientific information, report— 
BOGS... occ cnentaahexetim 


additional copies, report-___---- 
India, west coast, sailing directions, 


a cig tis eee sean 
Indian — heirship land study, re- 
DOT. atone cieitindiaienns daw 
Indian Ocean, south, sailing direc- 
TORR, CANO... .ncticcanascce 
Indian wars, veterans, outpatient 
medical care, report.....---- 


Indiana, census of business, 1958, se- 
lected service trades, errata___ 
Indianapolis, Ind. : 
census of business, 1958, standard 
metropolitan area, central 
business district statistics____ 
occupational wage survey— 
departmental edition...-..- -- 
document edition-.....------ 
Indians : 
education, health, 
and 
Southern Plains, 
round 
see also headings beginning Indian. 
Indonesia, national higher technical 
education, trends......-_____ 


ete., questions 


historical back- 


Do not order from index; see indicated entry 


XUM 


Entry 


6181 
6370 


5797 


6395 
5480 
6094 
5744 


6211 
53897 
6043 
6047 
6490 
6460 
6475 


5978 
6482 


5770 
5834 
6197 
5749 
6198 
5660 
5452 


54438 
6252 
5583 
6204 
6209 


Entry 
Industrial agreements, voluntary, un- 
der defense production act, 
Attorney General's reports, 
POCO nc nena anna aime 5854 
Industrial arts, education, issues and 
problems identified at confer- 


Industrial relations: 
improper activities investigations, 
SRS Gatien bidedtoleeuooe 5815 
labor management reporting and 
disclosure act of 1959, infor- 


mation document____________ 6237 
Industry : 
current industrial reports______ 5481-85 
personnel security program, back- 
ground Materisis...c..0s-cuo 5894 
U.S. industrial outlook for 1961__. 5430 
see also Manufactures and manu- 
facturers—also names of in- 
dustries. 
Inflation (finance): administered 
Prices) NOATIMNGRs 2c ccc cece 5882 


Information services : 
Post Office Department, IS series_ 6485-86 
United States programs, investiga- 


tions— 
authorization, report________-__ 5648 
SUPONNUNG TOO ait ecnccc neu 5676 
world trade— 
economic reports.__.......... 6081-84 
operations reports__._._______ 6085-92 
statistical reports_____._____ 6093-95 
Information storage and retrieval 
systems: 
Federal and noen-Federal programs, 
a report— 
ROT a, 5770 
additional copies, report________ 5834 
Inheritance and transfer tax: 
coordination of State and Federal 
inheritance and gift taxes, 
i ete ae ea 5172 
double taxation, convention with, 
CORN: VON csmitiieccnanes 5778 
returns, 1958 statistics of income. 6210 
Inlets, see Air inlets (aircraft). 
Inner tubes: 
Federal supply catalog_.-____---- 6027 
pneumatic, except aircraft, Federal 
supply. schedule... ....cccene 6028 
Inorganic compounds, census of man- 
ufactures, 1958, industry re- 
Di lutivndicndeaeliniindacctbakew 5463 
Insect pests, see Insects. 
Insecticides : 
amend transitional provisions of 
act including, nematocides, 
OERi5, DOROIG diss actinsiticemmmiinicia 5699 
recommendations for the control 
of insects attacking crops and 
livestock for 1961_....._____ 5249 
safe use and storage on farm_____ 5257 
see also Pesticides—also names of 
insecticides. 
Insects : 
control— 
crops and livestock, insecticide 
recommendations for 1961__. 5249 
entomological contributions to 
human welfare (paper)... _ 5229 


cooperative economic insect report. 5227 
forest, California, cooperative pest 


detection reports, 1959... __ 6142 
not known to occur in United 
ne WP OR ORR RS EL iE 5227 
polyhedral viruses, methods of col- 
lecting and processing... 6122 
see also Pests. 
Inspection 





5938 


industrial), see names of 
articles, etc., inspected. 
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Entry 

Installations (military) : 

Army Chemical Center, Edgewood, 
‘ud, maintenance and con- 
struction projects, expendi- 
tures, GAO review.--~------- 6163 
concrete for military structures, en- 
gineering and design manual__ 5947 
construction authorization— 
hearings 5736 
report 5695 
Instrumentation : 
and controls study for PM-1 nu- 
clear power plant----------- 5358 
geophysics and astronautics__-~- 5305-6 
nuclear effects measurement, 
French underground shelters__ 5403 
research papers 6420 
Insulation : 
acoustical material, standard of 
trade. 5429 
electrical, high-temperature insula- 
tion for wire 5309 
structural airframes, radiant-heat- 
ing experiments 6344 

Insurance, industry, investigation, 
hearings 5888 

see also types of insurance. 

Insurance companies : 

foreign, operations in U.S., investi- 
a esa rece a PE ISS " 5888 

e, farm-mortgage lending experi- 
spe ie ee 5216-17 

Insured banks, see Banks and 
banking. 

Interagency Records Administration 
Conference, 1960-61 season, 
meeting. 6444 

Inter-American Development Bank, 
operation and policies, Apr. 1, 
1958—Mar. 31, 1960___----__ 5588 

Inter-American Hconomic Conference, 
Bogota, Sept. 1960, report__.. 5859 

Inter-American Fund for Social Prog- 
ress, appropriation, message 
from the President___-----~- 5621 

Inter-American republics, see Amer- 
ican republics. 

Intercontinental ballistic missile, see 
Missiles. 

Interior and Insular Affairs Commit- 
tee, House: 

hearings, etc 5747-49 
investigations and studies, matters 
within its jurisdiction— 
authorization, report__.-_--__- 5662 
expenses, report-_.----------~ 5678 
WSDOT Sack tk adobe nin 5691, 5713 
Interior and Insular Affairs Commit- 
tee, Senate: 
hearings es 5871 
investigations and studies, matters 
within its jurisdiction, ex- 
p , report 5786 
report 5826 
Interior Sognenent ; 
code of Federal regulations... 6012 
saline water research development 
progress report__.---.-_-___ 6207 

Intermetallic compounds, see Metals. 

Intermountain Forest and Range Ex- 
periment Station, research 
note___-_ 6114 

Internal revenue: 

code of 1954, as amended, text... 5759 
refunds and credits of taxes, re- 
port 5609 
Internal Revenue Service: 
Commissioner, nomination of Morti- 
mer M Caplin, hearing_____- 5856 
ruling on fii‘ne return of organi- 
zation exemp: from income tax, 
suppl t ---. 5990 

Internal Revenue Taxation Joint Com- 

mittee, internal revenue code... 5759 


Page 128 








Entry 
Internal —— see National se- 
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eens 68 agreements, in force, 
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6585 
International Astronautical Federa- 
tion, meeting, report---_----- 5756 
International Bank for Reconstruc- 
tion and Development, opera- 
tion and policies, Apr. 1, 1958— 
Eagle | | Sa RS cr 5588 
International Conference on Public 
Education, 23d meeting, sum- 
mary 5931 
International cooperation, economic 
cooperation series-__....--~- 6556 
[International Cooperation Agency, op- 
erations, report on various 
countries. 5771 
International Development Associa- 
tion, operation and policies, 
Apr. 1, 1958—Mar. 31, 1960___ 5588 
International exchanges, educational 
and cultural exchange-of-per- 
sons programs___---_-_----_ 6564 
International Finance Corporation, 
operation and policies, Apr. 1, 
1958-Mar. 31, 1960_______ 5588 
International Monetary Fund, opera- 
tions and policies, Apr. 1, 
1958—Mar. 31, 1960_---___ 5588 
International organizations: 
activities in which U.S. partici- 
pates, investigation— 
authorization, report--_____--~_- 5648 
exp , report -- 5676 
International Passamaquoddy Fish- 
eries Board, scientific report 
(series) - 6067 
International postal service, general 
information 6485 
International relations: 
code of Federal regulations____-_~ 6006 
educational and cultural exchange 
programs e 6564 
effects on U.S. policy of political, 
economic, ete., trends in 
Japan 5865 
foreign affairs excerpt from state of 
e Union message____---__-__ 6562 
foreign policy of U.S.— 
American foreign peter, current 
documents, 1957-..-----_-_- 6554 
studies, compilation, print as doc- 
MMORT, TOOT a ccnaceeanscwse 5727 
foreign policy operations, ete., in- 
vestigation— 
authorization, report-_---.---- 5648 
expenses, report-...._-_--__-_- 5676 
foreign policy study, expenses, re- 
ort 5784 
general foreign policy series_._._. 6560-62 
international information and cul- 
tural series - 6564 
legislation on foreign relations, 
compilation, print as docu- 
Ment, ¢ POPOPE uw. ce ckenns 5835 
role of public (address)_-_..-____ 6560 
United States relations with Latin 
American countries (address). 5263 
International spheroid, latitude func- 
tions, radii of curvature, 
DOO nin coarse g silenaeibatatppigs ti mbebiuh dota 5330 
International trade, see Commerce— 
also names or classes of com- 
modities, 
International Travel Office, establish, 
report. 5877 
Interparliamentary activities, Senate 
Members participation, con- 
tinue, report..-.------.~--- 5783 
Interstate and Foreign Commerce 
Committee, House: 
DEAT cncadbadbcccaswnccdsane 5873 
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Hntry 
Interstate and Foreign Commerce 
Committee, House—Continued 
investigations and studies, matters 
within its jurisdiction— 














authorization, report---_..---- 5651 
expenses, report-__---------~-- 5680 
reports 5694, 5703 
Interstate and Foreign Commerce 
Committee, Senate: 
Hearings, 6b. — ns 5873-81 
investigations and studies, matters 
within its jurisdiction, ex- 
p | POROP Eni eke nasae 5811 
Ee 5819-23, 5837, 5878 
Interstate commerce, see Commerce. 
Interstate commerce act, see Rail- 
roads. 
Interstate Commerce Commission: 
decisions (bound reports) ----- 6221-22 
loan guaranty authority, extend 
termination date, reports_._... 5703, 
5710 
report, 1960— 
departmental edition__-...---- 6214 
document edition-------_--~--- 5573 
Interviewing, social security, as prac- 
ticed in administration of old- 
age survivors and disability in- 
EES Pe 6476 
Inventions, independent inventors and 
patent system, study__------ 5887 
Inventories : 
cyclical movements in textile indus- 
try 5421 
livestock and poultry, 1961___--_ 5195 
municipal water facilities_._..__ 6503-6 
preliminary inventories series___.. 6415 
real property owned iy ; 
threughout world, 1960_----- 6167 
Investment companies, small business, 
recommended system of ac- 
count classifications._._...._ 6541 
Investments : 
encouragement, convention with— 
eg: EE a Tees 5773 
United Arab Republic, text-._...§ 5772 
Ionization chambers, free air, design, 
0 eee art 6416 
Ionizing radiation : 
effects on human central nervous 
NRE eC ay I 53388 
radiological health handbook. .___ 6510 
Ions, source for molecular effusion 
oc | eS Ne ee a 5354 
Iowa, — water facilities inven- 
Daisies sia kcens tans aati ee adincocbexeae> 6505 


Ips sean, see Beetles. 
Iraq, economy, basic data .----__- 
— licensing and exchange con- 


6082 





[oo SE ae ae 6090 
Iron: 
method for determination in zinc- 
CS ee rear 6292 
ores, Lake Superior__.---.------. 6277 
radiochemistry 5370 
structural, operations formulas, en- 
gineered performance stand- 
I ech ie dlibsanctias Stile ebensountuen desihee 6621 
Iron ores, see name of special iron ore, 
e.g., Taconite. 
Irradiation, see Radiation. 
Irrigation : 
effect of withdrawals on stage of 
Lake Washington, Miss____-- pad 


tobacco 525 
Is series, Post Office Department__ $485-86 
Isostatic’ pressing of UO, in high tem- 
perature metals__....-..-._- 82 
Isotopes : 
in world industry, abstracts of se- 
lected foreign literature______ 
interange in dispersion type fuel 





5375 
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Entry 
Isotopes—Continued 
radioisotopes— 
in agriculture, bibliography__.. 5385 
radioisotope-fueled turboelectric 
power conversion system, sum- 
TUE icra: acces anaepssinp spuaehtags seerrneines 5361 
see also names of isotopes, e.g., 
Strontium. 
Israel : 
double taxation convention, text._._ 5773 
grant for nuclear research and 
bm Sted equipment, etc., agree- 
ER Rte EE 6579 
Italy, abouts energy cooperation for 
mutual defense purposes, agree- 
SEs TI vectciicenatpraeerieeearn 5560 
Iwakuni, Japan, Marine Corps Air 
acility, supply management 
activities, GAO review_______ 6165 
J 
Japan: 
economy, relations with U.S., etc., 
report__ 5745 
oyster drill food preference and 
rate of feeding, study___-____ 6066 
political, economic, ete., trends and 
their relation to U.S. foreign 
policy, study report______-__ 5865 
United States Army Japan Depot- 
Complex, activities, GAO re- 
view den 6164 
oe a” ae 6228 
Jefferson’s manual, text_______-- 5567, 5765 
Jet airplanes, see Airplanes. 
Jet engines, see Engines( aircraft), 
Jet fuels, see Fuel. 
Jets: 
exhaust and Reynolds number 
effects upon flow over vertical 
stabilizer and rudder________ 327 
propulsive twin-jet boattail bodies, 
free-tlight effects of simulated 
sonic turbojet exhaust on drag 
i nina at transonic 
I na reacticatence sc ncees eterna 6337 
shattering, critical conditions._._. 6384 
Job analysis: 
Air Force specialties— 
evaluation, familiarity effect... 5318 
methods of rating-scale construc- 
tion lines 317 
reliability of job evaluation ratings 
as function of number of 
raters and length of job de- 
III x. cccteatniiteys cinccesaenenerinnee 5315 
Jobs, see Employment. 
John Ericsson and age of caloric.._...§ 6434 
Johnson, Essie V., relief__.._._._----- 5689 
Johnson & Johnson, aircraft accident. 5509 
Joint Chiefs of Staff, JSC pub. series. 6228 
Joint committees, see Printing Joint 
Committee, 
Joints: 
precambrian rocks, Central City- 
Idaho Springs area, Colo. _- 6181 
transition, welding procedure be- 
tween heavy forged sections of 
Cr-Mo steel and type 316 stain- 
less steel__ 5839 
Journals ; 
House of Representatives, 86th 
a EY ee ees Saree 5565 
journal of research of National 
Bureau of Standards, papers. 6420 
Judge Advocate General, Army, legal 
service pamphlet________-~ 5323-25 
Judge Advocate General, Navy or- 
ganization and functions of 
RE aE i ee 6459 
Judicial Conference of United States: 
eae of regular annual meet- 
ing, 1960— 
eupetbaennst CONGUE. aliwsins 5171 
document edition..-........--. 5599 
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Entry Entry 
Judiciary Committee, House: Keyes, Okla., Mines Bureau Helium 
investigations and studies, matters Plant, production____---_ ~~ 75 
within its jurisdiction— Kiln-drying, see Kilns. 
authorization, report_____----- 5647 | Kilns: 
expenses, 1, BOS 5681 drying of segregated white fir_._ 6140-41 
report ~- 5622-41 drying periods for 1-inch lumber, 
Jeaitary Committee, Senate: tables. 6112 
hearings, etc 5882-94] Kim Hyoung Geun, relief___-___-_-~ 5622 
investigations and studies— Kinetics, equations in classical me- 
administrative practice and pro- chanics (problems of a dy- 
cedure in Federal agencies, ex- namical theory in statistical 
penses, report____-_____-___-__ 5789 physics) 303 
antitrust and monopoly laws, Knitting mills, census of manufac- 
administration, expenses, re- tures, 1958, industry report.. 5456 
port 5790] Kojic acid, production with Aspergil- 
constitutional amendments, au- lus flavus sis 8323 
thorization, report____----~_- 5795 | Korea : 
constitutional rights, expenses, Republic— 
report 5791 loan of vessels, agreement______ 6582 
Federal charters, holidays and surplus agricultural commodi- 
celebrations, authorization, re- ties, agreement____-_____--_ 580 
port 5807 | Korean War, 1950-53, veterans, see 
Federal judicial system, ex- in main alphabet, Veterans. 
eS 5793] Kuwait, passport visas, agreement_. 6583 
internal security law, etc., ad- 
ministration, expenses, report. 5788 L 
juvenile delinquency, expenses, POI viicec as cbbpecwmsce cin 5512 
report 5787 | Labor: 
national penitentiaries, expenses, code of Federal regulations____~_- 6008 
repor 5794 40-plus workers, improving job op- 
Patent Office administration and portunities, guide to commu- 
patents, etc, statutes, ex- nity action 6230 
Sn, CNG 5798 RON RNR ra die ieee min 6246 
refugees and escapees from com- labor force— 
munist tyranny, authorization, employment in 1960, annual av- 
report 5797 erages and year-end review__ 6242 
revision and _ codification of work experience of population in 
statutes of U.S., authorization, . CU) EE SA EE 6259 
report 5792 monthly labor review, reprint-__. 6259 
trading with the enemy act, etc., see also Migrant labor—Unem- 
expenses, report._.__.___._____ 5812 ployed. 
Justice Department: Labor and Public Welfare Committee, 
Assistant Attorney General, nomi- Senate: 
nation of— additional professional staff and 
Clark, Ramsey, hearing__-_-~--- 5893 clerical assistants, report——_— 5806 
Katzenbach, Nicholas de B., hear- Hearings, Stew so 5895, 5897-98 
ing 5892 investigations and studies, “migra- 
Loevinger, Lee, hearing_______- 5890 tory labor, authorization, re- 
Marshall, Burke, hearings__-__- 5889 oh SE US eer ee aes 5836 
Miller, Herbert J., i hearing... 5886 | ar 5827-28, 5840 
Oberdorfer, Louis F., hearing-. 5891] Labor Department, appropriations, 
budget, 1962, amendments____--~ 6617 1961, supplemental, proposal_ 607 
judicial administration, code of Labor force, see Labor. 
ederal regulations.__._.___-__- 6008 | Labor management relations act, sce 
opinions of Attorney General___._ 6229 Industrial relations. 
Juvenile delinquency, investigation, Labor organizations, see Labor 
exp » report. 5787 unions, 
Labor standards: 
K fair labor standards act— 
Kansas: amend— 
census of population, 1960, number ees oS ee 5743, 5895 
or annevitants.... ne 5500 PROONe coc nanseun ai eaccueine 5712 
a water facilities inven- WARNE pape a hex naan asics ei etin coe 5712 
Ca RS Se 6505 child agricultural labor excep- 
Kansas “City, Kans., census of busi- tions, eliminate, hearings_-_-__ 5898 
ness, 1958, standard metro- migrant farm labor coverage, 
olitan area, central business ee, eee eel A ae ae 5898 
istrict statisties__......___ 5444] Labor Standards Bureau, bulletin... 6240 
Kansas City, Mo., census of business, Labor Statistics Bureau: 
standard metropolitan BLS report series__._.-----~--- 6243-46 
area, central business district DUUOUOS aneccocucasscuccnanss 6247-56 
ST RE eas aad oe 5444] Labor unions, reporting labor organi- 
Kaolin, Le a conversion to paper- zations, register, Southeastern 
coating grade aay by attrition BORE... nineidesnaanwGkes 6239 
grinding process._...__-__-. 6279 see also names of unions, 
Kattegat, lights and ies signals, list. 6201] Laboratories, see names of labora- 
Katzenbach, Nicholas de B, nomina- tories or places where located. 
tion, hearing BREET ER ee ee 5892 | Lake, see name of lake, except when 
Kemper County, "“Sies., titanium, re- occurring as first word of 
connaissance__--_______--.__ 6285 name of town, ete. 
meme John F., see President of Lake County, Calif., Sulphur Bank 
nited States. Mine area, ammoniated ther- 
Kentucky, municipal water facilities MA) WHT B nnn cepesnncmdnswn 6186 
SRI cnuvinensomninisemsntrtshdccesksiote 6503 | Lake States, see Great Lake States. 
Kerosene, safe use and storage on Lakes, see names of lakes, 
farm 5257! Laminated hardwood block flooring... 5420 
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Laminated materials, see Plastics. 
Lampreys, sea lamprey, embryological 
stages and effect of tempera- 
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Entry 


ture on development____~-_~- 6057 
Land, management, use, etc. (talk). 6553 
see also Public lands. 
Land banks, see Federal land banks. 
Land-grant colleges, let’s take high 
road (address) ~---_-------~- 262: 
Land reform, Latin America, prob- 
lems and reform movements 
(address) ae 6563 
Landing (aircraft) : 
characteristics of reentry capsules. 6376 
gas-filled bags as deceleration de- 
vice for soft landings of ve- 
hicles, analytical study__---- 6411 
visual distance computer, design 
aioe evaluation testing pro- 
Sy OE SE eee 5305 
Laths, pice lath (expanded and 
sheet), simplified practice rec- 
Geneon .. 3-5 es 5428 
Latin America: 
land problem in Americas (ad- 
| RE ES EI es ears eas 6563 
study mission report-___--_-----~ 5708 
trade, new developments affecting 
(epeeok notes) =... = 6074 
Latitude functions, see Mathematics. 
Launch characteristics of X-15 re- 
search airplane as determined 
TURE, ARE a aan 393 
Laundry and laundries, power laun- 
dries, wage structure--__---- 245 
Lava Beds National Monument, gen- 
eral information___._-----~__ 6446 
Law: 
how ae laws are made, reprint, 
A EGE ASS AE TOD an 722 
Judge. Aa "0 legal service, Army 
Maia tae iabals sc uintetemrekeeiocs 5323-25 
evi Jade Advocate General Of- 
fice, organizations and func- 
MONE acdacucendbanien saa aams 5459 
procurement legal service, “Army 
a ae ace 5328-29 
see also Codes of law——also sub- 
jects. 
Laws, see Codes of law—Law-—Tar- 
iff—also subjects. 
Lawyers, opportunity in Agriculture 
SPOR TONGN. oon cee ee 5275 
Lead, method for determination in 
zine-base alloys-___--------- 6292 
Leaflets, see names of departments, 
ete., issuing leaflets—also sub- 
jects. 
Legal services, see Law. 
Legislation, financial management in 
Federal Government, analysis. 5767 
see also subjects. 
Lettuce, California, shipped by rail, 
effects of delayed initial salt- 
ing on transit temperatures_. 5185 
Liberia, military mission, agreement. 6584 
Liberty, heritage of freedom (ad- 
| eT yen 6232 
Libraries, see names of libraries or 
places where located. 
Library of Congress: 
archive of recorded poetry and lit- 
erature, checklist........---- 6265 
publications, list.............<<= 6495 
report, 1960— 
departmental edition.__...-_-- 6264 
document edition. _..-----_---~ 5569 
Libya, defense operations, agreement. 6578 
Licenses : 
licensing controls— 
UMRRIRTNEL  cascccuatin ghee tses ta wit eninge ca mongtial de 6088 
LO | Te eee 6090 
PRI DIN OD inrasase ncimmemnisne 6001 
TEE LER 608 
United Kingdom... ----.-.~ 6086 
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Licenses—Continued 
reactor facilities, AEC procedures, 
(NIN RIN Gs incik ar nw ad sonst ots 
Life insurance: 
individual investments in reserves, 








Entry 


(0 See 5993 
national service— 
new modified life plan for pol- 
icyholders, report______---_~_- 5654 
special dividends for certain pol- 
icyholders, report-___-_---_- 5702 
Life insurance companies, see Insur- 
ance companies, 
Lift (aircraft) : 
characteristics of wings with ar- 
row and  wmodified-diamond 
plan forms combined with sev- 
eral different bodies__.__--__~- 6362) 
Lights and lighting: 

Coast Guard list— ’ 
Great Lakes 5542 
Mississippi River sy atone 5543 
Pacific Coast and islands_______ 5541 

Hydrographic Office, list-___.--_- 6201 

Lincoln, Abraham, first inaugural, 
00th anniversary, joint com- 
mittee to commemorate, re- 
2 LT SET eet eae 5665 
see also Abraham Lincoln Birth- 
place National Historic Site. 
Lindane, use for control of western 
pine and ips beetles________-_ 6139 
Linder, Harold F., nomination, hear- 
DE oe eee aeelmitiniee 5851 
Linters, see Cotton. 
Liquefied petroleum gas, safe use and 
storage on farm--__-____-__- 5257 
Liquid metals, see Metals. 
Liquids, flammable, safe use and stor- 
age OM Terns s ios fs 5257 
Lists, see subjects of lists. 
Literature: 
Gulf of Mexico menhaden, review. 6065 
recorded, check list-_.__.__-___.. - 6265 
Livestock: 

census of agriculture, 1959_______ 5492 

indust®y; Capagnen<cscui ac 6072 

insecticide recommendations for 

MESSE Nene Ba 7 Soe Se a a eg 5249 
iInventOsy; WOhsc secs cee eun 5195 
outlook for meat animals in 1961 
4 3) ae as ee 5202 
receipts at public markets, 1960_. 5205 
Living conditions, see Cost and stand- 
ard of living. 
Living costs, see Cost and standard 
of living 
Load (mechanics) : 
aerodynamic, wings at subsonic, 
transonie, and supersonic 
speeds, flight measurements 
and calculations____.___-___- 6324 
external stores at transonic and su- 
personic speeds__.--~____-~~- 6331 
moments and reactions for rectan- 
BUILT: DISOR Sis — ss carineans 6516 
random loading effects on fatigue 
life of notched cantilever-beam 
specimens of SAE 4130 nor- 
pe a) begieagipre a ey nee eee 6378 
store loads at supersonic speeds, 
effects of configuration varia- 
SE Sa ae Sa 6329 
structural-loads surveys on 2 ‘tilt- 
wing VTOL configurations__ 6397 
3-dimensional oscillating air forces, 
experimental data_...-___-~-- 6330 
Loan associations, see Federal sav- 
ings and loan associations, 
Loans: 
railroads, guaranty authority of 
ICC, extend termination date, 
SOGOTUE ccm mctnwanmnkoe 703, 5710 
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Entry Entry 
Loans—Continued Malacca Strait, sailing directions, 
unemployment, area assistance— change 6199 
hearings 5739, eee Malaria, microscopical diagnosis, 
report manual _ 6429 
views. Het Malaya, market for U.S. products_.___ 6084 
see also Agricultural credit—Fed- Malignant tumors, see Cancer. 
eral savings and loan associa- Mammary glands, see Udder. 
tions—Mortgages. Man, control of insect pests, entomo- 
Locust trees, thornless honeylocust, * logical contributions to human 
effect on pasture development. 6595 welfare (paper)___--____-___ 5229 
Loess, petrographic and engineering Management, see Administrative man- 
properties 6517 agement. 
poorer. Lee, —— hearing. 5890 | Manganese, radiochemistry__._____-__ 5371 
Logging, see Lumber Manganese oxide, ores from Butte- 
Longitudinal stability. "see Stability yang, pied Federal stockpile, 
of aircraft. metallurgical investigation___ 6293 
Longshoremen : Manometers, mercury, sources of 
compensation act, amendments— error and method of correction, 
hearings 5742 erra 6423 
eapert -- 5696] Manpower, scientific, ballistic missile 
disabled, increase compensation— program of Air Force Depart- 
hearings 5742 TIER, BUCVON sion cece em 5752 
report 5696 | Manuals, see names of departments, 
Look at Coast Guard Reserve--____~- 5544 ete., issuing manuals—also 
Lovestone, Jay, testimony____-_____ 5883 subjects. 
yalty: Manufactures and manufacturers: 
internal security manual______~_- 5763 earload waybill statistics_._._.._.__ 6215 
loyalty-security programs and con- census, 1958— 
stitutional rights, hearings, ap- industry reports____..___-__ 5453-76 
endix 5894 supplementary report____-___-- 5477 
LP gas, see Liquefied petroleum gas. Government establishments, census 
Lubricants, Federal supply schedule. 6042 1958, supplementary report... 5477 
Lumber: miscellaneous, census 1958, indus- 
bulk- led green, protecting from ie Bh LS a ae A 5478 
by dip treatment___ ~~ 6109 small manufacturers, management 
1- inch, gw AA and kiln-drying aids... Se 6540 
periods, tables 6112 see also names of manufactured 
white fir, segregation for kiln-dry- articles. 
ein 6140 | Maple, bigleaf, chemical control of 
see at Bolts (lumber). tree and stump sprouts___ ~~ 6128 
Lumbering, summer logging, scarifi- Maps and charts: 
cation “9 soil for creation of chart table installed on trawler__. 6056 
ae SEES ae 6123 moon photogeologic mapping (re- 
Luxembourg, establishing business... 6083 marks) 6182 
see also subjects. 
M Marine aids, see Navigation. 
Marine Corps Air Facility, Iwakuni, 
McCann, Joseph H., nomination, hear- Japan, supply management ac- 
ing 5906 tivities, GAO review__-_____ 6165 
Machine shops, machine repair, engi- Marines, retired, handbook_______-- 6267 
neered performance standards Maritime Administration : 
handbook 6619} review of orders, law, text-_.___- 983 
Machinery  MOPNNB oe 5557-6000 
electric, aerynent. and supplies, Maritime industry, see Shipping. 
census of manufactures, 1958, Markets and marketing: 
IDGRETY | TODO nice 5473 acreage allotment and marketing 
machine shop repair, engineered quota summary__-------____ 5552 
rformance standards hand- nai e-marketing guides__...__ 5173-75 
ook —~_-~ < 6619} Far Rast, market indicators__.___ 095 
McMurrary, James H. and wife, marketing areas, Pakistan______- 6081 
relie 5684} marketing bulletin.__...________ 5264 
McMurray, Joseph P., nomination, is marketing research reports..___ 5265-69 
earing ® 5853] small marketers alds__....______ 6543 
Macy, John W., jr., nomination, world 1960, small business prob- 
hearing — 5900 lems, hearings. 5907 
Magnesium, alloys, shape casting, see also names or classes of com- 
handbook for foundry worker. 5308 modities, ete., market 
Magnetic resonance, magnetoacoustic Mars (planet) : 
resonance in plasma_____-_-_ 5336] ‘fast interplanetary missions with 
ae resonance in 5336 low-thrust propulsion systems. 6413 
plasma~_ a 
Magnetohydrodynamics, energy con- wae rower nomination, hear 5889 
see, one-dimensional analy- 6386 Marupa, description, ete_.---..---- 6105 
Mail matter, 3d class bulk mail rate vpasiige — wale eee 
increase, survey of economic nventory 
effects, statistical supplement, Masks, see Oxygen masks. 
Jan. 196 6903] Mass spectrometers, see Spectrom- 
Maine, potato pay 1960-61_____ 5551 eters. 
Maintenance of equipment, organiza- Materials: 4 
ean maintenance, technical acoustical, standard of trade____- 5429 
daar nsenenenwih ings attire enieininor anes 5334 atomic— F 
Major activities in atomic energy Se ee | tet ae anne nemE Tee ee 5399 
ON ERS SE 5408 a programs, sum- 1 
mae of creative scientist (re- Py | arene opens 539 
arks) —.. 5409 engineering materials list....-- 5389 
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Entry 
Materials—Continued 
atomic—continued 
radioactive, shipping, handling, 
storage, literature search__._ 5386 
construction and building, Federal 
supply schedule-______--.~. 6032 
time-dependent information evalu- 
ation for pressure vessel de- 
sign 5378 
Motori handling, see Cargo han- 
Mathematics: 
latitude functions— 
Clarke 1880 spheroid, technical 
manual 5331 
Hayford spheroid, technical 
manual 5330 
offerings and enrollments in public 
ny schools, 1958.......... 5934 
research papers 6420 
Matte: 
nickel-cobalt-copper, disposition— 
hearing 5738 
report -. 5704 
Meade Peak, phosphatic shale mem- 
ber of Phosphoria formation at 
Coal Canyon, Wyo., petrology. 6173 
Measurements, absorbed dose of neu- 
trons and of mixtures of neu- 
trons and gamma rays__----~ 6417 
Measures, see Weights and measures. 
Measuring instruments, automatic, for 
measuring blood pressure, de- 
velopment. 5313 
Meat: 
industry, Canada - 6072 
products, census of manufactures, 
1958, industry report_____--~ 5453 
Meat animals, see Livestock. 
Mechanical properties of pneumatic 
tires with special reference to 
modern aircraft tires._.._..-- 6408 
Mechanics (persons): 
certificates, civil aeronautics man- 
ual 5966 
Mechanics (science) : 
precision measurement and calibra- 
tion standards, selected 
papers____ - 6419 
Medal of Honor, pensions to holders, 
TOOTUENE. PONGEE. cco em 5653 
Medals, commemorative, 250th anni- 
versary of founding of Mobile, 
Ala., report 5838 
Medical care: 
medical groups, directory, 1959. 6507 
outpatient, for Indian war vet- 
ee Geneon aie ene = 5660 
Medical certificates, medicolegal cases, 
licies and procedures____-- 6440 
Medical groups, directory, 1959_.-~- 6507 
Medical — see Diseases—Medi- 
cine. 
Medical specialists, see Physicians. 
Medical X-ray protection up to three 
RIOR FOUR ce dcr nnnnn 6418 
Medicine : 
aerospace medicine bibliography 
PONG iiccdsstidcnncedd coatevesnintanaibiaon 6266 
medical sciences, research high- 
lights, National Institutes of 
OS a a aes 6428 
nuclear effects of biomedical inter- 
(pee SRS, Sate 5344 
research, costly time lag between 
discovery and use__.--_---_- 98 
School of Aviation Medicine publi- 
NE I Sean nh cecteanweiuinechoetade 5291-5301 
Medicine and Surgery Bureau, oper- 
ating room manual___.___~-_ 6268 
Medicolegal system, medical certifica- 
tion of medicolegal cases, prob- 
lems and procedures___---_- 440 
Meetings, see Conferences, congresses, 
ete. 
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Entry 
Melons, summer, acreage marketing 
BR ig cit ee ea eS 5173 
Memorandums, see names of depart- 
ments, etc., issuing memoran- 
dums. 
Memorials, see National monuments 
and memorials. 
Memphis, Tenn., census of business, 

958, standard metropolitan 
area, central business district 
1 ae, ET ida 5445 

Menhaden, Gulf of Mexico, literature 
Me ci ioe ec pe ioe weet gene consi 6065 
Ménna, Mario,’ relief... 563 
Mental health, publications for 
teachers and pupils, selected 
i ip; ell Se EO 6431 
Mental hospitals, see Mental institu- 
tions. 
Mental institutions: 
So A eS ad ha 6430 
private hospitals, patients__._____ 6430 
Mentally ill, private hospitals, pa- 
tients, _ EN 6430 
Merchant marine: 
American, history and need for sup- 
pert” (eanresn) ok eS 5999 
plans for future development (re- 
i ee EEE RN, PRES PEN 6000 
vital part of national defense effort 
Co eee aa Oe 5998 
see also Shipbuilding—Shipping. 
Merchant Marine and Fisheries Com- 
mittee, House: 
investigations and studies, matters 
within its jurisdiction— 
authorization, report._..._____ 5661 
Oxpenecs) TEPOTtu cw ees 5682 
Mercury, boiler development, nuclear 
auxiliary power systems. ___ 5359 
Merither, Charles M., nomination, 
BOMUOG fccanucanwhaceanaks 5850 
Mesabi Range, nonmagnetic taconites, 
metallurgical evaluation, ete_. 6277 
Mesogastropoda, see Gastropods. 
Metabolism, diseases, research by 
2? a RTE Fis BF 6426 
Metal coating, census of manufac- 
tures, 1958, industry report... 5472 
Metal laths, see Laths. 
Metal sheeting, see Sheet metal. 
Metal stamping, census of manufac- 
tures, 1958, industry report._._ 5472 
Metallurgy : 
Mines Bureau, Albany Metallurgy 
Research Center, progress re- 
pert celica tah aioe Ealtiahoeabeskseueschent 5400 
studies in compatibility of boride 
dispersion systems___-_-_-_-- 5351 
Metals: 
fabricated structural products, cen- 
sus of manufactures, 1958, in- 
dustry report change____~-__ 5471 
finishing of surfaces, military stand- 
OS EEE SLES EES 5 SS RE 5917 
high-melting-point, laboratory fur- 
nace to study casting. __---~ 6291 
high-velocity impact cratering... 6395 
intermetallic compounds for very 
high temperature applications, 
SE VERMEER OR 5. nonce nomunene 5310 
NASA-AEC liquid-metals corrosion 
meeting, papers------------- 6400 
nonferrous— 
metal mill and foundry products, 
census of manufactures, 1958, 
industry report._.-..------- 5467 
smelting and refining, census of 
manufactures, 1958, industry 
Pei ge MEE RUDE Ae EL OS 5466 
recovery from organometallic com- 
pounds from standpoint of free 
radicals, survey of literature... 5302 
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Metals—Continued 
thermal diffusivity determination at 
high temperatures, method_-- 
see also names of articles manu- 
factured from metal. 

Meteorological Organization, World, 
see World Meteorological Or- 
ganization. 

Meteorology, research contracts, clar- 
ify authority of Secretary of 
Commerce, report----------- 

Meteors: 

orbital el ts 
ppeteerepat precision orbits__-- 
simulated, observations____---.-- 

Methenyl, spectrophotometric atlas of 
—. of CH from 3000 A to 








Metric system, units of weight and 
measure, definitions and tables 
of equivalents__._._._.--.----- 

Metrology, see Gages. 

Mexico, Gulf of : 

menhaden fishery, 
view. oe 
red snapper fishing, use of otter- 
trawling gear___------------ 

Mexico-United States Interparlia- 
mentary Group, meeting, Feb. 
6-11, 1961, report-------~--~-- 

Miami, Fla., census of business, 1958, 
standard metropolitan area, 
central business district sta- 
tistics 

Microbes, see Micro-organisms. 

Microfilms, index, summary technical 
report of NDRC 

Micro-organisms, inhibitors for sys- 
tems of jet fuel and water, er- 
ratum 


literature re- 














Microwaves, reflectivity of deposited 
aluminum films for passive re- 
lay communications.__.-----~- 

Middle East, see East (Middle East). 

Migrant labor: 

agricultural, families, problems, and 
rograms, selected references, 
955-1960 
child labor exception from fair la- 
bor standards act with respect 

to agricultural employment, 
eliminate, hearings__.-__---- 
contractors registration, hearings__ 
ea” leaders registration, hear- 

n 


8 
fair labor standards act coverage of 
farm labor, hearings-__-__-_- 
investigation, authorization, re- 
port_- —_ 
Migratory workers, see Migrant labor. 
Military Academy, West Point, official 
register, 1960_-------------- 
Military aid: 
agreement with— 
Korea 
Libya el 
mutual security program under mu- 
tual security act, investiga- 
tion— 
authorization, report-.._------- 
exp , report 
Military art and science: 
operations, agreement with Libya_-_ 
training officer, examination an- 
nouncement, closing amend- 
ment 
Military assistance, see Military aid. 
manary construction, see Installa- 
ions (military). 
or depots, operations, Ordnance 
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6538 


6065 
6051 


5862 


5446 
6490" 


6462 
6429 


6379 


6240 


5898 
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5898 
5898 
5836 


6269 


6582 
6578 


5648 
5676 


6578 


5519 


orps manual__...._.._-~- 6479-80 
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Entry 
Military education, on-the-job training 
DRONA on eee ease eae 5307 
Military history, Harmon memorial 
lectures (series)____----__--_ 5285 
Military installations, see Installa- 
tions (military). 
Military missions, agreement with, 
__ ee ee 6584 
Military operations, see Military art 
; and science. 
Military public works, see Installa- 
tions (military). 
Military research : 
program evaluation task— 
contractor reporting personnel 
meetings, summary min- 
Wee ee 6468-69 
coordination group meetings, pro- 
eins, hE CE SRSA ea ge) OES 6467 
data processing lesson plan hand- 
book for technicians_________ 6464 
instruction manual, systems, pro- 
CONOR ON asim ek Ses cee esac 6465 
_ summary report, phase 2_______ 6466 
Military Sea Transportation Service, 
operation, hearings__.._______ 586 
Military standards__..___..-_... 5917-18 
Military supplies: 
Defense Department procurement 
negotiations, lack of competi- 
tion and impact on small busi- 
ness— 
5 EEE Sie SS eae AS ae 5781 
hh, i, EER BEC RT ee 5781 
Marine Corps Air Facility, Iwakuni, 
Japan management activities, 
RUAN) DOVAR one 6165 
procurement and supply, U.S. Army 
in World War iP aa ae de tiie es anes 6271 
standardization policies, proce- 
dures, ete., manual, notice___ 5915 
United States Army Japan Depot- 
Complex, activities, GAO re- 
i, EOE aS 6164 
ee tractors, see Tractors. 
class 3, in New York milkshed, 
processors’ decisions on utili- 
BRO wicca cawaaehnnmenms 269 
fluid, trade barriers in marketing 
ne | Ee 5212 
processing and distribution changes 
Rat eee ee ae 5190 
production— 
montiiy report.._............ 5197 
statistical summary, 1960___-_- 5198 
Millepeds, Deltotaria, revision of 
Oe ie oe a 6435 
Miller, Herbert J., jr., nomination, 
ET ERE CR ae 5886 
Millinery, census of manufactures, 
1958, industry report-___-___ 5459 
Millipeds, see ge a 
Mills, see Paper mills—Pulp mills. 
Milwaukee, Wis., census of business, 
958, standard metropolitan 
area, central business district 
TN se esting rin csk meonpins 5447 
Mine explosions, research and _ tech- 
nologie work, 1955-56__-_____ 6273 
Mineral industries, see Minerals. 
Minerals: 
California Coast Ranges stream 
waters, geologic control______ 87 
industries, census, 1958, industry 
SNEIE TIS cia cp tnceies Wee gait shana twin on 5478-79 
nonmetallic, services and miscel- 
laneous, census of mineral in- 
GUStIION, 1006. oncnne<mce=nw 5479 
Rifle Creek, deposits of area_.__-- 6171 
saline water demineralization, fea- 
sibility by electrically-induced 
adsorption on porous graphite 
I nn 207 


see also names of minerals. 
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Mines and mining, 
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Entry 


6219 





Mines Bureau: 
Albany Metallurgy Research Cen- 
ter, metallurgical progress re- 
SS a 


information circulars____---~-~-- 6 
Keyes, Okla., Helium Plant, pro- 
LS NE SR aT een 


report of investigations___-__ 627 
Minnesota, municipal water facilities 
ES LE TS 
Minow, Newton N., nomination_--~- 
Miscellaneous publications, see names 
of departments, ete., issuing 
publications. 
Misses’ clothing, see names or types 
of clothing. 
Missiles : 
ballistic— 
AF intercontinental base con- 
struction program, hearings_- 
program of Air Force Depart- 
ment, survey 
biological damages, studies____--- 
canard configuration, rolleron-roll- 
rate stabilization system__-~- 
chronology of events------------- 
fin-stabilized body, zero-lift drag at 
Mach numbers between 0.6 and 
a. experimental investiga- 


tior 
interson inate ballistic, construc- 
tion program, report__._----~- 
three- stage. static stability charac- 
teristics of 2 stages____----- 
wing-tail-body combinations, longi- 
tudinal and lateral character- 
istics at combined angles of 
attack and sideslip of model at 
Mach number of 4.08----~--- 
Mississippi : 
irrigation withdrawals, effect on 
stage of Lake Washington__ 
late cretaceous gastropods (series) ~ 
— water facilities inven- 
sustileal River and Valley: 
light lists and other marine aids, 
Mississippi River system. ---- 
Missouri: 
census of population, 1960, number 
OE TUNA meni eersion 
— water facilities inven- 
tory Sb ndibe Geen eeemmamanaamme 
Missouri Basin Inter-Agency Com- 
pe minutes of 116th meet- 
eee Bee 
Missouri River and Valley, Oahe 
Dam outlet works, hydraulic 
model investigation.___---~-- 
Mobile, Ala., 250th anniversary of 
founding, commemorative med- 
OG OS eee 
Mobile 250th Anniversary Celebration 
Corp., Treasury Dept. to sup- 
ply and sell commemorative 
MOTRIE, TOHOTt..cacc seccnane 
Moisture, see Wood. 
Molasses, feed and industrial, annual 
market SUMOEF ci iiiinnttincen 
Molded composite for boat hulls..-- 
Molds (botany), see Aspergilli. 
Molecules : 
fon source for molecular effusion 
studies 
nitrogen and oxygen, interactions 
NAL fa Ee ee ae 
Moments and reactions for rectangu- 
RU cna iuteevteies es axe ereceninigs me 
Money, see Gold (money). 
Monkeys, correlation of skeletal 
growth and epiphyseal, ossoti- 
cation with age 
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5752 
5402 
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5705 


6305 
5692 
6375 


6360 
6183 


6177 
6504 


5838 


5838 


5177 
6117 


5354 
6409 


6516 


5296 





Monoethanolamine, extracting 


Monographs, see names of depart- 
ments, ete, issuing mono- 
graphs, also subjects. 

Monopolies, antitrust laws, adminis- 
tration, investigation, ex- 
WEDOONy TON OC Gre mim cava 

Montana: 

census of population, 1960, gen- 
eral characteristics-_________ 
municipal water facilities inven- 
AEE LE 

Monuments, see names of places 

where located. 

photogeologie interpretations 

|) SRR tee ae RE al 

Morphometric study of silver hake_- 

Morrisonville, Ill., railroad accident_ 

Morse, Richard S., nomination, hear- 
cheapie Rh Rae ane 

Mortgage insurance: 

administrative regulations 
National housing act— 
housing for the elderly________ 
pt gO Se ie 
cl! ty ee ae a a a ae 

Mortgages: 

farm, lending experience of life in- 
surance companies, etc_____ 5 

FHA appraised values and maxi- 
mum amounts for 1- and 2- 
family residences____-___ 

Moscow, U.S.S.R., conference of com- 
munist and workers’ parties, 
Nov.—Dec. 1960, analysis of 
manifesto, testimony of Jay 
pe A 

Motion pictures, national defense edu- 
cation act of 1958, new educa- 
tional media program______-~- 

Motor carrier decisions, see Inter- 
state Commerce Commission. 

Motor carriers: 

Alaska, grandfather rights, etc., 
Uo SRG ere 

certificates of convenience and ne- 
cessity, new criteria for issu- 
Cl ag eee 

common ownership by regulated 
carriers, hearings........... 

cost tion of freight transporta- 
on 


Moon, 


under 


intrastate, operations in interstate 
and foreign commerce, amend 
O60, DORMNR sis ceeniinn oe 
Motor vehicle accidents, investigation 
ke EE SEEM 
Motor vabieion road-user and prop- 
erty taxes, study, errata______ 
Mulch farming, see Stubble-mulch 
farming. 
Municipalities, see Cities and towns. 
Munitions, procurement and supply, 
U.S. Army in World War II. 
Murphy, Charles §S., nomination, 
pe aaa I Lees as Ud 
Murphy, Richard J., nomination, 
RR RAS A ae 
Musceadine grapes, see Grapes. 
Museums, see names of museums or 
places where located. 
Music, copyrighted, catalog of copy- 
PIBEG (RUC ti cenadene 
Musical instruments, and parts, cen- 
sus of manufactures, 1958, in- 
GORLET DE ha ccmemencinitimes 
Mustering out payments, repeal au- 
thority for making, to Korean 
veterans, report...ce.ac0ca-s- 
Mutual defense, see National defense. 
Mutual defense assistance, see Mili- 
tary aid. 
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5995 


5883 


5932 


5909 


5475 


5700 


Page 135 





INDEX 


N 
Entry 
N.A.C.A., see National Advisory Com- 
mittee for Aeronautics. 
N.A.S.A., see National Aeronautics 
and Space Administration. 
N.D.R. C., see eis va nel Defense Re- 
search Commit 
N.R.A.B., 8ee National 1 Railroad Ad- 
justment Board. 
N.S.F., see National Science Founda- 


on. 

NACA, see National Advisory Com- 
mittee for Aeronautics. 
Napoli, John, relief_______._--____-_ 
NASA, see National Aeronautics and 


Space Administration. 
National Advisory Committee for 
Aeronautics, research memo- 


randum RM series______-_ 6305-61 
National Advisory Council on Inter- 
national Monetary and Finan- 
cial oe report, Apr. 1— 














Seer, Bl, 2000. ennnn—— 5588 
National Aeronautics and Space Ad- 
ministration : 
NASA-AEC liquid-metals corrosion 
meeting, papers___-_--__---_- 6400 
NASA memorandum__-_---~-- ~~~ 6362 
NASA technical translation____~~- 6404 
programs and projects (address)_. 6302 
report, semi-annual— 
departmental edition-__.__.__-- 6363 
document edition__-__-__-______- 5590 
technical memorandum__________ 6364 
technical notes____---_ 6365-6403 
technical reports___-_-__ 6405-13 
National Aeronautics and Space Coun- 
cil, Executive Secretary, nom- 
ination of Edward Christy 
West, BORIS. QW cee = 5841 
National Archives and Records Serv- 
ice, preliminary inventories, 
series 641! 
National banks, condition, abstract 
fee 5554 
National Bureau of Standards: 
handbooks 6416-19 
journal of research, paper__----~ 6420 
miscellaneous publications... 6421-22 
Nc || eae eae a 6423-25 
National Committee on Radiation 
Protection and Measurements, 
ea fee tt et ee 417 
National Conference on Water Pollu- 
tion, proceedings____-_--___- 6508 
National defense : 
agreement with— 
OO ea See 6577 
ile 6567 
LO \ 2 ere 6581 
RAN it atid: wininthiciniberecoamecnigienip = 657 
code of Federal regulations__._._ 6009-10 


education act of 1958, new educa- 
tional media program___--_- 5932 

intercontinental ballistic missile 
construction program, report. 5692 

preparedness operations, investiga- 
tion, authorization, report___ 

see also Civilian defense—National 

security. 

National Defense Research Commit- 
tee, summary technical report, 
microfilm index__----------- 

National forests, wildlife habitat man- 
comment, Operation Outdoors, 


6490 


6126 





see also names of forests. 
National Fuels Study, Select Com- 
on on, House, create, re- 


5667 
6500 





National’ “Tastitute of Arthritis and 
Metabolic diseases, bulletin 
(anniversary issue)_....____ 
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National Institutes of Health: 
general medical sciences, research 








highlights, 1960_.-.--__-___ 6428 
reference guide series__._._____--- 6431 
National monuments and memorials, 
publications, price list______ 6492 
see also names of monuments or 
memorials. 
National Museum: 
bulletins 6432-34 
proceedings 6435-37 
title page, etce., v. 111_____-_-_ 6437 
publications, list. 1959. 80 BoE ee 6438 
report, 1960— 
departmental edition-______-___ 6439 
document edition______________ 5571 
National Outdoor Recreation Re- 


sources Review Commission, 
see Outdoor Recreation Re- 
sources Review Commission. 
National Park Service, special pro- 
gram for school groups visiting 
































Washington, D.C__-------~-- 6442 

National parks: 

brief history, with questions and 

answers 6450 
publications, price list-.___.__--_-_ 6492 
see also names of parks. 

National Plans Conference, report, 

1960 5238 

National poultry improvement plan, 
= BR ascrset Plans Confer- 

Poultry—Turkeys. 
National Public Advisory Committee 
n Area Redevelopment : 
appoint— 
earings 5739, 5849 
5 a §832 
i 4, SR PED eee 5832 

Nationnt: Railroad Adjustment Board, 
awards 6451 

National resources, see Natural re- 
sources, 

National Science Academy, establish 
under National Science Foun- 
GaGon, hearitg..2.......... 5754 

National Science Foundation : 

fellowship program, 1961___-____ 6452 
National Science Academy, estab- 
sn, ROR. | aso he 5754 
research and development, reviews 
Sa, EE EPS SER ae eee 6454 
science education programs, gen- 
eral information____-------_~ 6453 
National security : 
Government organization, review 
of programs, staff study____- 5870 
internal security act, ete., admin- 
istration, investigation, ex- 
penses, report__-._-------__ 5788 
internal security manual_________ 5763 
loyalty-security programs and con- 
stitutional rights, hearings, 
EN ae Se ee 5894 
revolutionary changes in American 
economic structure (address). 6231 

National service life insurance, see 
Life insurance. 

National turkey improvement plan, 
see Turkeys. 

National Water Resources, Select 
Committee on, Senate: 

committee print. 5899 
investigations and studies— 
report on findings 5802 
additional copies, report... 5833 
views____ -. 5802 
report ____ --.. 5802 
Cp, FE LR i EI ie 5802 

NATO, see North Atlantic Treaty Or- 
anization. 

Natural gas, see Gas. 

Natural gasoline, see Gasoline. 

Natural resources: 

conservation and development, 
message from the President._ 5610 
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Entry 
Natural resources—Continued 
conservation and utilization (talk). 6550 
Naval aviation, see Aeronautics. 
Naval Civil Engineering Laboratory, 


technical report_-___-____----_ 6622 
Naval courts, see Courts martial and 
courts of inquiry. 
Naval education, Navy training 
courses 456-58 





Naval law, see Courts martial and 
1 Qoscnren "Laborat t 
Nava eseare. aboratory, repor 
~ TS abv = eh aes 6462-63 
Naval training, see Naval education. 
Naval Training Device Center, Port 
Washington : 














publications, index 6460 
technical report___-_------ 6461 
Naval vessels, see Warships. 
Navigation : 
aids, Coast aha lists— 
The oO Oe 5542 
Missioaippl River system__.---- 5543 
Pacific Coast 5541 
future needs for water, report, eval- 
uation 5899 
Panama Canal and adjacent waters, 
rules and regulations._.___.--~ 5431 


Se VCEN, see Naval Train- 
Device Center, Port Wash- 


ington 
Navy 
comsoteetlon en 6471-74 
mee oa em consolidated sub- 
ot, ree 6475 
joint ionvel repaiationa, change... 6586 


Navy Department: 

Assistant Secretary of Navy _ for 
pr ag ag nomination of Ken- 
neth E "BeLieu, hearing__--> 

electronic equipment supply man- 
agement, GAO review 

Judge Advocate General Office, or- 
ganization and functions____~_ 

Navy training courses, see Naval ed- 
ucation. 

Navy Underwater Sound Laboratory, 
electronic scientist, etc., exam- 
ination announcement, amdt__ 

NBS, see National Bureau of Stand- 


ards. 
NDRC, see National Defense Re- 
search Committee. 
Near East, see East (Near East). 
Nebraska, municipal water facilities 


5847 
6166 
6459 


5532 





inventory 6505 
Negroes, denial” of opportunities (ad- 

OS) Se ea ars 6234 
Nematocides include in Federal in- 

secticide, fungicide, and rodent- 

icide act, law, amend transi- 

tional provisions, Sree 5699 


Nervous system: 
central, effect of drugs on enzyme 


activity Or rat dreta.. nn. 52938 
human, reactions to ionizing radia- 
REE EE Bel PES 5338 
vate Ivan A., nomination, hear- 
a Ca ID ee Ee 5856 
akehanien housing, publicly owned, 
administration._...--_______ 6512 
Neutrons: 


absorbed dose, measurement____~-_ 6417 
and parallel flow channel coupling 
effects on T-7 flux trap re- sase 


New Brunswick Laboratory, research 


progress report___.-____-__- 5373 
New England, sink gill-net fishing, de- 
NO isan cents mips ccc 60538 


New — family and property 


TO AE ERS a ees 6616 
New York State: 
aged and agin ng problems, back- 
ground stu tes 


Do not order from index; see indicated entry 





Entry 
New York State—Continued 
milkshed area, processors’ decisions 
GR MIMIMOUOR. <u inn ccnnue 5269 
New Zealand : 
air conditioning and refrigeration 
equipment, production, con- 
sumicon, trace... 1... 5414 
air transport service, agreement__. 6573 
News pA farmer cooperatives, re- 
TREE LEELA ERS 5960 
News a. cooperative research pro 
alee cin Si arte ae sa icssenge 5933 
News releases, see Publicity. 
Newsletters, see News letters. 
Newspapers: 
census of manufactures, 1958, in- 
| 5461 
making news stories work for you, 
guide for extension workers__ 5277 
NIAMD, see National Institute of 
Arthrities and Metabolic Dis- 
eases. 
Nicholson, Ralph W., nomination, 
CO eee ae 5902 
Nickel : 
cobalt-copper-nickel calcines and 
matte, disposition— 
J” RRO Behe 5738 
9 Ee ae 5704 
Nigeria, foreign trade, 1957-59_____ 6093 
Nitrides, see Titanium nitride. 
Nitrogen : 
and exygen molecules, interac- 
ES 6409 
compound, ammoniated thermal 
waters, Lake and Colusa Coun- 
eS. lee apie 6186 
ec TERE ll rea Sh 5372 
Nodaway, Mo., railroad accident_._..._ 6224 
Noise, aircraft, abatement planning_. 5958 
Nominations, see names of persons. 
Nomograms, see Nomography (mathe- 
matics). 
Nonferrous alloys, see Alloys. 
Nonferrous metals, see Metals. 
Nonmetallic minerals, see Minerals. 
Nonmetals, high-velocity impact cra- 
AS 6 ee SE 63895 
North Atlantic Treaty Organization : 
parliamentarians’ conference, — 
1960— 
report of House delegation_____ 5706 
report of Senate delegation_._.. 5863 
North Carolina: 
aged and aging, problems, back- 
grown: tudes... s4c0.cuck 5896 
census of population, 1960, num- 
ber of inhabitants_._._._______ 5502 
municipal water facilities inven- 
7 Ee re er eee 6503 
North Dakota: 
aged and aging, problems, back- 
oe | a ara 5896 
municipal water facliities inven- 
Se ARS RE Sa Soe 6505 
Northeastern Forest Experiment Sta- 
nm: 
forest research notes_.___..___ 6118-238 
i i — Saal is 6124-25 
aia | Utilization Research and 


Development Division, publica- 
tions and patents, list-_______ §222 
Northgate mining district, geology 


and fluorspar deposits Lcisshan elaeciieisas 6170 
Northwest (U.S.): 
harvesting minor forest products... 6131 
range-plant symbols adapted to 
automatic data processing, 
Weick dtinbind unre eidiieien 6135 
NPIP, see Poultry. 
NPS, see National Park Service. 
NRAB, see National Railroad Adjust- 
ment Board. 
NRL report series.....---.------ 6462-63 
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Entry 
NSF, yr National Science Founda- 
on 


NTR, see Turkeys. 

Nuclear chemistry, 
istry. ; 

Nuclear energy, see Atomic energy. 


see Radiochem- 





Nuclear engineering, materials list-. 5389 
Nuclear explosions: 
comparative nuclear effects of bio- 
medical interest.___--------- 5344 
French underground shelters, in- 
strumentation 5403 
Operation Plumbbob, missile studies 
with biological target.___-__-- 5402 
SL-1 reactor incident, Jan. 3, 1961, 
¢ Eta eet aetna ir 5407 
Nuclear fission wastes, see Radioac- 
vity. 
Nuclear fuel, see Reactor fuels. 
Nuclear physics, project Matterhorn, 
quarterly report-__-----~--~-- 5357 
Nuclear power, see Atomic energy. 
Nuclear reactions: 
controlled thermonuclear, selective 
bibliography__-___---_----_~_- 5384 
graphical presentation of data-____ 5410 
Nuclear reactor power plants: 
costs of nuclear power___-------_-_ 5398 
fast reactor core design parameter 
i A ELL RT 5341 
PM-1 program, controls and instru- 
mentation report-__.___--____ 5358 
pressure vessels, design and analy- 
sis, evaluation of time-depend- 
ent, materials information_._._ 5378 
space electric power units, practical 
application in 1960’s________ 5390 
Nuclear reactors, see Reactors 
(atomic) : 
Nuclear science series_.__-_._______ 5368-72 
Nuclear weapons, see Weapons. 
Nurseries( horticulture), see Forest 
nurseries. 
Nurses and nursing, practical training 
program, extend, report___--_~ 5828 
Nursing homes, mortgage insurance, 
administrative regulations un- 
der National housing act__-~~- 5996 
Nuts, trees, outlook for 1961 (state- 
WE ee ascchenwecunakis 5201 
Oo 
DR S:5. SPMCB .. W. oSe eo need ee 6477-78 
O.T.S., see Technical Services Office. 
Oahe Dam, outlet works, hydraulic 
model investigation-_____-~-~~_ 5953 
Oak, scrub and associated ground 
cover, effect on soil moisture. 6124 
OASI, see Old-age and survivors in- 
surance—Old age insurance. 
(OAST C606 soni keke oe 6477-78 


Oaths, requirement for certain FCC 
documents, eliminate, report. 5820 


Oberdorfer, Louis F., nomination, 
SS ae BR 5891 

Occupational therapists, examination 
announcement, amdt-.-_---- 5515 


Occupational wage survey, see Wages. 
Occupations : 
career opportunities— 





veterinarians, Agricultural Re- 
search Service 5270 
women in biological sciences_.. 6615 
choosing, career guidelines, for 
high school students, State 
Employment Service..--_---- 5942 
Federal blue collar workers..__-_- 5529 
job opportunities for 40-plus work- 
ers, guide to community ac- 
tion __-- -- 6230 





see also Hmployment. 
Oceanography, observations, central 
North Pacific Ocean, July— 


Entry 


Oceanside, Calif., beach erosion con- 
trol, make Federal responsi- 
bility, reports... 5728-29 
OECD, see Organization for Economic 
Cooperation and Development. 
OEEC, see Organization for European 





Economie Cooperation. 
Oettershagen, Martin W., nomination, 
ag eee iat ate ot eae a eee See 5906 
Office of General Counsel, Post Office 
Department, major accomplish- 
ments, 1953-61_-.--_----~-- 6487 
Office of International Travel, see In- 
ternational Travel Office. 
Office supplies, Federal supply sched- 
SE Se Re ee 6036 
Officers, see Armed Forces. 
io: 
aged and aging, problems, back- 
ground studies 5896 
family and property law_.------- 6617 
Oil fields, see Petroleum. 
Oil shale, Green River, ultimate com- 
position of organic material__ 6290 
Oil wells, see Petroleum. 
Oils : 
eurrent industrial reports_.____--- 5482 
Federal supply schedule--__----~-- 6042 
see also Petroleum. 
Okinawa, Tertiary and Quaternary 
gastropoda, descriptions, etc-_ 6178 
Oklahoma : 
aged and aging, problems, back- 
ground studies........----—<.-~ 5896 


census of population, 1960, number 
Gt innawtans.......---....~ 5503 
Old age and survivors insurance : 
amendments of 1960, analysis of 


1 ELE, eA EEE 6548 
interviewing in social security, as 
practiced in administration of 

SS eee ee 6476 

CART SH. go came sue 6477-78 
Old-Age and Survivors Insurance Bu- 
reau, employees, salaries, etc., 

limitation, increase, proposal. 5607 


Old age insurance, interviewing in 
social security, as practiced in 
administration of OASDI__-- 6476 

Older workers, see Labor. 

Oligocene period, Foraminifera from 





Sept. 6063 
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Viti Tew; Peotone 6180 
Olympic National Park, general in- 
EE ot arate. ra eee 6447 
Omaha, Nebr., census of business, 
1958, standard metropolitan 
area, central business district 
See eee ee 5448 
On-the-job-training, see Employee 
training. 
Operating room manual_--_~.-~---~- 6268 
Operation Outdoors (national forest 
WIIED so wincitncm ice cmaiacn me 6126 
Operation Plumbbob (nuclear effects 
OO) i eee 402-3 
Opinions, see names of courts, etc., 
rendering opinions. 
Optical observation of artificial earth 
BRON 3 oe ces comnne 6404 
Optics, precision measurement and 
calibration standards, selected 
SANTO co cats th ieicishoes atin, echip entice 6419 
Orange juice, frozen concentrated, ef- 
fectiveness of special promo- 
tional campaign_.-.----.--- 5268 
Orbits : 
elements of meteors__-.-_-~----~- 6545 
precision, of 413 photographic me- 
Cy ee spe NE Sl i a Redd 6546 
Orders, see names of departments, 
etc., issuing orders. 
Ordinance of 1787, text--.------~-- 5765 
ORDM series, manuals____-.---~- 6479-80 


Do not order from index; see indicated entry 
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Entry 


manual 


Corps, Army, 
: 6479-80 


eee ee 

Ordnance Department, Army, 
curement and _ supply, 3 
Army in World War II------ 

Oregon : 

aged and aging, 


Ordnance 
ORD 


problems back- 






ground studies________---~-- 5896 
coast pilot, supplement-.__---_-_-- 5537 
coastal planting Sitka spruce and 
Douglas-fir on decayed wood-. 6133 
western, forest fire weather and 
computed fire occurrence, 
| eS aE es Pee 6129 
Ores, see names of metals or min- 
erals. 
Organic compounds: 
census of manufactures, 1958, in- 
Gee POON ce tee sence 5463 
metallic, use in purification of met- 
als, survey of literature-___---_ 5302 
susceptibility to tritium exchange 
SOU GPa e etek 6286 
Organic matter, ultimate composition 
in Green River shale____--__ 6290 
Organization for Economic Coopera- 
tion and Development: 
convention— 
background documents______--- 5858 
ces - 586 
report — - 5779 
I a a an oa eesti em 5776 
Organization for European Economic 
Cooperation : 
reconstitution, convention— 
background documents__---- ~~ 5858 
a a cece ica cinrathiees ma saien tin 5864 
I iirc oie tea elt sales onsen ss ainsi ae 5779 
oo > WAS ee ee ae 5776 
Organizations: 
education, directory, 1960-61__-__ 5927 
voluntary, in field of aging, direc- 
I ES ae aN 5897 
Orient, see Kast (Far East). 
Orphans, war orphans education, 
PR iednsavaekbautie cnn 6608 
Oscillations : 
control surfaces, hinge moment 
data at transonie speeds_.-_._ 6833 
3-dimensional oscillating air forces, 
experimental data__.--_--__- 6330 


OTS, see Technical Services Office. 
Outdoor Recreation Resources Re- 
view Commission, final report, 
extend time for submitting, 
RE eee ea 6 3 5691, 5826 
Outer space: 
chronology of missile and astro- 


DUIS OVER. 12. ocean cn 5705 
communications, microwave reflec- 
tivity of deposited aluminum 
films used to fabricate satel- 
i ane 7 aS 6379 
fast interplanetary missions with 
low-thrust propulsion systems. 64138 
nuclear power propulsion, practical 
application in 1960’s___.- __ 5390 
operations of NASA, semiannual 
report— 
departmental edition._..-.__-- 6365 
document edition-.__...---____ 5590 
research— 
activities of Federal agencies, 
investigation, expenses, re- 
7 Etat en ES eect ara or 5785 
international activity, summa- 
Ny le 6303-4 
investigation, authorization, re- 
eg OEE AEE NEA SEER 5663 
investigation, expenses, report-. 5684 
U.S. activities during 1960, report. 5591 
Outerwear : 
children’s, census of manufactures, 
1958, industry report._._--~. 5459 


Do not order from index; see indicated entry 





Entry 
Outerwear—Continued 
women’s and misses’, census of 
manufactures, 1958, industry 
l,i Ee ROSS SE a 5458 


Pp 
Outlet works, see Reservoirs. 
Owl Creek formation, see Cretaceous 


period. 
Oxides, see oxides by name, e.g., Boric 
xide. 


Oxygen: 


nitrogen and oxygen molecules, 
PRO ION itn cimndjniiecniinsineninn 6409 
PARC ceicnctmemannnene 5372 
Oxygen isotopes, water analysis_.__. 5337 


Oxygen masks, used by flight crew- 
members of turbine-powered 
airplanes, requirements, civil 
air regulations amend- 
RROD cconactinnrama seuss 5968-69, 5971 

Oxygenators, low-volume, for regional 
perfusion technics, description 
PA ST aaa ee 

Oyster drills, Japanese, food prefer- 


ence and rate of feeding, 
CY 5 TTS eA Oe CaN 6066 
P 
P.H.S., see Public Health Service. 
RR EE EE ia 5277-78 
Pacific area, World War II, inter- : 
service relations.............. 5285 
Pacifie Coast: ” 
coast supplement____-__--- 5537 
i Se eee 5541 
Pacific command, study in interserv- - 
Slee PO os eres 285 
Pacifie Islands: 
Pe a ee eee 5541 
sailing directions, change__._---- 6200 
Pacific Northwest, see Northwest 
Pacific Northwest Forest and Range 
Experiment Station: 
ee 6128-34 
TORTIE Tl ait e nn caneannncue 6135 
Pacific Ocean, north central region, 
biological and oceanographic 
observations, July—Sept. 1958. 6063 
Pacific Southwest Forest and Range 
Experiment Station: 
miscellaneous paper._._--------- 6136 
FOSGRNOD: NOOBS. ni ncncck 6137-42 
COCHNIOR POSSE 6c ad wicecuns 6143-44 
Packages, see Prepackaging. 
Packing, packaging, requirements 


code, military standard___-__ 5918 
sce also names of articles packed. 


Pat O6tee ee os et mecca e 6491 
Paint, safe use and storage on farm. 5257 
Pakistan, marketing areas_____--_- 6081 
Paleozoic era, species of Bairdia and 
FOTATCN BOO Dicicedawsancos 6176 
Palisades project, dam and power- 
plant, design and construction, 
technical record............ 6520 
Pamphlets, see names of department, 
ete., issuing pamphlets—also 
subjects. 
Panama, study mission report._..-- 5708 
Panama Canal and adjacent waters, 
rules and regulations govern- 
ing navigatioNa.s.ancacssccus $431 
Paper: 
current industrial reports_...---_~ 5484 
Government specification  stand- 
ards, change notice..._----- 5760 
Paper-coating clay from coarse Geor- 
gia kaolins by new attrition- 
grinding process_._....__---~. 6279 
Paper mills, census of manufactures, 
1958, industry report..._---. 5460 
Paperboard mills, census of manufac- 
tures, 1958, industry report.. 5460 
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Paperwork (office practice) : 
past, present and future, records 
in space age 
Parachutes, re-entry, candidate ma- 
terials for high temperature 








fabrics. 
Paragon (fishing vessel) : 
commercial-scale gill-net surve 
albacore in central 
Pacific, July—Sept. 1958 
Parameters, powerplant, for orbital- 


for 
orth 


launch nuclear rockets, opti- 
mization study-__--_-_---_--_ 
Parks, see names of parks. 
Passamaquoddy Bay 
fisheries faveatinatinos, 1957-58, 


report, errata 
scallop resource, investigation____ 

Passports, visas, agreement with 

uwait. 

Pasture lands, forage production, 
effect of thornless honeylocust 
shade trees and fertilizer____ 

Patent Office 

Sisteisiratton. investigation, 
report. 

classification bulletin 

trademarks, index 

Patents: 

American system operation (re- 








ex- 














classification manual, replacement 
sheets 
Eastern Utilization Research and 
Development Division, list___ 
laws, investigation, expenses, re- 








port. 
Nerthern Utilization Research and 
Development Division, list___ 
Western Utilization Research and 
Development Division, semi- 
annual list 
see also Invention 
Patients, in mental “iustitattons..... 
Pavements: 
airfields— 
and heliports, design, structural 
foundations, engineering man- 
ua 
flexible, pressures and deflections, 








investigations _._--------_-_ 
Pay, see Salaries. 
Pay, allowances, etc., military pay 
and accounts, Navy comptrol- 
ler manual 





Payette National Forest, high- -inten- 
sity rainstorms 
PCP Senteportation Co., motor ve- 
hicle accident 
establishment with France, 
convention, text, protocol, and 
joint resolution_----_-_--_- 
Peace Corps, establishment, message 
from the President-__.--__-- 
Pegmatite, spodumene deposits, Gas- 
ton County, 
Penitentiaries, national, investiga- 
, report. 





Peace, 





and agin ng problems, back- 
ground stu ies 
bituminous region, tree survival 
and growth on _ strip-mined 
lands 
Pensions: 
edal of eed holders, increase, 
report 
veterans— 
credit service time in more than 
ne Pn of war, report.___ 
loss creative organ, payment 
without filing claim, report. 
loss of eye and limb, additional 
compensation, p 
service-connected disabilities, ad- 
ditional compensation, report. 
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6414 


5311 


6063 


6382 


6064 
6067 


6583 


5949 
5952 


6474 
6114 
6223 


6566 
5614 
6294 
5794 


5896 
6125 
5653 


5659 
5657 
5714 
5714 
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Inpex 





Pensions—Continued 
veterans—continued 
service-incurred deafness of both 
ears, additional compensation, 
report ers 
tuberculosis, arrested, service- 
connected, payment without 
filing claim, report.______---- 
People and prosperity (address)_-__ 
Periodicals : 
census of manufactures, 1958, in- 
dustry report 
copyrighted, catalog of copyright 
entrie 
Permian period, see Phosphoria for- 
mation. 
Personal preparedness in nuclear age- 
Personal property: 
surplus, how to buy from Armed 
Forces 
tax on selected motor vehicles, 
study, errata 
Personnel shalatstretion, see Admin- 
istrative management. 
Personnel Bureau, Post Office Dept., 
nomination of Richard J. Mur- 
phy, hearing 
Personnel management, see Adminis- 
trative management. 
Personnel methods series____._.__--- 
Peru, surplus agricultural commodi- 
ties, agreement__-____----~- 
Pesticide Chemicals Research Branch, 
— LS ER Seneca a5 

















Pestici 
chemical, summary of registered ag- 
ricultural uses-__--_-_---___ 
protection against insect pests, en- 
tomological contributions to 
human welfare (paper) 
control, engineered perform- 
ance standards handbook__-__ 
sce also Insects. 

Petrified Forest National Monument, 
information folder__._-_----~ 

Petrographic and engineering proper- 
ties of loess eS 

Petroleum : 

crude, census of minerals, 
industry report 
hydraulic fracturing in Oklahoma 
waterflood wells____--___--- 
oil import program and problems 
(remarks) 
oilfield waters— 
chemical analysis and electrical 
resistivity of selected Califor- 
Be Serre 
modern instrumental analysis__ 
see also Oil shale. 

Petroleum engineering, radioactive in- 
ert gases as tracers for petro- 
leum reservoir studies_______ 

Petrology, see Rocks, 

Pharmaceuticals, see Drugs. 

Phenols, phenolic reinforced plastic 
laminates, effect of thermal 
gradients on strength 

Philadelphia, Pa.: 

occupational wage survey— 
departmental edition-_._________ 
document edition-_-..-_______ 

Philippine Islands, licensing and ex- 
change controls___...-_____- 

oe formation, Coal Canyon, 

» petrolo, ogy of Meade Peak 
phoophatic shale member____ 

Totowa, yeentne to lunar 
investi; ve and mapping 


Pests, 





1958, 


(remarks 
Photographic were cams and roBR ~: 
census of manufactures, 19) 


dustry report 
equipment, Federal supply per 





Entry 


57165 


5657 
6235 


5461 
5908 


5916 
6514 


5901 


5530 
6576 
5231 


5229 
6620 


6448 


5478 
6284 
6206 


6298 
6299 


6103 
6248 
5579 
6091 
6173 


6182 


5474 
6033 









Pipe 


Pitel 
ch 


lov 


Pitot 


Plane 
Plant 
Plan: 
Plant 


Plant 





Intry 


5715 


5657 
6235 


5461 
5908 


5916 
6514 


5901 


5478 
6284 
6206 


6298 
6299 


6296 


6108 
6248 
5579 
6091 
6173 
6182 


5474 
6033 





Photographs, copyrighted-----_-.-- 
Photosynthesis, radioisotopes uses, 
bibliography 
Phototriangulation, see Triangulation. 
PHS, see Public Health Service. 
Physical fitness, recreation planning 
for youth fitness, workshop re- 
port 
Physical measurements, precision, 
standards, selected papers__-- 
Physical therapists, examination an- 
nouncement, amdt 
Physically handicapped, 
capped. 
Physicians. medical groups, directory, 








see Handi- 





Physicists examination announcement, 
amdt 





Physics : 
mathematical, research papers _-_- 
research papers 
statistical, problems of a dynamical 





see also Nuclear physics. 
Pilot guides, see Coast pilots. 
Pilots (automatic), see Aircraft auto- 
matic pilots. 
Pilots and pilotage, see Aircraft auto- 
matic pilots. 
Pine: 
ponderosa— 
effects of intentional burning on 
fuels and timber stands in Ari- 
a ae eae 
western pine and ips beetle con- 
trol by lindane-diesel oil 
© pn ORE EL ES ES aa 
southern, affected by bark beetles, 
review of current literature__ 
susceptibility to weevils__..-___-- 
Virginia, seed viable two months be- 
fore natural cone opening____ 
white, release, browse damage, and 
a ST a ae ees 
Pioneers for new frontier, address___ 
Pipe and pipe fittings: 
flexible polyethylene plastic, stand- 
OFG OF BPANOs ie ec 
wine ae vitrified clay, standard 
1) 
vitrified clay sewer, commercial 
Re, Tae eee 
Pipe Spring National Monument, gen- 
eral information__....._____ 
Pitch (aircraft) : 
characteristics of wings with arrow 
and modified-diamond plan 
forms combined with several 
different bodies__......______ 
forces and pitching moments on as- 
pect-ratio-3.1 wing-body com- 
WOAROM sen LU 
Swept-wing fighter type air- 
plane, wind-tunnel investiga- 
Lo eS CASE 25> SEE eal 
Pitot-static tube, measurement of up- 
per-atmosphere structure_____ 
Plane coordinates, see Coordinates, 
Planners, see City planners. 
Planning (economics), see Business. 
Plant regulators, include in Federal 
insecticide, fungicide, and ro- 
denticide act, law, amend tran- 
sitional provisions, report____ 
Planting, see Crops—Forest plant- 
ing—Tree planting. 
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5910 


5385 


6488 
6419 
5515 


6146 


6139 


6150 
6144 


6118 
6121 
5548 
5418 
5417 
5419 
6449 


6362 


6310 


6334 
6381 


5699 




















Entry 
Plants: 
dwarfing with chemicals____.---_ 5215 
floras of World, annotated list, 
western Europe___----~_~-~-- 5271 
ground vegetation behavior after 
partial cutting in Douglas fir 
stands_ - 61384 
Northwest, range symbols adapted 
to automatic data processing, 
LS Ee ee ears 6135 
physiology, radioisotopes uses, bibli- 
ography - 53885 
quarantine contributions to human 
WOMGtR: (ERIS) oie cccmwncmnn 5233 
Plasma : 
cold, stability of non-linear travel- 
ing waves 5356 
magnetoacoustic resonance_______ 5336 
Plaster, products, census of manu- 
factures, 1958, industry re- 
port ae 5465 
Plastics : 
glass reinforced, use in naval appli- 
cations, design manual____-__ 6535 
laminated, phenolic and silicone re- 
inforced, effect of thermal gra- 
dients on strength_____----__ 6103 
laminates for aircraft components, 
punlieations,. tists... enennn 6115 
see also names of articles made from 
plastics. 
Plates (metal, etc.) : 
flat— 
blunted, flow field over and its 
effect on turbulent boundary- 
layer growth and heat trans- 
gt Gag) ay Cement 6391 
unswept blunt in helium, surface 
pressures and heat transfer 
at high Mach numbers__----- 6390 
rectangular, moments and _ reac- 
| RO er ree 6516 
Plutonium isotopes, Pu—238 and —239, 
processing in heavy element 
facility, final safety evalua- 
tion _ i -- 5365 
PMS, see Personnel methods series. 
Poetry, recorded, checklist_-__-___--__ 6265 
Poland: 
general agreement on tariffs and 
trade, declaration between con- 
tracting parties and Polish 
People’s Republic-_.-------_ 6574 
import-duty rates, reapplication of 
trade-agreement reductions to 
imports ___-_ Bee cleat eeratiohaaae 6587 
Poles, preservation treatment______- 6111 
Poliomyelitis, vaccination, proposals 
for 1961 neighborhood cam- 
in ad athe Srreras en as ay so remote 6496 
Political science, publications, list-_. 6493 
Politics : 
political problems in Africa, study 
PIO, FONE. 4 on ec caine 5866 
political problems in Far East and 
Middle East, study mission, re- 
Daag eh ets os phan ahaa in een asmrerasaca 5861 
trends in Far East and their rela- 
tion to U.S. foreign policy, 
etuds Trebeltc.6s. ues ce 5865 
Polydesmida, see Millepeds, 
Polyethylene, see names of manu- 
factured articles. 
Ponderosa pine, see Pine, 
Ponds, see Farm ponds, 
Population : 
census, 1960— 
general characteristics, data on 
ee Se ee ee 5493-94 
number of inhabitants, totals for 
CIIONy SWlnuckcaoe wnleed 5495-5505 
changes in low income farming 
Oreas* (thik) Rawk ei cnc bce 5208 
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Population—Continued 
current population reports— 
population estimates, series---- 
special series 5 
see also names of States, etc. 
Position classification, see Classifica- 
tion. 
Positions, see Employment. 
Post Office and Civil Service Commit- 
House: 





tee, 


committee prints__---__-_------ 57 


investigations and studies, matters 
within its jurisdiction— 




















authorization, report-_..-.---~- 5645 

exp , report -- 5671 

report - 5707 
Post Office =" ~ Service Commit- 

tee, 
clerical assistant, additional, re- 

port 5782 
hearings, etc 5900-3 
report 5782 

Post Office Department: 
mak 1961, supplemental, 

eS eee ree 5607 
appropriations, 1962, hearings__-- 5734 
Assistant Postmaster General, Bu- 

reau of Facilities, nomination 

of Robert J. Burkhardt, hear- 

a a eee 5902 
Assistant Postmaster General, Bu- 

reau of Finance, nomination of , 

Ralph W. Nicholson, hearing-._ 5902 
Assistant Postmaster General, Bu- 

reau of Operations, nomination 

of Frederick C. Belen, hear- 

CO SE Gr Ee ee eee 5902- 
Assistant Postmaster General, Bu- 

reau of Personnel, nomination 

of Richard J. Murphy, hear- 

ee el ane 5901 
budget, 1962, amendment_________ 5611 
information service IS series___._ 6485-86 
poster, commemorative stamps____ 6484 

Post offices, automated, Istin U.S__. 6486 
Postage, rate increases, 3d class bulk 

mail, survey of economic ef- 

fects, statistical supplement, 

OE | | a ee ake a ee 59038 

Postage stamps, commemorative, 4- 
cent Fort Sumter, Civil War 
Centennial (poster) aes 6484 

Postal service, see International 
postal service—Mail matter. 

Posters, Post Office Department, com- 

memorative stamps____----_- 6484 

Postmaster of House of Representa- 
tives, see House of Representa- 
tives. 
Posts, untreated, service life, Puerto 
Drs ee ree 6153 
Potatoes : 
fall, marketing margins_____-_-__- 5267 
futures, Maine 1960-61__.-__-__- 5551 
outlook for 1961 (talk)------__-- 5208 
summer and fall, acreage marketing 
Se pe db winks nti iviin pad weave nw SIRENS 5175 
eee = 
hatcheries and dealers participating 

in national poultry improve- 

MONE DIEM cen cnencsesencan §221 
hatching and breeding, trade prac- 

NS SS Re a 60144 
industry, problems (address)---~~ 5246 
inventory, 1961--..--.-.~------- 5195 
market information and prices, ex- 

epee nang of Dairy and Poultry 

arket News Service-..----- 5178 
national improvement oe 
changes, conference report._.._- 523 
ed and flock parceipetion, 
RR NR BAN PS I 5219 
outlook in 1961 (talk)-....--_-. 5200 
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Entry 


548 
487- 80 





Powder River, west side of basin, sed- 
imentary rocks and reserves of 
coal 

Power, see Atomic energy. 

Power laundries, see Laundry and 





laundries. 

Power plants, see Nuclear reactor 
power plants—also ower 
plants by name, e.g. Palisades 
project. 

Power reactors, see Reactors 
(atomic). 


Practical nurses, see Nurses and nurs- 
ing. 

Prairie Bluff formation, see Creta- 
ceous period. 

Pre-Cambrian period, rocks, joints in, 


ves City-Idaho Springs 
WOR, OMRie eee estes 
Peatipitation. Tennessee River basin, 


BUDMIOMERE. << oacew a sccku 
see also Rain. 

Precision measurements, see Physical 

measurements, 

Precision orbits of 413 photographic 

cil). ear ees ee eee 

Prediction (psychology) : 

Air Force Academy cadets achieve- 
ment in 3a years 
airman specialties, educational re- 
quirements, appraisal__._-____ 
Pre-Gnome program, seismic measure- 
ments by Geological Survey 
during high-explosives tests 
near Carlsbad, i. MOE. e 

Premiums (insurance), see Life insur- 

ance, 

Prepackaging, Sore point packag- 

ing trends (talk) 

Preservation of wood, see Wood pre- 

servatives. 

President of United States: 
inauguration in 1961, address___-_ 
messages, see, in main alphabet, 

subject of message. 
state of the Union address, 
cerpt 

President’s Council on Youth Fitness, 

recreation planning for fitness, 
workshop report-_-.-------- 

Pressure: 
drag sweptback wings, sine-cosine 

method for reducing interfer- 
2) ee ee 
measurements on sharp and blunt 
5° and 15° hhalf- angle cones at 
Mach no. 38.86 and angles of 
attack to 100° 


surface, unswept blunt plates in 
helium at high Mach num- 
ROR Safe cea be I cee og Sone = aie 


see also Atmospheric pressure. 
Pressure vessels, design and analysis, 
evaluation of time-dependent, 
materials information____ ~~ 
Preston County, W. Va., coal prep- 
aration characteristiecs____-_- 
Price lists, 
tions. 
Price supports, see Prices—also names 
of commodities, ete. 
Prices : 
crop values, season average prices, 
value, productions, 1959-60__ 
farm food prices spreads, seasonal 
WRPIOIO a by tie Focktead a mem 
indexes, department stores_.____~~ 
statistics of Federal Government, 
DORSTEES cli aicimocwne 
support prices, programs, progress 
made past 8 years (talk 
see also Inflation (finance)—also 
names of commodities. 


see Government publica- 


Fuses. 


Do not order from index; see indicated entry 


Entry 


6169 


5316 
5319 


6345 


6399 


6390 


5378 
6288 








Pr 


Pro 
Pro 


Pro 


pe 


Pro] 
ce 


fu 


Pro 


Proy 
cr 


lic 
lo 


M) 


pe 


BY! 


3345 


3399 
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5278 
3257 
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5247 





Aprit 1961 


Entry 
Printing, commercial and manifold 
business forms, census of man- 
ufactures, 1958, industry re- 

CD ae a a as ae ae _~ 5462 
Printing Joint Committee, Govern- 
ment paper specification stand- 

ards, change notice_____--_- 5760 

Prints, art work, copyrighted___--- 5910 


Probes, space launchings, summary— 6303-4 

Procedures, see Administrative man- 
agement. 

Proceedings of National Museum__ 6435-37 

Processing of food, see names of foods 
processed. 

Procurement, see Army—Defense De- 
partment—Military supplies. 

Production, defense production act, 
voluntary agreements program 
review, Attorney General’s re- 








pores, 1000-08. ~ ow ek 5854 

Production, see also Gross national 
produc Ss or classes 
of commodities. 

Productivity and Technological De- 
velopments Division, Labor 
Statistics Bureau,  publica- 

TaN, Ce eee ae weee 6260 

Professional papers, Geological Sur- 
vey 6176-81 

Professional workers, m managers of va 
medical installations, addi- 
tional pay, report__-_------- 5655 


Program G10 SerieS.. oS 5277-78 
Project — (nuclear phys- 
ics): 


Guartee: Pepert. 62k 5357 
Project PERT (program evaluation 
research task) : 
contractor reporting personel 
meetings, summary minutes. 6468-69 
coordination task group meetings, 
ORI sinc ccs 6467 
data processing lesson plan hand- 
book for technicians_________ 6464 
instruction manual, systems, pro- 
ON oc he ee 6465 
summary report, phase 2____----- 6466 


Projectiles : 
hypervelocity impact data obtained 


by using relative velocities 
JF oel NE 1 | ee oe cee een 6394 
penetration into metallic and non- 
metallic targeta............ 6395 
Propellers : 


certification, delegation option pro- 
cedures, regulations of FAA 
administrator... ..-.<.+.4.-4 5980 

full-scale, 3-blade, supersonic-type 
operating at low and negative 


blade angles, section thrust 
Dh a re a ee 6353 
Property rights: 
family and property law, women— 
RENE SONI fcc ae esi tirae wet paatn ce a 6616 
0 SE ee eo 6617 
Propulsion : 
critical conditions for drop and jet 
LS eae 6384 
liquid-fuel systems, performance at 
low chamber pressure____--_~~ 5385 


low-thrust systems for fast inter- 
planetary missions_____----~~ 6413 

MB-3 rocket engine systems, exami- 
nation of pricing under Air 
Force contract with North 
American Aviation, Inc., re- 


performance characteristics and 
outlet flow conditions of con- 
stant and variable lead helical 


inducers for cryogenic pumps. 6369 
systems, electric and nuclear, mag- 

netohydrodynamic energy con- 

version analysis-_..____--___ 6386 


Do not order from index; see indicated entry 























Entry 

Propulsion—Continued 
twin-jet boattail bodies, free-flight 

effects of simulated sonic turbo 

jet exhaust on drag character- 

istics at transonic speeds__.__ 6337 
Propulsion system, powerplant param- 

eters for orbital-launch nu- 

clear rockets, optimization 

study as (68682 
Prosperity, people’s challenge and 

achievement (address)_______ 6235 
Protactinium, radiochemistry, tech- 

niques, procedures, etc_______ 5369 

Protective coatings, see Coating ma- 

terials. 

Providence, R.I., first automated post 

office ae a... GA86 
Provoost, Maud A., relief____---_--- 5623 
Pseudocyclops, new species from 
PAM. SEO os in sca cs orev iste ica 6432 
Public Assistance Bureau PAi 
eries) es aai. €6491 
Public ‘Decaments Division, price 
i SES: See 6492-95 

Public employment, see Employment. 

Public Health Service: 
public advisory groups, roster of 

members - 6511 
records management guide________ 6502 
Public housing, see Housing. 
Public Housing Administration, audit 
report, 1960 5598 

Publie lands: 
code of Federal regulations.____~-_- 6012 
Latin America, problems and re- 

form movements (address)_. 6563 

Public printing and binding, Govern- 

ment paper specification stand- 

ards, change notice_______--_~ 5760 
Public property, maintenance of 
grounds, engineered perform- 

ance standards handbook____ 6620 
Public Roads Bureau, Federal High- 
way Administrator, nomina- 
= of Rex M. Whitton, hear- 

RON eRe age: Sat SP eee Re ee 5905 

Public ‘utliities, maintenance, work 

MIRE RCOTROIOG isis si iscic miter 6623 

Publie sities, see Social work and 

problems, 

Publie works: 
maintenance— 

engineered performance stand- 
Se eee erie sre 6619-21 
work improvement____________ 662 
see also Installations (military). 

Public Works Committee, House: 
SE Oa iene 5753 
investigations and studies, matters 

within its jurisdiction— 
authorization, report-__.._____ 5643 
co  —", ere 5683 
de ee ne ee eee 572 

Public Works Committee, Senate: 
additional staff and funds, reports. 5814, 

5817 

LL (Rye een eck ee! 5904-6 
DORON cis isin dence eke cecea: 5814, 5829 

Publications, see Government publica- 

tions—also names of depart- 
ments, ete., issuing publica- 
tions—also subjects. 

Publicity, news story writing, guide 

for extension workers________ 5277 

Publishing, census of manufactures, 

industry report..__.___ 5461 
Puerto Rico: 
aged and aging, problems, back- 
goeund studies. ..c.<...n0~ 5Rn6 
coast pilot, supplement____..____ 5536 
Federal relations act, amend, re- 
CO a GRE ARS SE EES ae 57138 
former Commissioners, gratuitous 
copies of congressional record, 
WP e tac cdsacsuckecaceken 5816 
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Puerto Rico—Continued 
en water facilities inven- 





ory- 
pian new species____--- 
reporting labor organizations, 
register. 
service life of untreated posts__-- 
Pulp, current industrial reports____- 
Pulp mills, census of manufactures, 
1958, industry report 
Pulpboard, current industrial reports. 
Pulpwood, see Wood pulp. 
Pumps: 
cryogenic, performance characteris- 
tics and outlet flow conditions 
of constant and variable lead 
helical inducers_____-------- 
fuel, carbon vane, electric spark ig- 
nition 





see also Wells. 
Purchasing, consumers buying inten- 
tions, survey 





a 


Quarantine, see subjects 

Quaternary period, gastropoda of Oki- 
nawa, description, ete__-.--- 

Quigley, James M., nomination, hear- 





R 
Race problems, see Discrimination in 


employment. 
RaGiant-heating, insulated structural 
airframes, experiments___~_~_- 


Radiation, precision measurement 
and calibration standards, se- 
lected papers..--__--------- 


sce also Gamma rays—X-rays. 
Badiation chemistry, see Radiochem- 
stry. 


Radiation isotopes. see Isotopes. 
Radiative equilibrium algorithm for 
semi-infinite, atmospheres_-_-- 
Radio, national defense education 
act of 1958, new educational 
media program__._--.------ 
Radio apparatus and appliances, see 
name of apparatus or appli- 
ance. 
Radio broadcasting: 
conelrad, 640 or 1240 kilocycles___ 
criminal’ code provisions, text__-_- 
see also Radio communication—Ra- 
dio stations. 
Radio communication : 
broadcast services, FCC rules and 
oT SS Se ee 
domestic public services, FCC rules 
and regulations_______-__-_ 
industrial services, FCC rules and 
regulations___._.------_-_~_-. 
treaty matters, FCC rules and reg- 
OS See 
very low frequency synchronizing 
system, description__-.____-- 
Radio frequencies : 
— FCC rules and regula- 
ons 
and time signals from NBS sta- 
tions WWV and WWVH, in- 





ge 
Radio —— see Receivers (ra- 
Radio ig see Radio communica- 


Radio ations, NBS stations WWV 
WWVH, standard frequen- 

dee and time signals, insert__ 

Radio transmitters, see Transmitters. 
Radio waves, propagation, research 
papers 
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6370 


6023 


6178 
5855 


6344 


6419 


5304 


5932 


5512 
5983 


5986 
5988 
5987 
5985 
6380 


5985 


6422 


6422 
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Radioactive inert gases as tracers 
for petroleum reservoir stud- 
































Entry 


es _ 6296 

Radioactive substances: 

nuclear fallout debris disposition, 
SUDUR FONOT.. ncaccccasno- 5379 
shipping, handling, storage, litera- 
ture search 5386 
Radioactivity : 
atmospheric, studies, Government 
DEORE tie coe cnamemamee 5395 
fallout— 
collective protection, engineering 
RII oe cit eect nee 5948 
Health and Safety Laboratory 
program, quarterly report-__.. 5353 
nuclear debris, disposition, an- 
nual report 5379 
thermoluminescence of sodium chlo- 
ride irradiated with 40—Mev 
alpha particles__.___.__.__--- 6387 
Radiochemistry : 
earbon, nitrogen, oxygen__-----~- 5372 
iron - 5370 
mah) 7 * ae aE RE SR 5371 
protactinum, techniques, proce- 
dures, ete. 5369 
zine 5368 

Radioisotopes, see Isotopes. 

Radiological health, see Health. 

Radiological warfare, collective pro- 

tection, engineering manual__.__ 5948 

Railroad accidents, investigation re- 
ports -_- 6224-26 

Railroad Adjustment Board, see Na- 
tional Railroad Adjustment 
Board. 

Railroad employees: 

unemployment insurance, tempo- 
rary extension, report.___--- 5694 
unemployment insurance act, 
RONG, TODCTE..xncannaccacen 5840 

Railroad Safety Section, report, 

1960 ---- 6227 

Railroads : 

carload waybill statistics, mileage 
block distribution, traffic and 
revenue by commodity class... 6215 
carload waybill statistics, 1959— 
all commodities___.___.--__ ~~ 6216 
forest products 2 6218 
mines products_____--_------- 6219 
common ownership by regulated 
carriers, hearings__--.------ 875 
interstate commerce act, amend, 
TODOTES oes oe ee 5703, 5710 
loan guaranty authority of ICC, _ 
hore termination date, 
le be nuendo castles cupieso ae 5703, 5710 
see dite Raliroad employees. 

Rain, high-intensity rainstorms on 
Boise and Payette National 
DINE Colette eee ct 6114 

Ralph, James T., nomination, hear- 

EN oo eet ne pe Rachid oe Ok, Rf SAR aay 5843 

Ram-jet engines, see Engines (air- 
craft). 

Range lands: 

Northwest, plant symbols adapted 
to automatic data processing, 
1 ERR i FRIAR CET tl GRR ht 6135 
study a early gully-control strue- 
tures in Colorado Front 
TT fps ie Sae ie is aE: 6147 

Rare earths, crystals, spectra... 6424 

Ratings, seale construction, compari- 
son of 8 methods___--------- 5317 

Rations, see Food for livestock. 

REA, see Rural Blectrification Ad- 
ministration. 

Reactor fuel elements: 

dispersion type, isotopic inter- 
change. 5375 
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5948 
4-26 


5694 
5840 
6227 


6114 
5843 


6135 
6147 
6424 
5317 


5375 





Reactor fuel elements—Continued 
graphite, subsurface coatings, de- 
velopment program for pebble 
bed reactor, report--__------ 
pebble bed reactor, development 
program, progress report_---~ 
thermoelectric, progress report---- 
UO, system, development and test- 





ing. 
vibratory packed UO, enriched, re- 
distribution following burnup- 
Reactor fuel plates, ultrasonic roll 
bonding, study, etc__---.---- 
Reactor fuel rods, isostatic pressing 
of UO, in high temperature 
metals. 
Reactor fuels: 
development, nuclear fuels and ma- 
terials_ 
development programs, summaries_ 
Reactor safety, see Safety of life. 
Reactors (atomic) : 
AEC licensing procedures, 
study 
boiling water— 
flux trap core, summary design 
report 
research and development__—--~- 
it ae or planned, U.S., 








etc., 








cooling and coolants, bibliography_ 
fast oxide breeder, parametric study 
; of reactor core__.----------- 
fast reactor core design parameter 
study 
fuel cycle development program-_-_-_ 
heavy element facility, plutonium 
processing, final safety evalu- 
ation... 
nuclear power costs-_.-..------- 
nuclear superheat project, progress 
report 
organic cooled reactor forum, pro- 
ceedin 
pebble bed, fuel element develop- 
ment program— 
progress report................ 
report on subsurface coatings for 
graphite spheres.__.__-_____ 
ne civilian program, 10-year 
n 








SL-1, stationary low power, explo- 
sion, Jan. 3, 1961, report_____ 
SNAP, 10, 2, and 8, development 
for space exploration and utili- 
NIE ore rt ccc ene 
T-7 flux, neutron and parallel flow 
channel coupling effects______ 
thermoelectric fuel element, prog- 
Sy i a 
Real estate, owned by U.S. through- 
out world, 196 
see also Farms. 
Real property, see Real estate. 
Receivers (radio) : 
c-w and a-m, technical manual, 
SC eS ie SE ia 
Recipes, eggs, dried 
Reclamation Bureau, program, recrea- 
tional opportunities_...._.._ 
Reclamation of land: 
reclamation project data___-_.-__ 
strip-mined lands, tree survival and 
growth in Pennsylvania’s bitu- 
minous region_...-.-..-..___ 
Reconnaissance (geologic) : 
—— in Uinta Basin of Colorado 
an 
Recordings, see Sound recordings. 
Records : 





documentar. requirements for 
aliens in the U.S_----------- 
Government departments, etc., dis- 
position, report-_.-..-_.--._- 
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5346 
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5399 
5391 
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5347 
5341 
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5398 
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5376 
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5397 
5407 


5390 
5350 
5401 
6167 


5332 
5278 


6519 
6518 








Entry 

Records—Continued 

Public Health Service, management 
Ee ce anennmemnnemnion 6502 
see also Paperwork (office prac- 
tice)—also names of depart- 
ments, etc. 

Recreation a Federal 1 hed 

equipment, eral supply sched- 
. Se % -- 6037 
planning for youth fitness, work- 

i Te . Se ae 6488 
Reclamation’s program for recrea- 

tional opportunities___._.____ 6519 

Red snapper, see Snapper. 

Redevelopment (city planning, etc.) : 

depressed areas— 

oo SASS ees 5739, 5849 
ARES a) Es SE eS 5832 
Foe cae ee a 5832 

urban renewal, residential prop- 
erty surveys in conservation 

CEE ie Ee a a 604 

Reefs, effects on wind set-up in shal- 
ow Weer, Oey... ee 50 

Re-entry vehicles, see Spacecraft. 

Reese, Doris A., relief_.....--.--__ 5635 

Reference guide series___.__..__.______ 6431 

Reflectivity, microwave, of deposited 
aluminum films for passive re- 
lay communications_________ 6379 

Refractory-clay a of Wyoming. 6276 

Refractory materials, see names of 
materials, 

Refrigeration and refrigerating ma- 
chinery, equipment, foreign 
countries, production, consump- 

WOR. UMN a tie keueccGlen 414 

Refugees: 

and escapees from Communist tyr- 

anny, investigation authoriza- 

CR aera 797 
Cuban problem, report to the Presi- 

Co Ee ae 489 

Refuges, see names of refuges. 

Refunds of taxes, see Tax refunds. 

Regenerators (machinery) : 

employment for repeated use of 
caloric to produce ship power, 

fallacies in mid 19th century. 6434 

Registers : 

Air Force— 
departmental edition._..________ 5290 
document edition-._....________ 5593 
Army— 
departmental edition-__________ 5335 
document edition.________ ae, 5577 
Military Academy, West Point, 

Pk TT aS CTE 269 

reporting labor organizations, 

Southeastern States__.._____ 239 

Registration, see subjects. 

Regular Army, see Army. 

Regulations, see Code of Federal Reg- 
ulations—also names of de- 
partments, etc., issuing regula- 
tions—also subjects. 

Rehabilitation of the disabled : 

aged persons, background and 
factual information on various 

i) | EE PT 6614 

veterans, vocational program, make 

permanent, report._._...____ 01 

veterans, vocational rehabilitation 

and education, quarterly infor- 

mation. bulletin... 06 

Reliability of job evaluation ratings 
as a function of number of 
raters and length of job de- 
pe Ray hee Pee ek ERS EE 5315 

Relief work, see Foreign aid—also 
names of countries. 

Renegotiation, see Government con- 
tracts. 

Renegotiation Board, regulations, 
GMONGMSRG noc neces 21 
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Rental housing, see Housing. 

Rental housing insurance, see Mort- 
gage insurance. 

Repair parts, spare parts for J—69 
turbojet engines, examination 
of pricing under Air Force 
contract with Continental Avi- 














Entry 


ation & Engineering Corp_-___ 6159 
Repairmen, see Mechanics (persons). 
Reports, required under labor-manage- 

ment reporting and disclosure 

act of 1959, employers__--___ 6237 

see also names of departments, etc., 
issuing reports. 

Research : 

AEC research reports.__._-.. 5336-5403 

Education Office cooperative pro- 
gram newsletter___-_________ 5933 

see also Scientific research—also 
names of departments, etc., do- 

ing research—also subjects. 
Research bulletins, papers, ete., see 

names of issuing agencies— 

also subjects. 

Research notes: 
Intermountain Forest and Range 

Experiment Station_________ 6114 

Northeastern Forest Experiment 

Station 6118-23 

Pacific Northwest Forest and Range 
Experiment Station__.____ 6128-34 
Pacific Southwest Forest and Range 

Experiment Station________ 6137-42 
Research paper, Pacific Northwest 

Forest and Range Experi- 

ment mistion. SS 6135 
Reserve components of Armed Forces: 

facilities construction authoriza- 
tion— 
hearings 5736 
eS De Ss ae 5695 
Reservoirs, outlet works: Oahe Dam, 

Missouri River, oA ae 5953 
Residences, see Houses. 

Resolutions, see House bills—Senate 
bills—also subjects of resolu- 

tions. 

Resources, see Natural resources. 
Retired pay, see Annuities. 
Retirement: 
gradual plan in Department of 
Health, Education and Wel- 
fare - 6190 
marines, handbook__--..-_------_ 6267 
Revenue, carload waybill statistics, 

1959, State to State distribu- 

tion, all commodities_______~_ 6216 
Revised statutes of U.S., see Codes 

of law. 

Reyes, Mauricia, relief_...___.-._~- 5628 
Rheumatism, description___._.._-__- 6499 
Rhode Island: 
aged and aging, problems, back- 
ground studies________--____ 5896 
a of Bhp con arm 1960, number 
inhabitants_...--._-_____ 5504 
named, Va.: 
census of business, 1958, standard 
metropolitan area, central 
business district statistics._.t£‘05449 
occupational wage survey— 
departmental edition-.__...- _- 6250 
document edition-..._---.----- 5581 
Rifle Creek, Colo.: 
mineralogy of area____-_-_------ 6171 
vanadium-uranium deposits._--_~- 6171 
Riots, communist inspired, youth 
groups target for infiltration 
and agitation tactics, print ad- 
ditional copies, report.__.._- 5723 


Ripley formation, Cretaceous 


period, 
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Rivers: 
daily stages, 19058_._._._..--_--__. 
small pers simple filter dam_-_- 
Roads and highways: 
code of Federal Vregelations Ee came 
economic and social effects of high- 
way improvement____-_-__-_~ 
Federal aid program, prevailing 


wage determination, opinion of 
Attorney General 
Florida, relationship between con- 
Heme wed and State personnel, 


BPiNee < e e 
nighnny cost allocation study, final 
repor 
highway trust fund financial opera- 
tions, 1960, report. 
interstate systems, let’s finish job 
on time (remarks)\_--------- 
maintenance, engineered perform- 
ance standards handbook_-_-- 
pay-as-you-go program, message 
from the President_____---__ 
road-user tax on selected motor 
vehicles, study, errata__----_ 
Rockets : 
engines, MB-3 propulsion systems 
under contract with North 
ane Aviation, Ine., re- 
low- deost storable-bipropellant, 
performance at low chamber 
MUMIBOTO 6 Bo eee cee 
nuclear— 
powerplant parameters for or- 
bital-launch, optimization 
study 
thrust augmentation, thermody- 
namic anaiyels=.<s-.===--=-. 
Rocks: 
basalt, water injection for artificial 
recharge of ground water___-_- 
Meade Peak phosphatic shale mem- 
ber of Phosphoria formation at 
Coal Canyon, Wyo---------- 
precambrian, joints in, Central 
City-Idaho Springs area, Colo_ 
sedimentary, Bighorn Mountains 
and adjacent west side of 
Powder River Basin___-----~- 
Rocky Mountain Forest and Range 
Experiment Station, station 


ORTNGIN oop casdaoasaneeancs 3 
Rodenticides, amend transitional pro- 
visions of act including nema- 
tocides, ete., report 
Roll (aircraft) : 
low speed characteristics of 45° 
swept-wing fighter type air- 
— wind-tunnel investiga- 
UN nn eocth cp bs iasik alceeierenencavisaueaben 
requirements for fighter airplane, 
flight and analytical studies__ 
roller-on-roll-rate stabilization sys- 
tem for canard missile configu- 
POOR so ciwecqoce mies nani 
trailing-edge spoilers at Mach num- 
bers 2.2 and 5.0, drag and roll- 
ing-moment effectiveness____- 
Rosters, see names of departments, 
ete., issuing rosters. 
Rotors: 
axial-flow compressors— 
with contracted exit annulus, 
transonic investigation. ___-~ 
with hub tip ratio of 0.75 and 
blades having NACA Ag Isp 
mean lines, transonic investi- 
gation 
Rouge River Basin project, Talent 
division, Agate Dam and Res- 
ervoir, Interior Dept. report__ 
Rules, see names of courts, commis- 
sions, etc., issuing rules—dalso 
subjects. 
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Entry 


Rules and Administration Committee, 
Senate: 
investigations and studies, privi- 
leges and elections — 
report wa, BBIS 
TODOMURS osc Sw atitiieicmtndns 5783-98, 
5804-13, 5816-18, 5833-36 
Rules Committee, House: 
membership, increase to 15, done ay 


reports___ 
5661- ty 5667, 5687, 5697-98, 
cultural relations agree- 








5710-11 
Rumania, 
ment__ 
Runways (aeronautics) : 
approach lights, visibility, evalua- 
tion of visual distance com- 
puter 5305 
Rural communities: 
depressed areas can become more 
properous through rural de- 
velopment programs (notes 
used in address)_------_---- 5251 
modern telephone service, improve- 
ment and extension (excerpts 














from remarks) ~-----.~--.-~- 6530 
Rural development program : 
guide to depressed areas for more 
rapid progress (notes used in 
address) 5251 
new rural America, opportunities 
unlimited (notes used in ad- 
MVONST ibe ck ee ie 5276 
pays big dividends (notes used in 
address) §281 
Rural electricity, see Electricity. 
Rural Electrification Administration : 
administrator, nomination of 
Norman M. Clapp, hearing... 5842 
development and progress of rural 
telephone service (excerpts 
from remarks) _~----__--.--- 6530 
programs, success achieved through 
co-ops (excerpts of rode a 6523 
soil and water conservation pro- 
grams (excerpts of remarks). 6524 
telephone financial planning (ex- 
cerpts of remarks)_.--------~ 6526 
Rural telephony, see Telephone. 
Rye, crop production, 1960__.-..__._ 5192 
8 
Safety and Service Bureau, Railroad 
Safety Section, report, 1960... 6227 
Safety of life: 
air safety, aircraft emergency pro- 
cedure over water__-__---__- 5540 
atomic energy program— 
SL-1_ ineident, Idaho Falls, 
Idaho, report-...---..-._-__ 5407 
SNAP 3 thermoelectric genera- 
tor, final analysis--..._-____ 5863 
SNAP 38 thermoelectric genera- 
tor, preliminary operational 
|: ara aE 5862 
farm ponds, ways and means of 
improving (address) _......__ 6549 
flammable liquids and gases, safe 
use and storage on farm .  . 5257 
hazards in geet and han- 
dling of liquid hydrogen___.—_ 6281 
plutonium processing in heavy ele- 
ment facility, final evaluation. 5365 
responsibility for air progress (re- 
WTI) | bse cacss ss taianth tana ential > mabebis 5982 
Malling directions, sce names of local- 
ties 
Sailors, forbid employment on failure 
to answer questions on Com- 
munist activities, report...... 5666 
8t. Lawrence River and Valley, sur- 
face water supply__..-_-___- 6189 


Do not order from index; see indicated entry 
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Entry 
St. Lawrence Seaway Development 
Corporation : 














mee ore nomination, hear- 
Ee ri ap iene 5906 
aoa" administrator, nomination, 
hearing ad 5906 
Salaries : 
Government, executive pay act of 
1956, as amended, text__---_- 5707 
VA medical installations managers, ¥ 
additional pay, report..----- 5655 
Sales tax, increase rate on D.C., gross 
receipts, hearing.___._-------~ 5740 
Salesmen and salesmanship, small 
SOTVICE FEDS cin ioncionnse 6543 
Saline water, see Water. 
Salines, physiologic effects produced 
in cardiovascular system_.__~_ 5295 
Salmonella, bibliography of litera- 
LUG, LOR rieikidenncicconcan 6509 
Salmonellosis, ~~ ape of litera- 
eS aa 6509 
Salt, thermoluminescence of sodium 
Seg irradiated with 40- 
ev alpha particles________. 6387 
Salt Lake City, Utah: 
occupational wage survey— 
departmental edition-___---__ 6255 
document edition._---___--____ 5586 
Salt water, see Sea water. 
San Diego County, Calif., beach ero- 
sion control, reports... 5728, 5829 
Satellites : 
communication, microwave reflec- 
tivity of deposited aluminum 
films used in fabrication____- 6879 
international activity, summaries_ 6303-4 
optical observation-__.--__-.---- 6404 
SNAP 3 thermoelectric generator— 
final safety analysis___-_...__._ 5363 
fueled with cerium-144, concep- 
ee 53864 
preliminary operational safety 
repor - 5362 
tracking accuracies, description of 
very low frequency synchroniz- 
Ing: SYREN UE0E. ..ncutinens 6380 
tracking stations system, hearings. 5755 
Savings accounts, see Banks and 
nking. 
Savings and loan associations, see 
ee rm savings and loan asso- 
ciati 
Savings bonds, padivigual invest- 
SN 0 Oe sities eterna pees 5993 
| ee eee 5423-26 
Scallops, Passamaquoddy area _ re- 
sources, investigation-__.__--— 6067 
Schaub, William F., nomination, 
Le ORE aS Eee a 5848 
Schenectady, N.Y., census of business, 
958, standard metropolitan 
area, central business district 
statisties__ 5433 
School buildings : 
elementary and secondary schools, 
fall 1960, statistics._....._- 5929 
federally affected areas, construc- 
tion assistance, annual report. 5919 
plant management, administering 
custodial program. -_-...-- 5936 
School of Aviation Medicine, Air 
University, publications... 5291-5301 
School plants, see School buildings. 
Schoolhouses, see School buildings, 
Schools: 
federally affected areas, operation 
assistance, annual report. ____ 5919 
public, exceptional children enroll- 
a EE 1 tee * 928 
Science: 
China, bibllography_...-.___._-- 5424 
documentation, indexing, and re- 
trieval of information— 
ee OR a ee a 5770 
report, additional copies, report. 5834 
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Entry 


high schools, 1958__.__------ 5934 
ee _ education, NSF pro- 6458 
gra 

Science ge semen National, see Na- 
tional Science Academy. 

Science and Astronautics Committee, 
House: 

hearings, ete. 5754-57 
investigations and studies, aero- 
nautical, outer space, and 

other scientific research— 

authorization, report--__------ rer 
expenses, report-___..-----~_. 

reports —_ 5705, 3709 

Scientific research : 
— services support, investiga- 
on— 

authorization, report______---- 5649 

, report. 56738 
cands for research and develop- 
ment and gross national prod- 

OS SP et 0 PA ae 6454 

Scientific Research and Development 

ce, National Defense 

search Committee, summary 

technical report, microfilm in- 

dex. 6490 

Scientists : 

creative, role and training (re- 

marks) ~~ 5409 
manpower, ballistic missile pro- 

gram of Air Force Department, 

survey — 5752 
recruitment by defense contractors, 

cost investigation, report___-_ 5751 

Screws, machine products, census of > 
Se 1958, industry 

port 5472 

Scrub ook see Oak. 

Sea lampreys, see Lampreys. 

Sea water, conversion, research 
needs, staff reports__---- 5709, 5757 

Seasonal variation in farm food 
prices and price spreads__---- 5273 

Seasoning of wood, see Lumber. 

Secretaries, see for departmental sec- 
retaries, names of departments 
or names of secretaries. 

Securities and Exchange Commission, 
members, nomination of Wil- 
liam Cary and J. Allen 
Frear, jr., hearing EN set 5853 

Securities exchanges: 

act of 1934, as amended to Jan. 16, 
1961, text 6532 
code of Federal regulations ees 6005 

Security, see National security. 

Sedimentation and deposition, filter 
dam for small streams__--~~- 6120 

Seed crops, see Crops. 

Seed separators, descriptive guide-__ 5250 

Seedlings, see Pine. 

Seeds : 

steaming. and $e methods and 
Lt wield GS SERS LESS SES 5250 
co-op hel “ provide better stock._. 5960 
Douglas- production and dis- 
cant’ TABS OA eae 6143 
forest trees, certification, progeny 
testing, minimum standards. 6116 
seedbeds as result of scarification 
from summer logging_------- 6123 
see also names of plants. 

Seismic measurements, by Geological 
Survey during Pre-Gnome 
high-explosives tests near 

Carlsbad, N. Mex__-------~-- 5383 

Shehtannnaine portable, design cri- 
ee Sipe aR aa ee oN 2 lech 10 6282 

Selective Service System, report, 

196 65338 





Semitrailers, ‘gee Trailers, 


Page 148 


InDEX 





Senate: 
former Members, gratuitous copies 
of congressional record, re- 
port 
| ES A eS LE OS 
Members, assistance in interparlia- 
— activities, ete, re- 








wiedtaas directory, spring 1961--_ 
Senate bills_ 
Senate documents 
Senate executive documents 
Senate executive reports_____-___ 
Senate manual, see Senate. 
Senate reports, public bills_____ 
Serial set (congressional) 
Service stations, starting and ae 











ng_ 
Service trades : 
census of business, 1958, area re- 
ports 
equipment, Federal supply sched- 





Sewer oo a see Pipe and pipe fittings. 

Shale, Meade Peak phosphatic shale 
member of Phosphoria forma- 
tion at Coal Canyon, Wyo_-_- 

Sheds, drying and storage, farm 

building plan 

Sheet metal, operations formulas, en- 
gineered performance stand- 








ards__ 
Shelby County, Iowa, soil survey_—- 
Sheldon National Antelope Refuge, 
general information___._.__- 





Shelters (air raid), see Air raid 
shelters. 
Shingles, preservative treatment and 
LEN | SALOU ae 
Ship — Committee, serial no. 
Shipbuilding : 
construction-differential subsidy, 
ete., contracts of Federal 


Maritime Board, GAO review_ 

naval ships, glass reinforced plas- 

i applications, design man- 

Shipments, see Freight--eloo “aames 
of articles shipped. 


Shipping: 
Alaska transportation legislation, 
NG siitidhitietimennnmann 
American, importance to economy 


(address) 
code of Federal regulations_______ 


intercoastal act of 1933, amend, 
SE i ee Ee ae ee ee ae ae 
radioactive materials, literature 
vt: | eae 8 ES a ee a 
water transportation — 


work stoppages, 1927—-59_____ 
Ships: 
Canadian, operate to and within 
Biases, Wo os caviawsocsae 
construction, see Shipbuilding. 
loan to— 
Cite, Ggreement.......2..cenncnn 
Korea, agreement_.__.-------- 
merchant vessel and waterfront se- 
curity act of 1960, report 
also: Merchant marine—Ship- 
ping-—Warships. 
Ships Bureau, records, preliminary 
SIE ee 
Shock (mechanical) : 
laminar boundary layer’ behind 
strong shock moving into air 
waves, oblique, system for sur- 
faces at various angles of at- 
tack, sweep, and dihedral in 
equilibrium real gas, method 
of solution with tabulated re- 
CIE... cemnwtalidtiammaukhdnts 


ace 


Shock 
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5452 
6030 


6173 
5272 


6621 
6552 


6062 


6102 
6534 


6161 


6535 


5873 


5997 
6014 


§823 
5386 
6244 


6567 
6582 


5666 


6415 


6366 


6407 





Shrimps, inspection, down with re- 
jects, up with profits 
Shut-off a for automatic acid 
anal 26re...- 
Sideslip (aircraft) : 
effects on aerodynamic character- 
istics of 2 arrow-wing-fuselage 
GFPRUBOMCUS 6. nenonsc ess 

low speed characteristics of 45° 
swept-wing fighter type air- 
eee, wind-tunnel investiga- 


tio 

wing height effects on vertical-tail 
pressure distributions of com- 
plete model at high subsonic 
speeds 

Sidewash (aircraft) : 

aerodynamic, effective characteris- 
tics of 35° swept-wing air- 
Berne, meee at Mach number 














Signals, see Time signals. 

Silicone reinforced plastic laminates, 
effect of thermal gradients on 
strength 

Silver, —* and imports, summary, 








Silver hake, see Hake. 
Simarouba amara, see Marupa. 
implified practice recommenda- 
tions. 5 





Simulators, see Flight simulators. 

Sioux — Museum and Crafts 

nter, general information__— 

Pe... ‘Conaes, Calif., geology and 
ground-water features heise 

Sitka spruce, see Spruce. 

Skeleton, correlation of skeletal 
growth and epiphyseal ossitica- 
tion with age of monkeys_---- 

Sky, mean sky cover, sunrise to sun- 
set, monthly and annual, na- 
tional atlas sheet_______--___ 

Slats (aircraft) : 

leading-edge, effects on aerodynamic 
characteristics of wing-fuse- 














lage combination____________ 6307 
Slaughtering, cattle, plants, improved 
methods and facilities in 
Southwest 5266 
Slopes, smooth bottom, effects on 
wind set-up in shallow water, 
study___ 5950 
Slurries, coal, pilot plant for feeding 
to pressure gasifier_____._--__ 6287 
SM series 5514 
Small business, see Business. 
Small Business Administration : 
activities, 1959-60, review, report. 5803 
report, semiannual___-____-____~ 6542 
revolving fund, audit report, 1959. 6157 
starting and managing i , oe 6544 
Small Business, Select Committee on, 
House: 
creating, - feport.n.cn66 cnn 5644 
investigations and studies, small 
and independent business prob- 
lems, expenses, report.____-~ 5685 
Small Business, Select Committee on, 
Senate: 
annual report— 
report ---- 5824 
INTE sie takisnievesnanspesestaiesachanaaiba 5781, 5824 
STINE :i5.shncsi Ui posse assses capiamdiibenenciiabintan 5907 
ONION 5 os chica icivandetinaiiacenenns 5781, 5803, 5824 
| Sees 5781, 5824 
Smelting, taconite in Mines Bureau 
experimental blast furnace... 6289 
Smith, Ri Ng i. p ae vessel), see 
Buen mith (fishing ves- 
Smithsonian contributions to astro- 
| ETE TTT I 6545-47 
SNAP, see Atomic energy. 
Snapper, red, fishing in Gulf of Mex- 
ico, use of otter-trawling gear. 6051 
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6054 
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6103 
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6208 
6184 

















Entry 
Social climates in high school___-__ 5937 
Social Progress Fund, Inter-Ameri- 
can, see Inter-American Fund 
for Social Progress. 
Social security : 
act of 1936, amend— 
RORTIODD 6 cn cdctcicennncunnnes 
reports é 5669, B08 
Dj ne ES ees ee) a 
amendments of 1960, analysis of 
6548 
earnings record_................ 6478 
health insurance benefits for older 
persons, message from the 
Vo SS ee eee 5605 
information for crew leaders and 
re ea a ee en 6477 
see also Disability insurance—Old- 
age and survivors insurance— 
Old age insurance. 
Social Security Administration, ac- 
tuarial study series__._.______ 6548 
Social work and problems, public wel- 
fare, code of Federal regula- 
tone 2 ee oe 6013 
Sodium, components design project 
research and development pro- 
gram, final report-_....___ 5339-40 
Sodium chloride, see Salt. 
Soil conservation, REA _ programs 
(excerpts of remarks)... ---- 6524 
Soils: 
humid area, use of crop residues 
to maintain organic content._ 5256 
moisture, effect of scrub oak and 
associated ground cover______ 6124 
searification from summer logging 
for creation of seedbeds______ 6123 
soil survey reports— 
Fayette County, Ind_-----_-_--_ 6551 
Shelby County, Iowa 6552 
Union County, Ind_- 6551 
strengths, stress-strain curves “de- 
veloped from laboratory tests. 5952 
see also Loess. 
Solvents, see Extraction (chemistry). 
Sound, ultrasonic roll bonding of fuel 
piabes, study, ete.s...0.cc.- 5343 
Sound recordings: 
archive of recorded poetry and lit- 
erature, checklist___.......__ 6265 
unauthorized duplication, copyright 
study. aso S664 
South (U.S.): 
ground water resources__________ 6174 


muscadine grapes, growth adapta- 
tion, ete - 5258 
South Carolina: 
aged and aging, back- 





problems, 








ground ‘atutiet..3 ccc. 5896 
grapes, new ready market________ 5199 
landings, fishery products____-_-~-_ 6046 
municipal water facilities inven- 

WT Gal Aten skasbstinabiglhd doensd a diniccaaben 6504 

South Dakota : 
aged and aging, problems, back- 

ground studies.........ss-...5 5896 
artesian wells penetrating artesian 

aquifers, progress report____-— 6185 
municipal water facilities inven- 

GOI i wn sci iccianens cc ecw --- 6505 

Southeast (U.S 
reporting labor organizations, reg- 
| RE sa ee ey eee ee 6239 
Southern Forest Experiment Station: 
forest survey release__..._--__-_- 1149 
occasional paper____.-.---.----- 6150 
Southern pine, see Pine. 
veces Plains Indians Museum and 
Craft Center, general informa- 
[1 ) | eee ee ee pete, {8209 
Sovictization, see Communism. 
BPP BOTTOM aah tet kd te toi netic 5997-6000 
Space, see Outer space. 
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pace age: 

chronology of missile and astro- 
nautic events, report 
International Astronautical Fed- 
eration meeting, report------ 

Ypacecraft : 
high-performance aircraft, effect on 
pilot control of large accelera- 
a during exit and reentry 

t 





4 

hypersonic vehicles, solution for 
oblique shock-wave system in 
real gas including atmosphere- 
low-thrust propulsion systems for 
fast interplanetary missions_- 
metallic and nonmetallic materials, 
high-velocity impact cratering_ 
planet approach-phase guidance 
scheme, supercircular entry 
into planetary atmospheres, 
corridor and guidance require- 
ments, analysis_------------ 
reentry— 
capsule, landing characteristics 
and flotation properties___.-_ 
configurations, right-triangular- 
yramid and half-cone lifting, 
ow-subsonic-speed static sta- 
bility 





parachutes, candidate materials 
for high temperature fabrics_- 
soft landings on gas-filled bags, 
analytical study_._-------~--~~ 
thermoelectric generators, 
program, quarterly progress 


report 
tracking stations system, hearings_ 
unguided boosters, trajectory simu- 
SND nd ictiidecncle pi eltcncmmne 
Spare parts, see Repair parts. 
Spark plugs, Federal supply schedule_ 
2 he see Government sup- 
plies. 
Spectra : 
CH from 3000 A to 5000 A, spec- 
trophotometric atlas________- 
crystals, atomic energy levels_____ 
Spectrometers, mass, ion source for 
molecular effusion, studies____ 
Spectrophotometry, atlas of spectrum 
0 rom 3000 A to 5000 A. 
Speech pathologists, grants for train- 
Ne; (ADOT. doRc seine 
Speed, see Air speed. 
Spinach, frozen, United States 
standards for grades__--____ 
Spodumene, deposits, Gaston County, 
N.C., pegmatites OR ET: ae Cee 
Spoilers (aircraft) : 
slot-deflector control effectiveness 
on aspect-ratio-4 wings at 
transonic speeds, wind-tunnel 
investigation of wing sweep 
and taper ratio__.__-._------ 
trailing-edge, drag and rolling-mo- 
ment effectiveness of trailing- 
edge — 
Sporting goods: 
and athletic equipment, census of 
manufactures, 1958, industry 
OURO he skk cd chee 
recreational and athletic equip- 
ment, Federal supply schedule_ 
Sprays and spraying, 2,4-D on 2d- 
year chamise sprouts....--_~ 
Spruce: 
Engelmann, mechanical properties_ 
Sitka, planting on decayed wood in 
coastal Oregon___..------.--~ 
SSC, see Ship Structure Committee. 
Stability of aircraft: 
hypersonic, glider configuration, 
low-speed aerodynamic charac- 
teristics, wind-tunnel investi- 
GRUIONG .. cis wc dimsindgeetnepenwes 
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Entry 


5705 
5756 


6357 


6407 
6413 
6395 


6425 
6424 


5354 
6425 
5827 


5213 
6294 


5361 


6104 


Do not order from index; see indicated entry 



































Entry 
Stability of aircraft—Continued 
longitudinal— 
static, wing warp effects on lift, 
and drag of aircraft configura- 
tion having arrow wing of as- 
pect ratio 1.86 at Mach num- 
bers from 1.1 to 1.7--------- 6347 
swept-wing airplane configura- 
tion with canard control sur- 
faces 6358 
static— 
lateral and directional, 35° 
swept-wing airplane model at 
Mach number of 1.61____--_- 6338 
low-subsonic-speed, of right-tri- 
angular-pyramid and half-cone 
lifting reentry configurations. 6373. 
missile, investigation-__-______ 6375 
X-15 research airplane model, 
static and dynamic-rotary sta- 
bility derivatives at subsonic 
gg! | feat SB Bt re Ee aa 6312 
Stainless steel, type 316, and Cr-Mo 
steel, welding procedure for 
transition joint____._--______ 5339 
Stains and staining, shingles________ 6102 
Stall (aircraft) : 
rotating, effect of inlet temperature 
on vibrations in multistage 
axial-flow compressor__.______ 6315 
Stamping, see Metal stamping. 
Stamps, see Postage stamps. 
Standards and standardization: 
commercial standard series______ 5417-20 
Defense Dept., standardization pol- 
icies, procedures, ete., manual 
notice__ 3i5G 15. 
Federal specifications, standards 
and handbooks, index________ 6043 
Federal standard 6026 
military standards_.__.._______ 5917-18 
standardization manual M series... 5915 
technical standard order TSO (se- 
ries), index. 5978. 
see also subjects. 
Starting and managing series__..___ 6544 
State Department: 
department and foreign service se- 
ries 6555. 
employment information....-...~ 6555. 
foreign policy implementation, in- 
vestigation— 
authorization, report__-...____ 5648 
expenses, report......--.-___ 5676 
international educational exchange 
program, report on operations. 6564 
organization for national security, 
review of programs, staff 
study 5870 
States: 
Federal grants, educational televi- 
sion construction— 
hearings 5876. 
Sn EE aS Deemer rey Series EN 5837 
Federal grants for practical nurse 
training, report-....-.------ 5828 
laws, foreign insurance companies 
operations, investigation, hear- 
ings -- 5888 
Statistics, world trade information 
OPVIC ce cn ceceen 6093-95. 
see also subjects. 
Stators: 
downstream, one-stage turbines, de- 
sign charts constructed from 
aerodynamic analysis__.----- 6318. 
turbine, performance investigation 
and high-flight-speed applica- 
READS, icc mitsitninttcetitp tetinngipanppadetinnses 6314 
Steel: 
Cr-Mo, and type 816. stainless, 
welding procedure for transi- 
tion joint - 5339 








St 


St 


Stra 
Stre 


Stre 
Stre 


Stri 


Ste 
Ww 


Striy 


Stro: 
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Sr 
Stru 
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try 


347 


358 


338 


373. 
375. 


3312 


1339 
3102 


3315. 


5876. 
583T 
5828 


5888 
13-95. 


6318. 


6314 


5339 





Steel—Continued 
strength properties, influence of 
speed of deformation__-_____ 
—— random loading effects 
fatigue life of notched can- 
tilever- am specimens of SAE 
4130 normalized steel_______ 
see also names of manufactured 
articles, 
Steel mills: 
strikes and bargaining abroad____ 
United see hag ers and unionwide 
PR a ee cy 
Steerable 5th wheel 
Stellarators, Etude, discharge clean 


up 
Sting (aircraft) : 
support diameter effects on base 
eam of ee ge cone at 
ach nos. 0.60 to 1.40_.--__- 
Stone, census of manufactures, 1958, 











industry report.___-------_- 
Storage, flammable liquids and gases 
on farm 
see also names or classes of articles 
stored. 
Storekeepers, see Aviation store- 
Stores : 
department stores, inventory price 
indexes ___ 





grocery, building store volume, how 
to increase customer count 





(address) 

Storms, coastal warning rg md 
chart pone ee Me. Mon- 
tauk Point, N.Y_--_----_____ 


Strains and stresses: 
aerodynamically heated multiweb 
wing structures in free jet___ 
dry stresses and stress relief in 
thin sections of wood_____-- 
fatigue life of notched cantilever- 
beam specimens of SAE 4130 
normalized steel, effects of ran- 
dom loading 
pressure vessel, time-dependent ma- 
terials information evaluation— 
structural-loads surveys on 2 tilt- 
wing VTOL configurations____ 
tungsten, surface condition effect 
on ductile-to-brittle transition 
temperature .....u.-........ 
working stresses for structural de- 
sign, engineering manual____ 
Strawberries, culture-_..__...______ 
Strength of materials, see names of 
materials and articles. 
Stress (psychological), see Tension. 
Stresses (mechanical), see Strains 
and stresses. 
Strikes and lockouts: 
steel strikes and bargaining abroad. 
work stoppages— 
aircraft and parts industry, 
BOK OY wnmmn ner mene seciwen 
water pr neportation industry, 
I aia sca vnien ete Se inte wns 
Strip-mined lands, see Reclamation of 
land. 
Strontium isotopes : 
fallout measurement program, 
quarterly report......-..... 
Sr-90, bone levels and diets, annual 
MOF’ 26 endadon denis 
Structural steel, see Steel. 
Stubble-mulch farming, using crop 
residues on soils of humid 
OOOO Wnt dhe a dcdade 
Students : 
groups visiting Washington, D.C., 
ir of interest, general in- 
i RE TELE Fe, ES 





Apri 1961 


Ratry 


6534 


6261 


6263 
6598 


5355 


6367 
5465 
5257 


6257 
5187 
6611 
6364 


6107 


6378 
5378 
6397 


6383 


5945 
5253 


6261 


6243 
6244 


53538 
5379 











Entry 
Students—Continued 
high school, State Employment 
Service guidelines for choosing 
occupation 5942 
publications on mental health, se- 
lected reading list-____-____ 6431 
social climates in high schools, re- 
lation to academic achieve- 
ee rE TES OES 5937 
student manual, SM series_____-- 5514 
Studies in comparative education 
(series) 5939 
Subsistence, Federal supply schedule. 6029 


Subsonic flow, see Flow. 
Subsonic speed, see Air speed. 
Subversive activities, see Un-Ameri- 
can activities. 
Subversive Activities Control Board, 
code of Federal regulations___ 6008 
Sudan, labor, employment, wages, etc. 6246 


fr: 
act of 1948, amend and extend— 
report 5716 
views a OFao 
new sugar bowls, Cuban develop- 
ments and new supplies (ad- 











dress) — 5553 
production, “supply, ete., special 

study group report____---___ 5730 
situaGion; i000... 5210 


Sugar Research and Marketing Ad- 
visory Committee, 18th meet- 
ing, report and recommenda- 
Wene Lo tes 5237 
Suggestions to women and girls on 
es for future employ- 





6618 
Sumatra, “walling directions, change. 6199 
Summary techn _ Boni of NDRC, 


microfilm index_..--_-_-____ 6490 
Sumter, Fort, commemorative postage 

stamp (poster)_--------___ 6484 
Superheaters, nuclear project, prog- 

Wes: Teport......-. 5348 
Superior, Lake, iron resources.___ 6277 
Supervisors, common sense about su- 

pervising people____.--___-__ 6607 


Supplemental appropriations and esti- 
mates, see Appropriations. 

Supplies, see Government supplies— 
Military supplies. 

Supply onchedule, see Federal supply 

edule 
Surface water, see Water. 
Surface water supply, see Water sup- 


ply. 
Surgery, operating room manual___. 6268 
Surplus property, see Personal prop- 


erty. 
Survivors insurance, OASDI program, 
1960 amendments, analysis of 


aes 6548 
see also Old age and survivors 
insurance. 
Sweden 
Seusing: publicly owned, adminis- 
yo, Mi eR CE ae es SEE 6512 
licensing and exchange controls___. 6089 


Sweetgum blight, dieback of sweet- 
gum and associated hardwoods, 


evaluation of disease___.___ 6119 
Sweetpotatoes, acreage marketing 

DECREE ap FE 8 A I 5173 
| Sn ae ke? te 5254 


Synthetic fibers, see Fibers. 
Synthetic woven goods, see Textiles. 


4 
wiiige,’ > 9 Tennessee Valley Author- 


y 
Tables (compilation), see Technical, 
scientific and economic sub- 


ects. 
Tables (furniture) : 
chart table installed on trawler... 6056 


Do not order from index; see indicated entry Page 151 











Taconite: 
Mesabi Range nonmagnetic, metal- 
lurgical evaluation, etc_----- 
smelting in Mines Bureau experi- 
mental blast furnace______--- 
Tail- a combinations, see 
lanes. 
Talent divin. 
Basin project. 
Tallow, x tnenibie, output continues up- 


see Rouge River 









































Entry 


6277 
6289 


5183 
Tanks, gasfreeing process explosion 
hazards 6272 
Tar, acids, extracting with monoetha- 
nolamine. 6280 
Tariff : 
act of 1930, special and administra- 
tive provisions under titles 3 
and 4, text 6588 
customs regulations, 1954, revised 
ES Se 5911 
general agreement on tariffs and 
trade, declaration of relations 
between contracting parties 
and Polish People’s Republic. 6574 
import tariff system, Thailand_._.__ 6085 
schedules, suspension by Federal 
Maritime Board, extend time, 
report 5823 
see also names or classes of articles 
imported or exported. 
Tariff Commission, special and ad- 
ministrative provisions under 
titles 3 and 4 of tariff act, 
text 6588 
Task > saad transfer and hydrau- 
es): 
progress report. 5394 
Tatar USSR, see Tatar Autonomous 
Soviet Socialist Republic. 
Tax Court, reports (decisions), bound 
volume 6590 
Tax exemption, organization exempt 
ling form, internal revenue 
ruling, supplement___...-_-__ 5990 
Tax refunds, internal revenue taxes, 
= pie and credits, report_._._ 5609 
Taxati 
District of Columbia, proposed leg- 
islation, hearing._._._-_---____ 5741 
double, convention a 
Canada, text. sti 5778 
oo Be aa 5773 
United Arab Republic, text_____ 5772 
highway program financing, mes- 
sage from the President_____~ 5612 
see also Income tax—lInheritance 
and transfer tax—Internal 
revenue—Tax exemption—also 
names of articles, etc., subject 
tax. 
Teachers: 
Communist China, training__.._-- 5939 
education assistants, examination 
announcement, discontinuance 
eS eae 5522 
electronics, training instructor, ex- 
amination announcement, dis- 
continuance notice_._..._--.. 5521 
elementary and secondary schools, 
fall 1960, statistics_._._._.c-__ 5929 
examination announcement__----- 5531 
grants for training for teaching 
TORE) I nce scaesnsics mentemceieie 5827 
publications on mental health, se- 
lected reading list.__._._.-__-- 6431 
Technical gaa Agriculture De- 
SNE CII Nason cseectitamepateseineecnereninn 5283-84 
Technical eaeeniion, Indonesia, - 
cent trends 5938 
Technical guide, Urban Renewal Ad- 
ministration _..--.---__---.. 604 
Technical manuals, Army Depart- 
men 5330-34 
Technical memorandums: 
Beach Erosion Board... 5950-51 
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Do not order from index; see indicated entry 


InDEX 


Entry 


Technical memorandums—Continued 
National Aeronautics and Space 








Administration___-_____----- 6364 
Waterways Experiment Station--__ 5952 
Technical notes: 
Electronics Research Directorate. 5302 
Forest Products Laboratory_.---~ 6112 
Geophysics Research Directorate-_ 5304 
National Aeronautics and Space 
Administration-__-___---- omen -oaee 
Tennessee Valley Authority---_--- $59 
vee Air evelopment Divi- 
es ign 5314-19 
Teeinienl papers, Pacific Southwest 
Forest and Range Experiment 
BN oe ae a ae 6143-44 
Technical reports: 
Air Force Cambridge Research Cen- 
ter 5286-87 
Air Force Cambridge Research Lab- 
RN ne ee 5288 
Army Transportation Research 
RT ones oe 6598-99 
National Aeronautics and Space 
Administration_-------~-~-- 6405-13 
— pte Engineering Labora- oans 
sawed ‘Rraining Device Center___-_ 6461 
Technical Services Office, catalog. 5416 


Waterways Experiment Station__ 5953-54 
Wright Air Development Center_ 5309-13 














Technical services, United States 
Army in World War II__~-- 6270-71 
Technical Services Office : 
eatalog of technical reports__---~ 5416 
OTS selective bibliography SB se- 
ries_ ---. 5423-26 
Technical standard order, index__.. 5978 
Technical translations, National Aero- 
nautics and Space Administra- 
a 6404 
Technolog 
AEC alice information, bulle- 
ane IS ce a tae 5404 
China, bibliography_____-_____--- 5424 
see also subjects. 
Telecommunication, code of Federal 
regulations — 6015 
Telephone : 
companies, uniform system of ac- 
counts, FCC rules and regula- 
tions 5989 
directory, Senate, spring 1961___-_ 5761 
Government installation in private 
residences of Weather Bureau 
employees, report___.-_-_--_ 5819 
modern service must for rural 
America (excerpts from _ re- 
RS oe co a eae whe nae 6530 
REA borrowers, financial planning 
(excerpts of remarks) -__~-- 6525 
rural— 
financial planning in REA ’ (ex- 
cerpts of remarks) ~.------_ 6526 


put them on the line (remarks)~ 6531 
Television : 


broadcasting, criminal code provi- 




















ee CE PSS Oe eee a ey 5983 
educstional, facilities construction, 
Federal grants— 
hearings 5876 
PROC is esd nicitbinenminss 5837 
national defense education act of 
1958, new educational media 
program 5932 
Temperature: 
effect of thermal gradients on 
strength of phenolic and sili- 
cone reinforced plastic lami- 
nates 6103 
elevated— 
candidate materials for high 
temperature fabrics... 6311 
metals for fuel rods, isostatic 
pressing of UO, i aon 
wire insulation_-__-----..-...-. 5309 








Te 


Te 


Te 
Te 
Te! 


Tex 


Tha 
The: 


The 
The) 
Ther 
Ther 


Ther 


¢ 
Ther 
Ther 








try 
364 
J52 
302 
304 


403 
95 


5978 


6404 


5404 
5424 


6015 


5989 
5761 


5819 


6530 
6525 


6526 
6531 


5983 


5876 
5837 


5932 


6103 


6311 


5382 
5309 
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Entry 

Temperature—Continued 
high, applications, intermetallic 
compounds structural utility, 
JDMORUIBOUIOD cocacosenvecnae 5310 
tungsten, surface condition effect 
on ductile-to-brittle transi- 





tion 6383 
Tennessee : 

aged and aging, problems, back- 

ground studies___-_--______- 5896 
late Cretaceous gastropods (se- 

TI oa ii itn oo eee rey 6177 
municipal water facilities inven- 

tory 6504 





Tennessee River and Valley 
evaporation in basin, 1035-59, ob- 
servations_— 6591 
precipitation in basin, supplement_ 6591 
Tennessee Valiey Authority : : 
Board of Directors, member, nomi- 
nation of Aubrey J. Waguer, 











EE a ae 
forest nurseries, operations guide__ 6594 
forestry bulletin 6593 
technical note 6595 

Tensile strength, see Strains and 
stresses, 


Tension, stress, abstracts from litera- 





ure _ oe 6461 
Terminals (transportation) : 
terminal building, design guide___. 5956 
Thermoelectricity, thermoelectric nu- 
ciear fuel elements, progress re 
RE Te Ne ORE 5401 
Territories, former Delegates, gratui- 
tous copies of congressional 


POCOPG, sPODOE 6 circ ac wcntelicpiatn 5816 
Tertiary period, gastropoda of Okina- 
wa, description, ete__.__-___ 6178 


Testing, sec names of substances er 
objects tested. 
Texarkana, Lake, general informa- 
tion — 5944 
Texas, cattle slaughtering plants, im- 
proved methods and facilities. 5266 
Textile fibers, see Fibers. 
Textiles : 
dyeing and finishing, census of 
manufactures in ustry report. 5457 
high temperature, candidate mate- 
rials for parachute type de- 
vices for re-entry of earth 
co Sera) 5311 
industry, cyclical, movements, role 
of inventories__________. ~~ 5421 
Thailand, import tariff system._.___ 6085 
Therapists, see Occupational thera- 
pists—Physical therapists. 
Thermal Seay, sce Heat trans- 








Thermal diffusion, see Diffusion. 
Thermal gradients, see Temperature. 
Thermal reaction of diborane with 
trimethylborane_____.._.____ 6321 
Thermodynamics : 
analysis of thrust augmentation for 


DUG TOCKOOR. nk oa 6368 
engineering properties, application 
to ship propulsion__.._.-___- 6434 
properties of gaseous carbon diox- 
LS ee Be Ee 5345 
Thermoelectric generators: 
SNAP programs— 
cerium-144 fueled, conceptual de- 
pee SIE 2 5364 
curium-242 fueled, eer eae de- 
nee apt Cee ate Seo ae ous 6860 
final safety analysis report.___- 5363 
preliminary operational safety 
TOES GAG ee ncn iemncnaeeces 5362 
quarterly progress report... 5366 


Thermoluminescence, see Radioactiy- 


y. 
Thermonuclear reactions, see Nuclear 








Entry 
3d Air Pollution Research Seminar, 
conference report-_..______- 6497 
Thrust, augmentation for nuclear 
rockets, thermodynamic analy- 
sis _- ii -— 6868 
pt RE. Fe er see 6566-84 
Tides: 
transient wind tide set-ups in shal- 
Jow water, study... sscsiicsa 5951 
wind set-up, effects of reefs and 
smooth bottom slopes, study. 5950 
Timber : 


planting black walnut_----__---__ 5261 
resources, small forest ownerships 
program, outlines (address)_._ 6127 
Time signals, from NBS stations 
WWV and WWVH, insert___ 6422 
Tires: 
aircraft, pneumatic, mechanical 
a PEI a See eee 6408 
Federal supply catalog___.___--~ 6027 
Federal supply schedule___-----_ 6028 
Titanium, resources, Kemper County, 
pe ae Es eee 6285 





Titamium nitride, oxidizagle coating 
for high-temperature protec- 
tink Of graMhite. onsen suee 6392 
Tobacco: 
burley, light air cured, inspection, 
Imarket news and demonstra- 





TION: BOR VICNG tere nn cine 5176 
Spe-cures. market review, 1960 
crop 5194 
industries, 1960, statistics....._- 6212 
irrigating, general principles_____ 6259 


Toledo, Ohio, census of business, 1958, 
standard metropolitan area, 
central business district statis- 

SOD 2S nos elntinsemeeic~sunine 5450 

Tolerance (engineering) 

copper and copper base alloy mill 
products, Federal standard_._ 6026 

Toys, census of manufactures, 1958, 
industry report......-._- ~~. 5475 

Tracking, accuracy of automatic in- 
terceptor, effects of modified 


roll-command system. ~~ 6308 
Tracking stations, space vehicle sys- 
TOM, DORTIRIG 5 ise tins mnmee 5755 


Tractors, truck, steerable 5th wheel, 
ae in maneuvering semitrail- 
Wi ci wins arn dan ens Sea acne hina 6598 
Tracy ° ish Collecting Facility, effi- 
ciency evaluation----. 6515 
Trade, see Service trade. 
Trade barriers in fluid milk market- 
PRES ) aaa §212 
Trade marks, see Trademarks. 
Trade practices, rules, poultry hatch- 


ing and breeding industry_.. 6044 
Trademarks : 
ERG T, SIs br tictates oencacnnmtiaontmncteicnd 6482 
laws, investigation expenses, re- 


ee OLE ae 5798 
Trades, see names of trades and types 
of workmen, 
Trading with the enemy, administra- 
tion of act, investigation ex- 


penses, report-_..--.------. 5812 
Traffic: 
carload waybill statistics, 1959_... 6216 
freight management activities in 
civilian agencies, summary re- 
port and recommendations... 6596 
Trailers, truck, steerable Sth wheel, 
use in maneuvering semi- 
TRIE « eadkok—cedadobena 6598 


Training, for future employment, 
suggestions to women and 

GRIEG. 3. ci crrgnnendineice danni 6618 
see also Naval education—Voca- 
tional education—also  sub- 


jects. 
Trajectories, three-dimensional, sim- 
ulation using 6 degrees of free- 





reactions, 


dom with arbitrary wind.... 6372 


Do not order from index; see indicated entry Page 153 











Translations: 
Air Force Department___--_----_ 
technical, National Aeronautics and 
Space Administration..____~ 
erases et» radio, c-w and a-m, 
technical manual, cbhange_._ 
Transonic speed, see Air speed. 
Transport a rplanes, see Airplanes. 
Transportation 
Alaskan and “Hawaiian legislation, 
hearing 5873 
code of Federal regulations___._ 6016-17 
controlled expansion of U.S. sys- 








tem, hearings_______----_-. 5875 
geography research 6597 
oa research findings (talk)_--- 5204 
ocal transit operating employees, 

union wages and hours— 

departmental edition 6256 





document edition 5603 



































EIS eae 5878 
Post. "Offies Wieadidiaus appropria- 
tions, 1961, supplemental, pro- 
posal 5607 
water, industry, work stoppages, 
1927-59... Ones 
see also Freight rates. 
Travel : 
international, promote foreign com- 
merce of U.S.— 
hearings 5877 
report 5821 
joint regulations, change__._____ 6586 
passenger, a U.S, and foreign 
countries, . ES ae 6203 
Travel Advisory Board, establish, re- 
port 5821, 5877 
Travel Office, International, see Inter- 
national Travel Office. 
Trawls and mpg ———— 
gear, use in red snapper fish- 
ing in Gulf of Mexico_.__--- 6051 
Treasury Department: 
budget, 1962, amendments__.____. 5613 
report, 1960— 
departmental edition.__..._____ 6600 
document edition 5568 
Treaties : 
and other international acts se- 
ries 6566-84 
in force, list. -- 6585 
see also subjects. 
TREC technical reports________-~_ 6598-99 
Tree planting, dm ig report, 1960_. 6152 
see also Forest planting. 
Trees : 
decay, list of publications______-_ 6101 
forest, progeny testing for seed cer- 
tification purposes, minimum 
standards .............. 6116 
survival and growth on strip-mined 
lands in Pennsylvania’s bitumi- 
NOUS. -TOSION. 0. iewncnes— 6125 
see also Forest planting—Nuts— 
Tree planting—also names of 
trees. 
Trenton, N.J.: 
occupational wage survey— 
departmental edition-_---.-- 6249 
document edition -. 5580 
Trichlorophenoxyacetic acid, spray- 
ng 2d-year chamise sprouts_- 6137 
Trimethylborane, thermal reaction 
with diborane in fuel prepara- 
i er St AE RE EO Spt eae 6321 
Tritium, eeneree labeling, suscepti- 
ty of organic compounds... 6286 
Tropical Forest Research Center, 
opical forest notes... _--~ 6153 
Troy, N.Y., census of business, 1958, 
standard metropolitan area, 
central business district statis- 
ties_..___ 6433 





Truck tractors, see Tractors, 
Truck trailers, see Trailers, 


Page 154 





InpEx 





Do not order from index; see indicated entry 


Trust funds, see Trusts and trustees. 
Trusts (industrial) : 

antitrust laws, administration, in- 

vestigation expenses, report. 

Trusts and trustees, highway trust 
und, financial condition and 
operations, 1960, report-____~ 

TSO series, index 

Tuberculosis, arrested, service con- 
nected, statutory award to vet- 
erans, ——— without filing 
claims, report 

Tubes, Cr—Mo steel, 2-inch diameter, 
procedure for welding to forged 
Cr—Mo tubesheets 

see also Inner tubes. 

Tuff, see Volcanic ash, tuff, ete. 

Tuna fish, albacore survey, central 
North Pacific, biological and 
oceanographic | observations, 

uly—Sept. 195 

Shieiesten gn od aeitied effect on 
ductile-to-brittle transition 
temperature. 

Turbine-powered transport airplanes, 
eee Airplanes. 

Turbines : 

cooling and coolants, bibliography- 
one-stage, with downstream stators, 
design charts constructed from 
aerodynamic analysis_______- 
radioisotype-fueled turboelectric 
co, conversion system sum- 

















stator pity poe investiga- 

tion — high-flight-speed ap- 

plicatio: 

ss t engines, see Engines (air- 
t 


Tereeys 
national improvement plan— 
changes, conference report. 
hatchery and flock participation, 
tables 
TVA, see Tennessee Valley Authority. 
2-benzene-benzimidazol chloride, see 
Dibasol. 
2,4-D, see Dichlorophenoxyacetic acid. 
2'4,5-T, see Trichlorophenoxyacetic 


acid 
Typewriters, 
ports, 


current industrial re- 
1960. 





U 


Udder, diseases of dairy cows..---~ 
Uinta Basin, uranium reconnaissance_ 
Ultramarine blue, trade agreement 

escape clause investigation, re- 





po 
Ultrasonics, see Sound. 
Umpqua River basin, water problems 
and hydrologic characteristics_ 
Un-American activities: 
extent, etc., investigation, expenses, 
report 
internal security manu. 
subversive activities control act of 
1950, amend, repo 
Un-American Activities. "Gominittes, 
House: 
annual report, 1960, print addition- 
al copies, report 
investigations and studies, matters 
within its jurisdiction, ex- 
EEE, DHE .ncunsamnenase 





RITE cedure coer eennat ndienainimcianina 
what it is, what it does, questions 
and answers, print additional 
Cepies, TOPOTC. co Lc cnw cance 
Unemployed : 
alleviate 
pressed 
SS REE AA ST tie 


unemployment by de- 
firea redevelopment— 








Entry 


5790 


5616 
5978 


5657 


5340 


6063 


6383 


5425 


6313 


5361 


6314 


5238 
5220 


5485 


5255 
5380 


6589 
6148 
5788 
5763 
5666 


5725 


5689 
5666 


5726 


5739, com 
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Un 
Uni 
¢ 


Uni 


g 
Uni 
Uni 


Unit 
Unit 


Uni 
Unit 


Unit 
Unit 





sntry 


5790 


5616 
5978 


5657 


5340 


6063 


6383 


5425 
6313 
5361 


6314 


5238 
5220 


5485 


5255 
5380 


6589 
6148 
5788 
5763 
5666 
5725 


5689 
5666 


5726 
39, 5849 
5832 


5832 





Aprit 1961 


Entry 
Unemplo tea I Sv 
ag ent children, Federal aid— 
earings 758 
5669, 5698 
5669 


reports 
unemployment problems in America 
address 








views 





6235 





unemployment situation, 1960-61, 
significanee of seasonal, etc., 
factors 

Unemployment insurance: 

extended compensation, temporary 
program, establishment— 

5758, 5857 


hearin 
5668, 5687, gee 


6258 








os 
views 5668, 5839 
Korean conflict veterans unemploy- 
ment compensation, repeal pr 
visions of G.I. bill, report-__._.. 5656 
railroad employees, extend benefits, 
report 5840 
tax rate, temporary increase— sasr 


hearings 
— a 5668, pif 5839 
5668, 5839 
ongerany benefits, extension to un- 
employed railroad workers, 














5694 





repo 
veterans and Federal employees, ap- 
coset 1961, supplemen- 
oposal 


tal, 
Unified fontsay Armed Forces 
UNAAF) 


Union County, Ind., soil survey____- 
Union of Soviet Socialist Republics : 
—— regime from Lenin to 
Khbrushehey, print as House 
document, report. 
ewe research, literature re- 


5607 


6228 
6551 








5721 
6427 





Union ween & 
mene 
PRINT ES 5772 
United * Association oe yn 
and Apprentices of Plumbt 
and Pipefitting Industry 0 
United States and Canada, El 
Dorado local 706, improper ac- 
tivities investigation, report__ 
United Kingdom, see Great Britain. 
United Nations: 
General Assembly, 15th session, ob- 
servations, report_.._.__-.... 
in time of transition (remarks) --— 
United States participation, obliga- 
tions, opportunities, ete., re- 


port 
United States: 


Note :—For all subjects 
pecening to the United 
tates, except its govern- 
ment, general history, and 
description, see such sub- 
jects. 


geographic names, decisions___... 
United States Army Japan Depot- 
Complex, supply activities, 
GAD | FOV Rina cnmsiavernainn 
United piates coast pilot, see Coast 
pilots. 
United States Code, see Codes of law. 
United States-Danish Committee on 
Greeniand Projects, establish- 
ment, agreement with Den- 
MATE ics ctinescncnwewemceeua 
United States in United Nations, 
1960 turning point, report. 
United States Information Agency, 
operant, report on various 
i eng TE ee oe 
United States Travel Service, estab- 
NBD, - TODO T Ro enwsnnreecidenne 
United Steelworkers of America, 


5815 


5868 
6602 


5868 





6168 


6164 








unionwide bargaining......_. 


Do not order from index; see indicated entry 
































Entry 
Unloading and loading, fresh fruit 
and vegetable unloads, west- 
co Wl Oh | all i eile ete 5182 
Upper — period, see Eocene pe- 
Uranium : 
deposits, Rifle Creek area, Garfield 
| le, eR 6171 
reconnaissance, ints Basin of Col- 
orado and Uta 5380 
Uranium dioxide: 
fuel element system, development 
and testing 5342 
high burnup fuel elements behavior 
Co ee ee 5346 
isostatic pressing in high tempera- 
fe Rat epee 5382 
Urban Face Department, see Hous- 
ing and Urban Affairs Depart- 
ment. 
Urban areas, see Cities and towns. 
Urban Renewal Administration : 
career opportunities, community 
planners _ 6603 
technical guide 6604 
ruguay : 
air conditioning and refrigeration 
equipment, production, con- 
sumption, trade 5414 
surplus agricultural commodities, 
_ agreement 6569 
munietpal water facilities inven- 
ory 6506 
uranium reconnaissance in Uinta 
sin 5380 
Vv 
Vaccination : 
er identifieation of calves, 
De asa ee §226 
Polio, 1961 apesnepaten campaign, 
me 6496 
Valuation decisions, see Interstate 
Commerce Commission. 
Vanadium, deposits, Rifle Creek area, 
Garfield County, Colo..._____ 6171 
Vegetables : 
for commercial processing, acreage 
marketing guide_._.-..-.___ 5174 
fresh, unloads— 
eastern cities, by commodities, 
EOI ONMs.. CUO tiie Sccicbnbndetinmctinies 5181 
western cities, by commodities, 
States, ete 5182 
RC is ook Clemens 5184 
international trade expanding 
(summary of remarks)-.---- 6078 
outlook for 1961 (talk)---.---_- 5203 
Te point packaging trends 
talk) CTRL Me ae 5207 
om... a fall acreage marketing 
LE 5173 
Vegetation, see Brush—Plants. 
Vehicles, see Spacecraft. 
Velocity, hypervelocity impact data 
of projectiles obtained by us- 
ing relative velocities tech- 
nn, ET AE SE aa 6394 
Venezuela, study mission report..__. 5708 
Vermont, census of agriculture, 1959, 
I a et a cineesdtnikd 5492 
Vessels, see Ships—Warships. 
Veterans: 
Indian wars, outpatient medical 
ae) , Se ee) ee 5660 
Korean conflict— 
mustering out payments, repeal 
authority, report.............. 5700 
unemployment compensation, re- 
peal provisions of GI bill, re- 
DOR. cencccawcnmnneemndawies 5656 
pensions, see, in main alphabet, 
Pensions. 
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Bantry 
Veterans—Continued 
unemployment compensation appro- 
priations, 1961, supplemental, 
proposal 5607 
vocational rehabilitation & educa- 
tion quarterly, information 
bulletin _... 6606 
see also Life insurance—Pensions— 
Rehabilitation of the disabled. 
Veterans Administration : 
information bulletin IB Series__.... 6606 
new modified life plan for NSLI 








policyholders, report-.-.---~ 5654 
report, 1960— 
departmental edition.......--. 5570 
document edition-___-___--____ 6605 
special insurance dividends for 
NSLI policyholders, report-__._ 5702 
VA pamphlets -- 6607-9 





Veterans Affairs Committee, House: 
investigations and studies, matters 
within its jurisdiction— 


authorization, report--_.--__--~ 5646 
expenses, report___-_--__-~-_-~-~ 5686 
Reports... 5653-60, 5700-2, 5714-15 


Veterans ate Board, decisions to 
be in writing and ‘shall contain 
findings of fact, sa separ- 


ately stated, report-.-..-_.- 5658 
Veterans hospitaln’ managers, addi- 
onal pay, report__-_..----~. 5655 


Veterinarians, career opportunities in 
Agricultural Research Service. 65270 

Vibrations, see Oscillations. 

Virgin Islands: 





coast pilot, supplement_----...-. 5536 
geographic names, decisions.-._-- 6168 
municipal water facilities inven- - 

tory 6503 
organic act, text. 5748 





reporting labor organizations, reg- 





ister. 6239 
Virgin Islands Corporation, audit re 


port, 19 oe” 5615 

Virginia, municipal water facilities 
inventory 6503 

Virginia pine, see Pine. 

Viruses, polyhedral of insects, 
methods of collecting and proc- 
essing-_--__ 6122 

Visas, see Passports. 

Viti Levu, Upper Eocene and Oligo- 
cene Foraminifera__.__.._--- 6180 

Vitrified clay sewer pipe (standard 
and extra strength) : 

recorded voluntary standard of 














trade 5419 
Vocational education : 
act of 1946, amend, report._----- 5828 


next decade, proposals for discus- 
sion, development, objectives, 
manpower requirements__-_-~- 5940 
veterans, rehabilitation & educa- 
tion quarterly information bul- 
letin 6606 
see also subject. 
Vocational rehabilitation, see Rehabil- 
itation of the disabled. 
Vocational Rehabilitation Office, re- 
ne ee 6610 
Voleanic ash, tuff, etc., origin, geo- 
logic relations, and jdentifica- 
tion 6179 


w 


Wabash RR, accident.._-.__-__--- 6226 
WADD, see Wright Air Development 


vision. 
Wages: 
fair labor standards act, extend 
coverage— 
hearings_ 57438, 5895 
report 571 

















views 6712 



































Bantry 
Wages—Continued 
ederal aid highway program, de- 
termination, opinion of Attor- 

ney General 6229 

manifold business forms manufac- 

ture, summary release___---~ 6262 

minimum, increase— 
hearings 57438, 5895 
report 5712 
views____ 5712 
occupational survey— 
Buffalo, N.Y.— 

departmental edition-__..---. 6254 

document edition-_-------.- 5585 
Canton, Ohio— 

departmental edition__.-.-__ 6253 

document edition.__.._..--- 5584 
Denver, Colo.— 

departmental edition.____--_~ 6251 

document edition-.......--... 5582 
Indianapolis, Ind.— 

departmental edition-_._-.._. 6252 

document edition.__--..--- . §583 
Philadelphia, Pa.— 

departmental edition._.._.-- 6248 

document edition-__.._----- 6579 
Richmond, Va.— 

departmental edition-_..-.-- 6250 

document edition.___--.--_. 5581 
Salt Lake City, Utah— 

departmental edition-_..-__. 6255 

document edition-__----.__-~ 6586 
Trenton, N.J.— 

departmental edition--__.__- 6249 

document edition-_......__~ 5580 
Washington D.C.-Md.-Va.— 

departmental edition-._ttttcn 6247 

document edition 5578 

structure, power laundries and dry 

ROTTED oo cicinccmsiateaicsnianmaentb hes 6245 

subject 2 Federal unemployment 
nerease, hearings___.~~ 5758 

union, local transit operating em- 

ployees— 

departmental edition._....-... 6256 
document edition-_._--_---__- 5603 

Wagner, Aubrey J., nomination, hear- 
g- 5904 

Walla Walla, Wash., ground water 

recharge through well tapping 

basalt aquifers__..-_-.._.._ 6188 

Walnut, black, planting for timber._. 6261 
War claims, see Claims. 
Warfare, see Biological warfare— 

Chemical warfare. 

Warships, jean to Argentina, agree- 
ment. 6577 
Washington, D.C., see District of Co- 
lumbia, 
Washington, Lake, stage, effect of 
irrigation withdrawals_.--__ 6183 
Washington State: 
coast pilot, supplement__---.-~~-~ 5537 
western, forest fire weather and 
computed fire occurrence, 
1960 6129 
Waste products, see Radioactive sub- 
stances. 
Watchcases, census of manufactures, 
industry report.___---- 5474 
Watches, sce Clocks and watches. 
Water: 
conservation, REA programs (ex- 
ecerpts of remarks) —------~--_ 6524 
geochemistry of water (series)... 6186 
ground water— 
ammoniated thermal quality, 

Lake and Colusa Counties, 

Calif —- - 6186 
artificial recharge (series)... 6188 
geology and occurence, South 

Dakota 6185 

isotopic snares er Ae Pe 5337 
microbial inhibitors for systems for 

jet fuel and water, erratum. 6462 
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Wate 
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Wate: 


see 
Wate: 


tecl 
Wave 
Waxe: 
Wayb 
Ways 
hea; 
repc 
view 
Weapr 
nuc! 
ef 
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fire, 





474 


524 
186 


186 
188 


3185 
337 


462 






























































Aprin 1961 
Entry Entry 
Water—Continued Weather—Continued 
mineral composition, southern forest fire season, and computed 
Coast Ranges, Calif., geologic fire occurrence in western Ore- 
control jn 6187 gon and western Washington, 
municipal facilities inventory__-_ e503.6 196¢ 6129 
problems and hydrologic character- visual flight rules, minimum condi- 
istics, Umpqua basin-----~-- 6148 tions, civil air regulations 
saline, conversion program— GION. g. nnp Sp peck 5974 
development and status, staff re- Weather Bureau : 
ports 5709, 5757 employees’ residence, Government 
research needs, staff reports. 5709, 5757 telephone installation, report. 5819 
saline, demineralization by elec- meteorology reseach, clarify au- 
trically-induced adsorption on thority of Secretary of Com- 
porous graphite electrodes... 6207 po | ee a 5819 
saline water research and develop- Weather forecasts: 
ment program report. ___---- 6207 coastal storm warning facilities 
shallow— chart, Eastport, Me., to Mon- 
effects of reefs and bottom tauk Point, pS RE eee 6611 
slopes on wind set-up, study. 5950 humidity patterns at middle eleva- 
transient wind tide set-ups, tions in coastal mountains of 
ee ae 5951 southern California_._._..__.__- 6138 
see also headings beginning Water. Wedges, effect on drag along trailing 

Water carriers, common ownership edge of swept wing, experi- 
by regulated carriers, hear- mental investigation-.__.___-_ 6309 
ngs- _. 5875] Weevils, suceptibility to pines___.._ 6144 

Water levels, Lake Washington, Miss., Weights and measures: 
effect of irrigation withdraw- precision measurement and calibra- 
als. 6183 tion standards, selected pa- 

Water pollution, National Conference PCra..<. 6419 
on Water Pollution, proceed- units, definitions and tables of 
ings___ 6508 CQL VAICNIS.... o anannnet eee 6421 

Water supply : Welch, Frank J., jr., nomination, 

ground water— earing 5844 
Butte Valley region, Siskiyou Welding: 
County, Calif....._-__-.._._.. 6184 Cr—-Mo steel, 2-inch diameter to 
resources, development and man- forged Cr—Mo tubesheets, pro- 
agement __...--=- 6175 Coe eee ES ES ae aN 53840 
resources of the South._.---__. 6174 operations formulas, engineered 
resources, activities in U.S., future performance standards______-_ 6621 
needs for navigation, report, transition joint between Cr—Mo 
CVAIOR ON nn ee 5899 steel and type 316 stainless 
resources, development and coordi- steel, procedure_____________ 5839 
nation investigation— Wells, artificial recharging through 
report on findings---.-.-_--.~ 5802 well tapping, basalt aquifers 
additional copies, report.-..- 5833 Walla Walla area, Wash____.. 6188 
views 5802 see also Artesian wells. 
resources of Columbia River Basin, Welsh, Edward C., nomination, hear- 
cooperative development treaty ine mys rte fe eet 5841 
we ee nego | West Indies, sailing directions 
report . os 5780 OURNDGE eaten coe eo 6195 
teh ee ee ae Nae 5774 West Point, N.Y., see Military Acad- 
surface, United States, 1959_--_-_ 6189 Eaeg, Wout Feat 
water-supply papers__-________ 6183-89 | West Virginia, municipal water facili- 
Waterbury, Conn., census of business, . ties inventory----~--------- 6503 
BB standard metropolitan Western pine beetles, see Beetles. 
area, central business district Western Utilization Research and De- 
URN OO tains Lceteandtecoarpstnie 5451 velopment Division: 

Waterflooding, see Petroleum. organization, research program, 
Waterfront facilities, forbid employ- ete now (OR4E 
ment to persons failing to an- publications and patents, semi- 
swer questions on communist annual list —o 5230 

activities, report-..._....._-_ 5666 | Wheat: 

Watersheds, small projects, improve foreign markets (address)--.--~- 6076 
for better hunting and fishing. 6050 strength and sedimentation test___ 5179 

see also names of rivers, ete. winter, crop production, 1960____- 5192 

Waterways Hxperiment Station: Wheels, truck tractor 5th wheel for 

technical memorandum___._..._- 5952 steering semitrailers-__.._.- 6598 
technical reports_____.---_____ 5953-54 | White fir, see Fir. 

Waves, see Blectric waves. White House Conference on Aging: 

Waxes, Federal supply schedule... 6042 background paper on rehabilitation 

Waybill statistics, see Freight. of disabled_—-----.----.---- 6614 

Ways and Means Committee, House: background studies prepared by 

hearings — iz _ 5758 State committees___-.-.---- 5896 
reports. pares 5668—69 | White pine, see Pine. 
RELI SELES FG TALIS GET 5668-69 | Whitton, Rex M., nomination, hear- 
Weapons: i Rete RR Ee Bd i, SE 5905 
nuclear— Wichita Mountains Wildlife Refuge, 
effects and defensive measures, general information... --- 6058 
student manual__..-_______- 5414 | Wildlife: 
phenomena and characteristics... 6513 national forests, Operation Out- 
systems, development, investiga- ce oS, SO ees 6126 
tion, expenses, report........ 5785 wildlife leaflet. 6069 
Weather Wildlife refuges, refuge leaflets__- dos 62 


fire, severity in California, 1960-. 6136 


Do not order from index; see indicated entry 





see also names of refuges. 
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wees Alanson W., nomination, 

Wind tides. on Tides. 

Winds, random atmospheric turbu- 
lence, airplane response__.___ 

Wing-fuselage combinations, see Air- 


anes, 
A Wings (aircraft): 

aerodynamic characteristics— 
airplane configuration at Mach 
nos. 2.36 and 2.87_.--__----_ 
delta bo * -body combination, 
effects of body ‘contouring spec- 
ified by transonic area rule___ 
aerodynamically heated multiweb 
aluminum-alloy structures, 
tests in free jet_..__-.-_____ 
arrow, sideslip angle effects on aero- 
dynamic characteristics______ 
aspect ratio 3 at Mach nos, 2.29 to 
4.65, effects of wing sweep, etc. 
on static stability characteris- 


7. 4 at transonic speeds, 
weep and taper ratio effect on 
qieultvences of spoiler-slot de- 
flector controls, wind-tunnel 
investigation 
circular-arc, 2-dimensional field of 
> pbainand characteristics of 


d. 
complete design variables, effects of 
wing warp on stability charac- 
teristics of aircraft configura- 
tion at Mach numbers from 1.1 


to 1.7 
complete, loads and load distribu- 
tions at subsonic, transonie 
and supersonic speeds, flight 
susnaurements and calcula- 
ns. 

















flight-determined 


eonfigurations, 
and drag char- 


transonic lift 


aeteristics. 
delta, 60°, heat transfer on lifting 
surfaces at angle of attack for 
ch num , a See 
forces and pitching moments on 
aspect-ratio- 3.1 wing-body com- 


bination 








rectangular, Mach number of 4.08 
effects on longitudinal] and lat- 
aoa characteristics at com- 
bined angles of attack and side- 





stip of generalized missile 
model 
semispan, 4-foot-diameter ducted 


fan mounted on tip, wind-tun- 
nel investigation-_._..___.__~. 
sideslip derivatives of sweptback- 
win £ -body combinations, 
ified by transonic area rule__ 
static lift, drag, and pitching- 
moment characteristics____.. 
structural-loads surveys on 2 tilt- 
wing VTOL configurations... 
sweptback— 
drag due to trailing edge wedges, 
experimental investigation__— 
flutter characteristics at tran- 


sonic 
45°, wing- body configurations, 
aerodynamic characteristics, 
effects of spanwise and chord- 
wise and chordwise external 
store location.......--.-.-~- 
pressure drag, sine-cosine method 
for reducing interference___-_~ 
30°, 4-percent-thick, outboard 
ailerons transonic ‘characteris- 
tics, including effects of aile- 
ron-trailin ge thickness and 
aerodynamic balance___-_-_.~ 
three dimensional oscillating air 
forces, experimental] data___. 





Wire, see Blectrie wire and wiring. 
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Entry 
5856 


6410 


6359 
6326 
6364 
6377 


6355 


6361 


6346 


6347 


6324 


6323 


6310 


6360 
6402 


6326 
6362 
6397 


6809 
6332 


6348 
6345 


6354 
6830 





Wisconsin, census of population, 1960, 
number of inhabitants.__..-__ 
Women: 
careers in biological sciences____. 
civil service careers opportunities. 
family and property law— 
New Mexico 
Ohio. 
future peta suggestions on 
a 














Women’s Bureau, leaflet 

Women’s clothing, see names or types 
of clothing. 

Wood: 


beams, laminated, stiffness and 
bending and strength 
choentetey, publications list-__--- 





foreign wood series 
interaction with moisture-__.-.- 
performance in fire 
stresses during drying, ete__.-_-_- 
20-foot-diameter laminated 
subjected to compressive load- 
ing along diameter, deflection 
characteristics. 
see also names of articles manufac- 
tured from wood. 
Wood chemicals, see Chemicals. 
Wood preservatives : 
treatment of poles 
treatment of shingles--_.-..___- 
Wood pulp, —— short bolts means 
more wood but more work too 
Woodlands, see Forests and forestry. 
Woods Hole oe Laboratory, 


Woody Pinat, see Plants. 

















Woonsocket, R.I., aircraft accident 
report 
Work experience in 1959_------.--- 


Work improvement for maintenance 
=. eas works and public 
ut 

Work stoppages see Strikes and lock- 





Workers, aed Labor. 

Workmen’s See. see Em- 
cos tae jability and work- 
men’s compensation. 

World Health Organization, amend- 
ments to articles 24 and 25 of 
constitution 

World Meteorological Organization, 
convention, amendments, text- 

World trade, on Commerce. 

World War, 1 

Pacific command, ‘study in inter- 
service relations. 
United States Army in World War 











ae 
Worthington Oil Refiners, Inc., my 
Wright Air Development Division, 
technical notes_._.-.-.--.- 
Writing, news stories, guide for Bon 
tension workers.._.--------- 
Wyoming: 
census of population, 1960, general 
characteristics 
coal, carbonizing properties... 
municipal water facilities inven- 
tory 





x 
X-rays: 

analysis, ratio of calcite to dolo- 
mite in mineral mixtures... 

diffraction facilities of Mines Bu- 
reau 

medical, protection up to three mil- 
lion volts 
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6111 
6102 


6098 


6049 
5509 
6259 


6623 


6571 
5777 


5285 


6270-71 
5625 


814-19 
277 


6506 
6276 


6178 
6300 
6418 





Xy 


Yat 
Ya 


Entry 
5505 
6615 
5528 
6616 
6617 


6618 
6618 


6111 
6102 


6098 
6049 


5509 
6259 


6623 


6571 
5777 


5285 


0-71 
5625 


4-19 


5494 
3295 


3506 
3276 


3178 
3300 
418 





X-rays—Continued 
micro-beams, use for simulating 
cosmic ray damage to animal 


Xystodesmidae, see Millepeds. 
Y 


wennnn, Bato, PI... 2.2... 
Yaw, low speed characteristics of 45° 
swept-wing fighter type air- 
plane, wind-tunnel investiga- 
1202 00 ie 
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APRIL 


Entry 


5291 


5638 





6334 


O 


1961 


Entry 
Youth: 

4-H club program, using studies as 
tool in building (talk)-_.____ 
recreation planning for fitness, 
WOFKSNOp report.......onca. 
target for communist infiltration 
and agitation tactics, print 
additional copies, report____ 


Z 


5992 
6488 


5723 


Zine: 

alloys, method for determination of 
= iron, cadmium and 
ea 
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